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AUTHOR'S PREFACE. 



In the composition of this Work the Author has had in view the 
satisfaction of those who desire to obtain a knowledge of the ele- 
ments of physics without pursuing them through their mathematical 
consequences and details. The methods of demonstration and illus- 
tration have accordingly been adapted to such readers. 

The Work has been also composed with the object of supplying 
that information relating to physical and mechanical science^ which 
is required by the Medical and Law Student^ the Engineer, and 
Artisan, by those who are preparing for the universities, and, in 
short, by those who, having already entered upon the active 
pursuits of business, are still desirous to sustain and improve their 
knowledge of the general truths of physics, and of those laws by 
which the order and stability of the material world are main- 
tained. 

According to the original plan of the Work, it was intended to 
comprise Astronomy and Meteorology in the present volume, and so 
to complete the series. It was found, however, that these subjects, 
treated with the fullness and clearness commensurate with their 
importance, would swell the volume to an objectionable bulk ; and 
the publishers considered they would best consult the interests and 
conveniences of purchasers, by consigning As^onomy and Meteor- 
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ology to a separate volume. These will^ therefore^ form the third 
and concluding course of this Handbook. 

Facility of reference has been presented by the copious analytical 
tables of contents prefixed to the present and the former volume^ as 
well as by the distinct titles prefixed to every paragraph^ and by the 
Index given at the end of the volume. 

It is intended to annex to the concluding volume a general Index 
to the three courses, which will confer upon the work all the useful 
qualities of a compendious Encyclopaddia of Physical and Astro- 
nomical Science. 
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CHAPTER I. 

PRELIMINARY PRINCIPLES AND DEFINITIONS. 

1304. Heat, like all other physical agentS; is manifested and 
measured by its effects. 

1305. Sensible heat. — One of the most familiar of these effects 
is the sense of more or less warmth which a body, when it receives 
or loses heat, produces upon our organs. 

When the heat received or lost by a body is attended with this 
sense of increased or diminished warmth, it is called sendbh Tieat. 

1306. Insensible heat — But it will occur in certain cases that a 
body may receive a very large accession of heat without any increased 
sense of warmth being produced by it, and may, on the other hand, 
lose a considerable quantity of heat without exciting any diminished 
sense of warmth. The heat which a body would thus receive or lose 
without affecting the senses, is called latent heat. 

1307. Dilatation and contraction, — When a body receives or loses 
heat, it generally suffers a change in its dimensions, the increase of 
heat being usually attended with an increase; and the diminution of 
heat with a diminution of volume. 
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This enlargement of volume due to the accession of heat is called 
dHatcUiorij and the diminution of volume attending the loss of heat 
is called amtraction. 

There are, however, certain exceptional cases in which heat, whether 
received or lost, is attended with no chanse of volume, and others in 
which changes take place the reverse of tnose just mentioned ; that 
is to say, where an accession of heat is accompanied by a diminution^ 
and a loss of heat with an increase of volume. 

1308. Liquefaction and solidification. — If heat be imparted in 
sufficient quantity to a solid body, it will pass into the liquid state. 
Thus, ice or lead, being solid, will become liquid by receiving a suffi- 
cient accession of heat. This change is c&Ued fusion or liquefaction. 

If heat be abstracted in sufficient quantity from a body in the 
liquid state, it will pass into the solid state. Thus, water or molten 
lead loang heat in sufficient quantity will become solid. This change 
is called amgdation or solidificai^um ; the former term being applied 
to sul^tances which are usually liquid, and the latter to those that 
are usually solid. 

1309. Vaporizaiion and condensation. — If heat be imparted in 
sufficient quantity to a body in the liquid state, it will pass into the 
state of vapour. Thus, water being heated sufficiently wiU pass into 
the form of steam. This change is called vaporization. 

If a body in the state of vapour lose heat in sufficient quantity, it 
will pass into the liquid state. Thus, if a certain quantity of heat 
be abstracted from steam, it will become water. 

This change is called condensation ; because, in passing from the 
vaporous to the liquid state, the body always undergoes a very con- 
siderable diminution of volume, and therefore becomes condensed. 

1310. Incandescence. — Heat, when imparted to bodies in a cer- 
tain quantity, will in some cases render them luminous. 

Thus, if metal be heated to a certain degree, it will become red- 
hot ; a term signifying merely that it emits red light. This luminous 
state, which is consequent on the accession of heat, is called incan- 
descence. 

The more intense the heat is which is imparted to an incandescent 
body, the more white will be the light which it emits. When it 
first becomes luminous, it emits a dusky red light. The redness 
becomes brighter as the heat is augmented, until at length, when the 
heat becomes extremely intense, it emits a white light resembling 
solar light 

A bar of iron submitted to the action of a furnace will exhibit a 
succession of phenomena illustrative of this. 

1311. Combustion. — Certain bodies, when surrounded by atmos- 
pheric air, being heated to a certain degree, will enter into chemical 
combination with the oxygen gas which forms one of the constituents 
of the atmosphere. 
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This oombination will be attended with a large development of 
heat; which is accompanied usually by incandescence and flame. 

This phenomenon is called combiistionj and the bodies which are 
susceptible of this effect are called combustibles. 

The flame, which is one of the effects of combustion^ is gas ren- 
dered incandescent by heat. 

1312. Thermometers and pyrometers. — The degree of sensible 
heat by which a body is afiected, is called its temperature, and the 
instruments by which the temperature of bodies is indicated and 
measured are called therm^mieters and pyromettrs; the latter term 
being applied to those which are adapted to the measurement of the 
higher order of temperatures. . 

Changes of temperature are indicated and measured by the change 
of volume which they produce upon bodies very susceptible of dilata- 
tion. Such bodies are called ihermoscopic bodies. The principal of 
these are, for thermometers, mercury, alcohol, and air; and, for 
pyrometers, the metals, and especially those which are most difllcult 
of fusion. 

1313. Qmduction. — When heat is communicated to any part of 
a body, the temperature of that part is momentarily raised above the 
general temperature of the body. Hiis excemye heat^ however, is 
gradually transmitted from particle to particle throughout the entire 
volume, until it becomes uniformly diffused, and the tempentore of 
the body becomes equalized. 

This quality, in virtue of which heat is transmitted from particle 
to particle throughout the volume of a body, is called conductibility. 

Bodies have the quality of conductibility in different degrees ; those 
being called good conductors in which any inequality of temperature 
is quickly equalized, the excess of heat being transmitted with mat 
promptitude and facility from particle to particle. Those in wimh 
it passes more slowly and imperfectly through the dimensions of a 
body, and in which, therefore, the equilibrium of temperature is more 
slowly established, are called imperfect conductors. Bodies, in which 
the excess of heat fails to be transmitted from particle to particle 
before it has been dissipated in other ways, are called non-^sonduotors. 

The metals in general are good conductors, but different metals 
have different degrees of conductibility. The earths and woods are 
bad conductors, and sofib, porous, and spongy substances still worse. 

1314. Eadiation. — Heat is propagated from bodies which contain 
it by radiation in the same manner, and according to nearly the same 
rules, as those which govern the radiation of light. Tims, it pro- 
ceeds in straight lines from the points whence it emanates, diverging 
in every direction, these lines being called thermal rays. 

1315. Diathermanotbs mcc?ia. — Certain bodies are pervious to 
the rays of heat, just as glass and other transparent media are per- 
vious to the rays of light. They are called diathermanous or trans- 
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calent bodies. Thus, atmospberio air and gaseous bodies in general 
are diatbermanous. 

Tbe rays of heat are reflected and refracted according to the same 
laws as those of light. They are collected into foci by spherical 
mirrors and lenses^ they are polarized both by reflection and refrac- 
tion, and are subject to all the phenomena of double refraction by 
certain crystals in a manner analogous to that already explained in 
relation to the rays of light. 
» Bodies are diatbermanous in different degrees. 

Imperfectly diatbermanous bodies transmit some of the rays of 
heat which impinge on them, and absorb others ; the portions which 
they absorb raising their temperature, but those which they transmit 
not affecting their temperature. 

1316. Reflection of heat — The surfaces of bodies also reflect 
heat in different degrees; those rays which they do not reflect they 
absorb or transmit. ^ The processes of transmission, absorption, and 
reflection vary with the nature of the body and the state of its sur- 
fece with respect to smoothness, roughness, or colour. 

1317. RefractUm of heat — Eays of heat, like those of light, 
are differently refrangible. 

1318. Different senses of the terms heat and caloric. — The term 
heat is used in different senses : first, to express the sensation pro- 
duced when we touch a heated body or are surrounded by a hot me- 
dium ; secondly, to express the quality of the body by which this 
sensation is produced; and thirdly, to express the physical agent, 
whatever it be, to which the quality of the body is due. Notwith- 
standing these different senses of the same term, no confusion or 
obscurity arises in its use, the particular sense in which it is applied 
being generally evident by the context ; nevertheless it were to be 
desired that writers on physics could agree upon a nomenclature more 
definite. 

The term caloric has been proposed, and to some extent adopted, 
to express the physical agent to which the effects of heat are due. 

1319. Hypotheses to explain thermal phenomena. — Two hypo- 
theses have been proposed to explain the phenomena of heat. The 
first regards heat as an extremely subtle fluid pervading all space, 
entering into combination in various proportions and quantities with 
bodies, and producing by this combination the effects of expansion, 
fusion, vaporization, and all the other phenomena above mentioned. 
The second hypothesis regards it as the effect of the vibration or 
undulation, produced either in the constituent molecules of bodies 
themselves, or in a subtle impenetrable fluid which pervades them. 

In the present Book the effects of heat will be explained independ- 
ently of hypothesis; and, when they have been fully developed, 
the different theories proposed for thoir explanation will be stated. 
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1820. Measur&i of temperature. — Of all the various effects of 
beat, that which is best adapted to indicate and measure temperature 
is dilatation and contraction. The same body always has uie same 
volume At tlie same temperature, and always suffers the same change 
of volume with the same change of temperature. 

Since the volume and change of volume admit of the most ezaet 
measurement and of the most precise numerical expression, they 
become the means of submitting the degrees of warmth and cold, or^ 
which is the same, the degrees of temperature, to arithmetical mea- 
sure and expression. 

1321. Thermoscoptc mbstances. — Although all bodies whatever 
are susceptible of dilatation and contraction hy change of temperaturei 
they are not equally convenient for thermoscopic agents. 

For reasons which will become apparent hereafter, the most avail- 
able thermoscopic substance for general purposes is mercury. 

1322. Mercurial thermometer, — ^The mercurial thermometer con- 
sists of a capillary tube of glass, at one end of which a thin spherical 
or cylindrical bulb is blown, the bulb and a part of the tube being 
filled with mercury. 

When such an instrument is exposed to an increase of temperature, 
the glass and mercury will both expand. If they expanded in the 
same proportion, the capacity of the bulb and tube would be enlarged 
in the same proportion as the mercury contained in them, and, 
consequently, the column of mercury in the tube would neither 
rise nor fall, since the enlargement of its volume would be exactly 
equal to the enlargement of the capacity of the bulb and tube. If, 
however, the expansion of the bulb and tube be different from that 
of the mercury, the column in the tube will, after expansion, stand 
higher or lower than before, according as the expansion of the mer- 
cury is greater or less than the expansion of the bulb and tube. 

It is found that the dilatability of mercury is greater than the 
dilatability of glass in the proportion of nearly 20 to 1, and, conse- ' 
quently, &e capacity of the bulb and tube will be less enlarged than 
Vie volume of the mercury contained in them in the proportion of 
nearly 1 to 20; consequently, for the reason above stated, every 
elevation of temperature by which the mercury and tube would be 
affected will cause the column of mercury to rise in the tube, and 
every diminution of temperature will cause it to fall. 

The space through which the mercury will rise in the tube by a 
given increase of temperature will be greater or less according to the 

3* 



Digitized by LjOOQIC 



80 • HBAT. 

proportion wMch the tube bears to the capatsity of the bulb. The 
smaller the proportion the tube bears to the capacity of the bulb; the 
greater will be the elevation of the^ column produced by a given in- 
crease of temperature ; for a gi^ien increase of temperature will pro- 
duce a definite increase of volume in the mercury, and this increase 
of volume will fill a greater space in the tube in proportion to the 
smallness of the tube compared with the capacity of the bulb. 

Such an instrument; without other appendages or preparation, 
would merely indicate such changes of temperature in a given place 
as would be sufficient to produce visible chauges in the elevation of 
the column of mercury sustained in the tube. To render it useful 
for the purposes of science and art, and in domestic economy, various 
precautions are necessary, which have for their object to render the 
indications of difierent thermometers comparable with each other, and 
to supply exact numerical indications of measurement of the changes 
of temperature. 

1323. Preparation of the mercury. — For this purpose it is ne- 
cessary, in the first instance, that the mercury with which the tube 
is filled shall be perfectly pure and homogeneous. This object is 
attained by the same means as have been already explained in the 
case of the barometer. (See Handbook of Hydrostatics, Hydraulics, 
Pneumatics, and Sound, 716.) 

1324. Selection of the tvhe, -— In the selection of the tube it is 
necessary that it be capillary, that is to say, a tube having an ex- 
tremely small bore, and that the bore should tie of uniform magni- 
tude throughout its entire length. 

The smallness of the bore is essential to the sensibility of the 
instrument, as already explained ; and its uniformity is necessary in 
order that the same change of volume of the mercury should cor- 
respond to the same length of the column in every part of the 
tubs. 

The uniformity of the bore of the tube may be tested by letting 
into it a small drop of mercury, sufficient to fill about a third of an 
inch of the tube. Let this be made to fall gradually through the 
entire length of the tube, stoppiog its motion at intervals, and let 
the space it occupies at difierent parts of the tube be measured. If 
, this space be everywhere the same, the bore is uniform ; if not, the 
tube must be rejected. 

1325. Formation of the bulb. — The bulb, whether spherical or 
cylindrical, can be formed upon the end of the tube by the ordinary 
process of glassblowing. The sensibility of the thermometer requires 
that the capacity of the bulb should bear a large proportion to the 
calibre of the tube. If, however, the capacity of the bulb be con- 
siderable, the quantity of mercury it contains may be so great that 
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it will not be affected by the temperature of the surrotindiDg medium 
with sufficient promptitude. 

A cylindrical bulb of the same capacity will be more readily af- 
fected by the temperature of the surrounding medium than a sphe- 
rical bulb, since it will expose a greater surface. 

The glass of which the bulb is formed should be as thin as is 
compatible with the necessary strength, in order that the heat may 
pass more freely from the external medium to the mercury. 

1326. Introduction of the mercury. — The tube to be filled is 
represented in fig. 425., where b a o is the tube, and c D a reservoir 
jj formed at the top for the purpose of filling it, which is to 
be afterwards detached. Let the tube be first dried by 
holding it over the flame of a spirit-lamp, so as to evaporate 
C and expel all moisture which may be attached to the inner 
surface of the glass. To fill it, let a quantity of purified 
mercury be poured into the reservoir o D. This will not 
fall through the bore, being prevented by the air included 
in the reservoir A b and in the tube. To expel this, and 
cause the mercury to take its place, let the tube be placed 
in an inclined position over a charcoal fire or the flame of 
a spirit-lamp, so that the air shall be heated. When heated 
it wil^ expand, force itself in bubbles through the mercury 
in c D, and escape into the atmosphere. This will continue 
j^ until all the air in the bulb A b and in the tube A c has 
been expelled. The pressure of the atmosphere acting on 
B the mercury in D will then force it through the tube into 
Fig. 425. the bulb A b, which, as well as the entire length of the 
tube, it will ultimately fill. If a sufficient quantity of 
mercury be supplied to the reservoir o D, the bulb A b, the tube A c, 
and a part of the reservoir o d, will be filled with mercury after all 
the air has been expelled. 

When this has been accomplished, let the tube be removed from 
the source of heat, and allowed gradually to cool. A file applied at 
c, where the top of the tube is joined to the superior reservoir, 
detaches that reservoir from the tube, which remains with the bulb 
A B completely filled with mercury. 

In this state the instrument would give no indication of change of 
temperature, no space being left for exhibiting the play of the mer- 
cury by dilatation and contraction. 

To obtain space for this, let the bulb A b be exposed to a tempera- 
ture higher than any which the instrument is intended to indicate. 
The mercury dilating will then overflow, and will continue to over- 
flow until the mercury acquires the extreme temperature to which it 
is exposed. 

A jet of flame beihg now directed by a blow-pipe on the end c, it 
will be hermetically sealed ; after which, being allowed to cool, the 
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merourial column vrill subside, ihe space in the tube above it being a 
yacuum, since the air is expelled. The column will continue to sub- 
side until the mercury assumes that state which corresponds to the 
temperature of the air surrounding the instrument. 

1327. Thermometric 9cale arhUrary, — ^The variation of the height 
of the mercurial column in sudbi a tube will in all cases correspond 
with the changes of temperature incidental to the surrounding me* 
dium ; but in order that it may supply a numerical expression and 
measure of such changes, a scale must be attached to the tube, by 
which the variations of the column may be indicated, and the divi* 
sions or the units of such scale must correspond to some known 
change of temperature. • It is evident that such a scale, like all other 
standards for the arithmetical measure of physical effects, must be to 
some extent arbitrary. We accordingly find different scales and dif- 
ferent thermometric units prevailing in different countries^ and even 
in the same country at different times. 

1328. Standard points. — Divuwn of scale. — Whatever ther- 
mometric unit be adopted, it is necessary that two standard tempera- 
tures be selected, to which the mercury can be reduced at the times 
and places where thermometers may be required to be constructed or 
verified. The instrument being exposed to these two temperatures, 
the points at which the mercurial column stands me marked upon 
the scale. The space upon the scale between these points is then 
divided into a certain number of equal parts, which are cdled degrees, 
these degrees being the thermometric unit. The same divisions are 
then continued upon the scale above the higher and below the lower 
standard point, and such divisions may be continued indefinitely. 
The scale is then complete. 

In this process, the number of equal parte into which the space 
between the standard points is divided, is altogether arbitrary. 

1329. Numeration of scale, — Zero point. — It now remains to 
number the scale ; and, for this purpose, a zero point must be selected. 
If there existed a minor limit to temperature, a temperature below 
which no body could possibly fall, then such a temperature would 
supply a natural thermometric zero, and the scale might be numbered 
upwards from it. 

1330v No natural zero. — In that case, although the thermometrio 
unit would still remain arbitrary, the zero of the scale would not be 
so. But no such natural thermometric zero existe. 

There is no natural limit either to the increase or diminution of 
temperature. The zero, therefore, of the thermometric scale, like 
the thermometric scale itself, must be arbitrary. 

1331. Phenomena Jit to mpply standard points. — Thermal phe- 
nomena present great varieties of standard temperatures, by which 
thermometric scales may be established, and which may serve equally 
as terms of temperature for the purpose of distinguishing the indi- 
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cations of different tbennometers constructed at different times and 
places. Thus, the temperatures at which all solid bodies fuse, and 
those at which all liquids congeal, are fixed. For different bodies 
these are different, but always the same for the same body. In like 
manner, the temperatures at which all liquids boil under a given 
pressure are invariable for the same liquids, though different for dif- 
ferent liquids. The temperature of the blood in the human species 
presents another example of a fixed temperature. 

13B2. Freezitig and boiling points of water adopted hy common 
consent. — Now any two of these various temperatures naturally fixed 
might be taken as the thermometric standards, the choice being alto- 
gether arbitrary. Thus, it appears that the arithmetical division of 
the scale, and consequently the thermometric unit, the position of its 
zero, and, in fine, the standard temperatures by which alone the indi- 
cation of different thermometers can be rendered comparable, are 
severally arbitrary. Unanimity, nevertheless, has prevailed in the 
selection of standard temperatures. The temperature at which ice 
melts, and that at which distilled water boils, when the barometer 
stands at 29*8 inches, have been adopted in all countries as the two 
temperatures with reference to which thermometric scales are con- 
structed. 

1333. Determination of these points, — The bulb and tube, as 
already described, being filled with pure mercury, and a blank scale 
being attached to the tube, the instrument is immersed successively 
in melting ice and bpiling water, and the points at which the mercu- 
rial column stands in each case are marked upon the scale. The 
former is called the freezing pointy and the latter the boiling point. 

1334. Different thermometric units and zeros, — Fahrenheit's 
9cale, — The same unanimity has not prevailed either as respects the 
unit or the thermometric zero. In England, Holland, some of the 
German States, and in North America, the interval between the 
freezing and boiling points is divided into 180 equal parts, each 
part representing the thermometric unit. The scale is continued by 
equal divisions above the boiling and below the freezing points. 

The zero is placed at the thirty-second division below the freezing 
point; so that, on this scale, the freezing point is 32°, and the boiling 
point 32° + 180° = 212°. 

This scale is known as Fahrenheit's, and was adopted about 1724. 

The reason for fixing the zero of the scale at 32° below the freezing 
point is, that that point indicated a temperature which was at that 
time believed to be the natural zero of temperature, or the greatest 
degree of cold which could exist, being the most intense cold which 
had been observed in Iceland. 

We shall see hereafter that much lower temperatures, natural and 
artificial, have been since observed. 

The divisions of the interval between the freezing and boiling 
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points into 180 equal parts was founded upon some inexact supposi- 
tion connected with the dilatation of mercury. 

The divisions of this scale are continued in the same manner below 
zero, such divisions being considered negative, and expressed by the 
negative sign prefixed to them. Thus, +32° signifies 32° above zero, 
but —32° signifies 32° below zero. 

1335. Centigrade scale, — In France, Sweden, and some other 
parts of Europe, the centigrade scale prevails. 

In this scale the interval between the freezing and boiling points 
is divided into 100 equal parts, and the zero is placed at the freezing 
point. 

1336. Reaumui's scale, — In some countries the scale of Beau- 
mur is used, in which the interval between the freezing and boiling 
points is divided into eighty equal parts, the zero being placed at the 
freezing point. 

1337. Me^kods of compUing ^ temperature a^ccording to any 
(me scale when the temperature O/Gcording to any other is given, — 
As all these scales are used to a greater or less extent in different 
parts of the world, it will be necessary to establish rules by which 
the temperature expressed by any one of them may be converted 
into the corresponding temperature expressed by any other. 

Since the numbers of degrees into which the interval between 
the freezing and bailing points is divided on the three scales are 180, 
100, and 80 respectively, it follows that 18° Fahrenheit are equal to 
10° centigrade and to 8° Eeaumur; or that 9° Fahrenheit, 5° centi- 
grade, and 4° Reaumur are represented by equal length of the scales. 
Hence are inferred the following rules : — 

1. To reduce any number of Fahrenheit degrees to an equivalent 
number of centigrade or Eeaumur degrees, divide by 9, and multiply 
by 5 for centigrade, and by 4 for Eeaumur. 

2. To reduce any number of centigrade degrees to an eqtiivalent 
number of Fahrenheit or Eeaumur, divide by 5, and multiply by 9 
for Fahrenheit, and by 4 for Eeaumur. 

3. To reduce any number of Eeaumur degrees to an equivalent 
number of Fahrenheit or centigrade, divide by 4, and multiply by 9 
for Fahrenheit, and by 6 for centigrade. 

If it be required to reduce any temperature expressed by one scale 
to the equivalent temperature expressed by another, the preceding 
rules will be sufficient for the centigrade and Eeaumur, inasmuch as 
they have the same zero. But when it is required to reduce the 
temperature of Fahrenheit to the equivalent temperature on the other 
scales, it is necessary first to subtract from the temperature of Fahr- 
enheit 32° (the distance between the two zeros), and then apply the 
preceding rule, or if it be required to reduce a temperature on the 
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centigrade or Reaumur to an equivalent temperature on Fahrenheit, 
first apply the preceding rules and then add 82^. 

These principles are expressed briefly by the following formulsBi 
in which f, 0, and & express the same temperature upon the three 



= 1 X (F-.82), 
E = | X (F-.82), 
i' = f X 0+82 = 1 X» + 82. 

Two or all the three scales are sometimes attached to the same ther- 
mometer, so that equivalent temperatures are evident on inspection. 

Such reductions may also be facilitated W the following table, 
showing the temperatures by the scales of Fahrenheit and Beaumur 
which are equivsdent to those of the centigrade. 

Table for converting the centigrade Thermometer into Degrees of 
Reaumwr and Fahrenheit s Thermometer. 



Cent. 


Rean. 


Fahr. 


Cent. 


Reau. 


FUir. 


Cent. 


Reaa. 


Fahr. 


Cent. 


Reau. 


Fahr. 




100 


80- 


212 


64 


51-2 


147-2 


29 


23-2 


84-2 


—6 


—4-8 


21-2 


99 


79-2 


210-2 


63 


50-4 


145-4 


28 


22-4 


82-4 


7 


5-6 


19-4 


98 


78-4 


208-4 


62 


40-6 


143-6 


27 


Sl-6 


80-6 


8 


6-4 


17-6 


97 


77-6 


206-6 


61 


48-8 


141-8 


26 


20-8 


78-8 


9 


7-2 


15-8 


96 


76-8 


204-8 


60 


48- 


140- 


25 


20- 


77- 


10 


8- 


14- 


95 


76- 


203- 


59 


47-2 


138-2 


24 


19-2 


75-2 


11 


8-8 


12-2 


94 


75«2 


901-2 


58 


46-4 


136-4 


23 


18-4 


73-4 


12 


9-6 


10-4 


93 


74-4 


199-4 


57 


45-6 


134-6 


22 


17-6 


71-6 


13 


10-4 


6-6 


92 


73-6 


197-6 


56 


44-8 


132-8 


21 


16-8 


69-8 


14 


11-2 


6-8 


91 


72-8 


195-8 


55 


44- 


131- 


20 


16- 


68- 


15 


12. 


5- 


90 


72- 


194- 


54 


43-2 


129-2 


19 


15-2 


66-2 


16 


12-8 


3^ 


89 


71 -2 


192-2 


53 


42-4 


127-4 


18 


14-4 


644 


17 


13-6 


1-4 


88 


70-4 


190-4 


52. 


41-6 


125-6 


17 


13-6 


62-6 


18 


14-4 


-0-4 


87 


69*6 


188-6 


51 


4Q-8 


123-8 


16 


12-8 


60-8 


19 


15-2 


2-2 


86 


68-8 


186-8 


50 


40- 


122- 


15 


12- 


59- 


20 


16- 


4- 


85 


68- 


185- 


49 


39-2 


120-2 


14 


11-2 


57-2 


21 


16-8 


5-8 


84 


67-2 


183-2 


48 


38-4 


118-4 


13 


10-4 


55-4 


22 


17-6 


7-6 


83 


66-4 


181-4 


47 


37-6 


116-6 


12 


9-6 


53-6 


93 


18-4 


9-4 


82 


65-6 


179-6 


46 


36-8 


114-8 


11 


8-8 


51-8 


24 


19-2 


11-2 


81 


64-8 


177-8 


45 


36- 


113- 


10 


8- 


50- 


25 


20- 


13- ' 


80 


64- 


176- 


44 


35-2 


111-2 


9 


7-2 


48-2 


26 


20-8 


14-8 


79 


63-2 


174-2 


43 


34-4 


109-4 


8 


6-4 


46-4 


27 


21-6 


16-6 


78 


62-4 


172-4 


42 


33-6 


107-6 


7 


5-6 


44-6 


28 


22-4 


18-4 


77 


616 


170-6 


4i 


32-8 


105-8 


6 


4-8 


42-8 


29 


232 


20-2 


76 


60-8 


1688 


40 


32- 


104- 


5 


4- 


41- 


30 


24- 


22- 


75 


60- 


167- 


39 


31-2 


102-2 


4 


3-2 


39-2 


31 


24-8 


23-8 


74 


59-2 


165-2 


38 


30-4 


100-4 


3 


2-4 


37-4 


32 


256 


2S-6 


73 


58-4 


163-4 


37 


29-6 


98-6 


2 


1-6 


35-6 


33 


26-4 


27-4 


72 


57-6 


161-6 


36 


28-8 


96-8 


1 


-0-8 


338 


34 


27-2 


29-2 


71 


56-8 


159-8 


35 


28- 


95- 





0- 


32- 


35 


2» 


31- 


70 


56- 


J58- 


34 


27-2 


932 


—1 


08 


30-2 


36 


28-8 


328 


69 


55-2 


156-2 


33 


26-4 


91-4 


2 


1-6 


28-4 


37 


29*6 


34-6 


68 


54-4 


154-4 


32 


25-6 


89-6 


3 


2-4 


26-6 


38 


30-4 


36-4 


67 


53-6 


152-6 


31 


24-8 


87-8 


4 


3-2 


24-8 


39 


31-2 


38-2 


66 


52-8 


1508 


30 


24- 


86- 


5 


4- 


23- 


40 


32- 


40- 


65 


52* 


149- 














( 







In practice, degrees of the centigrade thermometer will be most 
easily converted into those of Fahrenheit's by the following Rule : 
" Multiply the centigrade degrees by 2, subtract one-tenth, and add 
32." 
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1338. RcUe of dilatation of mercwry, — It has been ascertained 
by experiment, that mercury, when raised from 32° to 2J.2°, suffers 
an increment of volume amounting to 2-lllths of its volume at 32®. 
Thus, 111 cubic inches of mercury at 32® will, if raised to 212®, 
become 113 cubic inches. From this may be deduced the increment 
of volume which mercury receives for each degree of temperature. 
For, since the increase of volume corresponding to an elevation of 
180® is yf y of its volume at 32®, we shall find the increment of 
volume corresponding to one degree by dividing yf y by 180, or, what 
is the same, by dividing yiy by 90, which gives -gA^- It follows, 
therefore, that for each degree of temperature by which the mercury 
is raised, it will receive an increment of volume amounting to the 
9990th part of its volume at 32®. It follows, therefore, that the 
weight of mercury which fills the portion of a thermometric tube 
representing one degree of temperature, will be the 9990th part of 
the total weight contained in the bulb and tube. 

1339. 7te dilatation uniform "between the standard points. — In 
adopting the dilatation of mercury as a measure of temperature, it is 
assumed that equal dilatations of this fluid are produced by equal 
increments of heat. Now, although it is certain that to raise a given 
quantity of mercury from the freezing to the boiling point will always 
require the same quantity of heat, it does not follow that equal incre- 
ments of volume will correspond to equal increments of heat through- 
out the whole extent of the thermometric scale. Thus, although the 
same quantity of heat must always be imparted to the mercury con- 
tained in the tube to raise it from 32® to 212®, it' may happen that 
more or less heat may be required to raise it from 32® to 42®, than 
from 202® to 212®. In other words, the dilatation produced by 
equal increments of heat, in different parts of the scale, might be 
variable. Experiments conducted, however, under all the conditions 
necessary to ensure accurate results, have proved that mercury is 
uniformly dilated between the freezing and boiling points, or that 
equal increments of heat imparted to it produce equal increments of 
volume. The same uniform dilatation prevails to a considerable 
extent of the scale above the boiling and below the freezing points ; 
but at extreme temperatures this uniformity of expansion ceases, as 
will be more fully explained hereafter. 

1340. Use of a standard thermometer, — A thermometer having 
once been carefully graduated may be used as a standard instrument 
for graduating other thermometers, just as good chronometers once 
accurately set are used as regulators for other time-pieces. To gra- 
duate a therfliometer by means of such a standard, it is only necessary 
to expose the two instruments to the same varying temperatures, and 
to mark upon the blank scale of that which is to be graduated two 
points corresponding to any two temperatures shown by the standard 
thermometer, and then to divide the scale accordingly. 
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Thus^ for example, if the two instruments be immersed in warm 
water and the column of the standard thermometer be observed to 
indicate the temperature of 150°, let the point at which the mercury 
stands in the other thermometer be marked upon its scale. 

Let the two instruments be then immersed in cold water, and let 
ns suppose that the standard thermometer indicates 50°. Let liie 
point at which the instrument to be graduated stands be then marked. 
Let the intervals of the scale between these two points, thus corre- 
sponding to the temperatures of 50° and 150°, be divided into one 
hundred equal parts ; each part will be a degree in the scale, which 
may be continued by like divisions above 150° and below 50°. 

1341. Range of the scale of thermcmieters varies with the purpose 
to which they are applied, — The range of the scale of thermometers 
is determined by the purpose to which they are to be applied. Thus, 
thermometers intended to indicate the temperature of dwelling-houses 
need not range above or below the extreme temperatures of the air, 
and the scale does not usually extend much below the freezing point 
nor above 100° ; and thus the sensitiveness of the instrument may 
be increased, since a considerable length of the tube may represent a 
limited range of the scale. 

1342. Qualities which render mercury a convenient thermoscopic 
fluid, — Mercury possesses several thermal qualities which render it 
a convenient fluid for common thermometers. It is highly sensitive 
to change of temperature, dilating with promptitude by the same 
increments of heat with great regularity and through a considerable 
range of temperature. It will be shown hereafter that a smaller 
quantity of heat produces in it a greater dilatation than in most other 
liquids. It freezes at a very low and boils at a very high tempera- 
ture. At the temperatures which are not near these extreme limits, 
it expands and contracts with considerable uniformity. 

The freezing point of mercury being — 40°, or 40° below zero, 
and its boiling point -f 662°, such a thermometer will have correct 
indications through a very large range of temperature. 

1343. Bulbs liable to a permanent change of capacity^ which 
renders correction of scale necessary, — It has been found that, from 
some physical causes which are not satisfactorily explained, the bulbs 
of thermometers are liable to a change of magnitude after the lapse 
of a certain time. It follows from this that a thermometer, though 
accurately graduated when first made, may become at a Jater period 
erroneous in its indications ; since a diminution of the capacity of the 
bulb would cause the standard points and all other temperatures to 
be raised upon the scale. To obviate this, thermometers used for 
purposes requiring much precision ought to be verified from time to 
time by comparison with well-constructed standards, or by exposure 
to the standard temperatures. 

It is also found that a change of magnitude is produced in the 
IT. 4 
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hoSb of a ihennbmetier by ^dden changes of temperatnTey which 
render verification necessary. (See Appendix). 

1344. Sdf'registering thermomeiers, — It is sometimes needed, 
in the absence of an observer, to ascertain the variationis T^hich may 
have fiaken place in a thermometer. Instruments called self-regu- 
lating thermometers have been contrived, which partially serve this 
purpose by indicating, not the variations of the mercurial column, but 
the limits of its play within a given time. This is accomplished by 
floating indices placed on the mercury within the tubiB, which are so 
adapted that one is capable of being raised with the column, but not 
depressed, and the other of being depressied but not raised. The 
consequence is, that one of these indices will remain at the highest, 
and the other at the lowest point which the mercurial column may 
have attained in the interval, and thus registCT the highest point and 
lowest point of its range. 

The self-regulating thermometers on this principle which are the 
best known are Six's and Kutherford's. 

1345. Spirit of wine thermometers. — Alcohol is frequently used 
as a thermoscopic liquid. It has the advantage of being applicable 
to a range of temperature below the freezing point of mercury ; no 
degree of cold yet observed in nature or attained by artificial pro- 
cesses having frozen it. It is usually coloured so as to render the 
column easily observable in the tube. 

1346. Air thermometers, — Atmospheric air is a good thermo- 
scopic fluid. It has the advantage over liquids in retaining its gas- 
eous state at all temperatures, and in the perfect uniformity of its 
dilatation and contraction. It is also highly sensitive, indicating 
changes of temperature with great promptitude. Sinc^, however, it 
is not visible, its expansion and contraction must be rendered observ- 
able by expedients which interfere with and render complicated its 
indications. 

1347. DrehbeVs air thermometer, — The air thermo- 
•->. meter of Drebbel, or according to some of Sanctorius, is 
^ ' ^ represented in fig, 426. A glass tube, A B, open at one 
^ end, and having a large thin bulb o at the other, is placed 
with its open end in a coloured liquid, so that the air con- 
tained in the tube shall have a less pressure than the at- 
^ mosphere. A column of the liquid will therefore be sus- 
tained in the tube A b, the weight of which will represent 
the diflerence between the pressure of the external air and 
the air inclosed in the tube. 

If the bulb be exposed to a varying temperature, the 
Fig. 426. air included in it will expand and contract, and will cause 
the column of coloured liquid in the tube A B to rise and 
fall, thereby indicating the changes of temperature. 

1348. Amonton*s air therrrvoraeter, — Another form of air ther- 
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xnometer is represented in fig. 427. The air inelnded 
fiUs half the capacity of the bulb o, and its expansion 
and contraction cause the coloured liquid to rise or £dl 
in the tube A b. (See Appendix). 

1349. j%6 differential thermometer. — Of all forms 
of air thermometer^ that which has proved of greatest use 
^ in physical enquiries is the difierential thermometer re- 
fi presented in fig. 428. Thi^ consists <^ t^o ghss tmlbsi 
^^ . A and By connected by a rectangular gl|^ tuj^. In the 
Fig. 427. horizontal part of the tube a small quantity of coloured 
liquid (sulphuric acid, for example) is placed. Atmos- 
pheric air is contained in the bulbs and tube, separated into two parts 
by the liquid. The instrument is so adjusted that, when the drop 



Pig. 428. 

of liquid is at the middle of the horizontal tube, the air in ihe bulbs 
has the same pressure ; and, having equal volumes, the quantities at 
each side of the liquid are necessarily equal. If the bulbs be affected 
by different temperatures, the liquid will be pressed from that side 
at which the temperature is greatest, and the extent of its departure 
£rom the zero or middle is indicated by the scale. 

This thermometer is sometimes varied in its form and arrangement^ 
but the principle remains the same. 

Its extreme sensitiveness, in virtue of which it indicates changes 
of temperature too minute to be observed by common themjiometers, 
renders it extremely valuable as an instrument of scientific research. 

By this instrument, changes of temperature not exceeding the 
6000th part of a degree are rendered sensible. 

1350. I)/ro7neters adapted to measure high temperatures. — The 
range of the mercurial Uiermometer being limited by the boiling 
point of mieaccury, higher temperatures are measured by the expansion 
of solids, whose points of fusion are at a very elevated part of the 
thermometric scale. The soUds which are best adapted for this pur- 
pose are the metals. Being good conductors, these are promptly 
affected by heat, and their indications are immediate, constant, and 



Qts adapted for the indication and measurement of Una 
high range <^ temperature are called jp»yrome^<. 
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1351. €rraduati<m of a pyrometer. — To graduate a pyrometer, 
let the metallic bar be immersed successively in melting ice and boil- 
ing water, and let its lengths at these temperatures be accurately 
measured. Their difference being divided by 180, the quotient will 
be the increment of length corresponding to one degree of temperar 
tore ; and this increment being multiplied, the length corresponding 
to any proposed temperature may be ascertained. 

Let iP express the length of the bar at the temperature 32°. 

Let l' express its length at the temperature 212°. 

Let i express the increase of length corresponding to 1°. 

We shall then have 

._!/— L° 

K L express in general the length of the bar at the temperature 
expressed by t, we shall have 

L = L°+iX(T — 32), 

which means nothing more than that the length at the temperature 
T is found by adding to the length at the temperature 32° as many 
times the increment corresponding to 1° as there are degrees in t 
above 32°. 

The instrument represented in fig. 429., is one of the most simple 
forms of pyrometer. 




Fig. 429. 

A rod of metal, t, is in contact at one end with the point of a screw 
V, and at the other with a lever a, near its fulcrum. This lever is 
connected with another so as to form a compound system, such that 
any motion imparted by the rod to the point on the lever a in con- 
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tact with it is angmented in a high ratio^ according to the principles 
explained in the Handbook of Mechanics (438). A lamp placed 
under th,e rod t raises its temperature } and, as it is resisted by tfaie 
point of the screw v, its dilatation must take effect against the lever 
a, which, acting on the second lever, will move the index on the gra- 
duated arc c. The ratio of this motion to that of the end of the Mr 
acting on the lever b^ing known (438), the quantity of dilatation 
may be calculated. (See Appendix). 

1352. Temperature of metallic standard measures must he 6b' 
served, — The standards used as measures oi length for ascertaining 
distances where great accuracy is required, such as in measuring the 
bases in geographical surveys, are usually rods of metal. But since 
these are subject to a change of length with every change of tempe- 
rature, it would follow that the results of any measurement made by 
them would be attended with corresponding errors. 

For the common purposes of domestic and commercial economy, 
such errors are too trifling to be worth the trouble of correcting; but 
this is not the case when they are applied to scientific purposes. It 
is necessary in such cases to observe the temperature of the rods at 
the moment each ^leasurement is made. 

1353. Borda^ s pyr(ymetric standard measure, — In the operation 
by which the great arc of the Qieridian in France was measured, a 
very beautiful expedient was contrived by Borda, in which the bar 
itself is converted into a thermometer which indicates its own tem- 
perature. This expedient was again rendered available for the series 
of experiments made by Dulong and Petit, to ascertain the dilatation 
of bodies by heat. 

A bar of platinum, p p', f^. 430., was connected at one extremity 
with a similar bar of brass, b b', of very nearly equal length. . 



Fig. 430. 

The two bars, being screwed or riveted together at the extremity 
B, were free at every other point. Near the extremity p' of the bar 
of platinum, and immediately under the extremity b' of the brass 
bar, a very exact scale was engraved, the divisions oi which marked 
the millionth part of the entire length of the rod. The extremity 
b' of the brass bar carried an index, which moved upon the divided 
scale. Over the point of this was placed a microscope m, by which 
its position could be ascertained, and by which the divisions of the 
scale could be more exactly read off. 

If the two bars, p p' and b b', were equally dilatable, it is evident 
that the same change of temperature affecting both would make no 

4* 
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change in the position of the index ; but, brass being more dilatable 
than platinum, the index pushed by the expansion of the bar b b' 
would be moved towards p' through a space greater than that by 
which the bar p p' would be lengthened, and, consequently, it would 
be advanced upon the scale through a space equal to the difference 
between the dilatation of the £wo bars. 

The manner of graduating the scale upon p p' was as follows. The 
compound bar being submerged in a bath of melting ice, the position 
of the index was observed. It was then transferred to a bath of 
boiling water, when the position of the index was again observed. 

The interval between these two positions being divided into 180 
equal parts, each part would represent one degree of temperature ; 
or; if such division were too minute to be practicable, it might be 
divided into a less number of equal parts, as, for example, 36, in 
which case each division would correspond to 5°. When the index, 
as most frequently happens, stands between two divisions of the scale, 
it is necessary to estimate or measure its distance from one of these 
divisions, in order to express its exact position. This is accomplished 
by a contrivance called a vernier, which, as it is of great nse in all 
cases where the observation of scales is necessary in science and the 
arts, it may be useful here to describe. 

1354. Oonstruction- and use of a vernier, 
— The vernier is a contrivance which, by a 
subsidiary scale, supplies the means of esti- 
mating small fractions of the smaUest divi- 
sion marked on the principal scale. 

Let A Bjjig. 431., represent a part of the 
principal scale. Let o D be the sliding- 
soale or vernier, which we will suppose to 
consist of 10 divisions equal in their total 
length to 11 divisions of the principal scale. 
Each division of the vernier will therefore 
be equal to eleven-tenths of a division of i 
the chief scale, and will exceed a division 
of the chief scale by a tenth of a division. 
Let tis suppose that the index, D, of the 
vernier (which coincides with its zero), 
stands, as in Ji^. 432., at M, between the 
divisions marked 55 and 56, and tiiat the 
question is to estimate how much it is above 
55. Observe what division of the scale coin- 
cides either exactly or most nearly with a 
division of the vernier. The number of the 
vernier which stands at such division of the 
scale will express the number of tenths of 
Fig. 431. a division of the chief scale between the Fig. 432. 
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index of the vernier and the 55th division of the chief scale. In the 
present case, the 4th division of the vernier coincides nearly with the 
51st division of the chief scale. The point on the chief scale indi- 
cated, therefore, by the vernier, is 55-4. 

It is evident that the distance from the 55th division of the chief 
scale to the point m, which coincides with the index or zero of the 
vernier, is the difference between 4 divisions of the vernier and 4 
divisions of the chief scale; and since a division of the vernier 
exceeds a division of the scale by a tenth, 4 divisions of the vernier 
exceed 4 of the scale by four-tenths. 



CHAP. III. 

DILATATION OP SOLIDS. 

1355. Solids least susceptible of dilatation, — Of all the states 
of aggregation of matter, that in which it is least susceptible of dila- 
tation is the solid state. This may be explained by the energy of 
the cohesion of the component particles of the body, which is the 
characteristic property of the solid state. It is the nature of heat, 
by whatever hypothesis that agency be explained, to introduce a 
repulsive force among the molecules of the body it pervades. In 
solid bodies this repulsive force, acting against the cohesive force, 
diminishes the tenacity of the body. The component parts have a 
tendency to separate from each other, and hence arises the phenome- 
non of dilatation; but so long as the body preserves the character 
of solidity, the separation of the component molecules cannot exceed 
the limits of the play of the cohesive principle ; and as these limits 
are very small, no dilatation which is consistent with the character 
of a solid can be considerable. 

1356. Homogeneous solids dilate equally throwjhout their volume 
— If a solid body be perfectly homogeneous, it will dilate uniformly 
throughout its entire volume by a uniform elevation of temperature. 
Thus, the length, breadth, and depth will, in general, be all aug- 
mented in the same proportion. 

1357. Dilatation of volume and surface computed from linear 
dilatation, — It is a principle of geometry, that when a solid body, 
without undergoing any change gf figurie, receives a small increase of 
magnitude, its increase of surfac^ will be twice, and its increase of 
volume thrice, the increase of its linear dimensions. That is to say, 
if its length be augmented by a thousandth part of its primitive 
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length, its surface will be aumented by two ihouflandA pwtB ^f ita 
primitive sxirface, aud its vdume by three thousandth parts of its 
•riniitive volume. This is not true. in a strictly matbematiQal sense, 
•ut it is sufficiently near the truth for all practical purposes. 

Now, since all solid bodies of uniform structure, when aieeted by 
heat, expand or contract without suffering any change of figure, and 
since, while their change of their linear dimensions can be ea«Iy and 
exactly ascertained, that of their surface or volume would be deter- 
mined with much more difficulty, the changes of these last are deduced 
from the first by multiplying it by 2 for the increment of surface, 
and by 3 for the increment of volume. 

Thus, if it be found that a bar of zinc being raised from 132** to 
212°, receive an increment of length equal to the 340th part of its 
length at 32°, it may be inferred that its increment of surface is two 
340th parts, and that its increment of volume is three 340th parts 
of its volume at 32°. (See Appendix). 

1368. Dilatation of solids uniform between the standard thermo- 
metric points, — It is found that solid bodies in general suffer a uni- 
form rate of dilatation, through a range of temperature extending 
from 32° to 212°; that is to say, the increments of volume which 
attend each degree of temperature which the body receives are equal. 
If, therefore, the entire increment of volume which such a body 
undergoes when it is raised from 32° to 212* be divided by 180, the 
quotient will be the increment of volume which it receives when its 
temperature is raised one degree. 

1359. Dilatation ceases to he uniform near the point of fusion, — 
When solids are elevated to temperatures much above 212°, and 
more especially when they approach those temperatures at which they 
would be fused or liquefied, the dilatations are not uniform. As the 
temperature is raised, the rate of dilatation is increased, that is to 
say, a greater increment of volume attends each degree of tempera- 
ture. (See Appendix). 

1360. Exceptional cases presented hy certain crystals. — There 
are also certain exceptional cases in some crystallized bodies, in which, 
notwithstanding th^y are homogeneous, the dilatation is not equal in 
all their dimensions. Certain crystals are found to suffer more dila- 
tation in the direction of one axis than in the direction of another. 

1361. Tabular statement of the rates of dilatation of solids, — 
In the following table are given the rates of dilatation of solid bodies 
according to the most recent and accredited authorities. In the first 
column is given the limits of temperature between which the dilata- 
tion has t^en place ; in the second is given the increment of the 
linear dimensions, expressed decimally, the linear dimension at the 
lower temperature being the unit In the third column the same is 
expressed as a vulgar fraction. 



Digitized by LjOOQIC 



DILATATION OF SOLIDS. 



45 



Table of the linear Dilatation of Solids. 



Names of sxilMtaxioes. 



Interval 

of 

Temperature. 



Dilatation in Fractionf. 



DedmaL 



According to Lavoisier and Laplace. 



Flint glass (English) 

Platinum (according to Borda)... 

Glass (French) with lead 

Glass tube without lead 

Ditto....: 

Ditto 

Ditto 

Glass (St. Gobain) 

Steel (untempered) 

Ditto 

Ditto 

Steel, tempered yellow, annealed 

at 149° 

Iron, soft forged 

Iron, round, wire-drawn 

Gold 

Gold (French standard) annealed 

Gold (Ditto) not annealed 

Copper 

Ditto 

Ditto 

Erass 

Ditto 

Ditto 

Silver (Paris standard) 

Silver (of Cupel) 

Tin, Indian or of Molacca 

Tin, Falmouth 

Lead 



32^ 



to 212° 



ii 
u 



ii 
a 
u 
ii 
a 
a 
a 
a 
a 
a 
a 
a 
a 
a 
a 

ii 



According to Smeaton, 



Glass, white, (barometer tubes). 

Antimony 

Steel, blistered 

Steel, tempered 

Iron .' 

Bismuth 

Copper, hammered. 



32° to 212° 
a 

a 

ii 

a 

a 

a 



000081166 
000086656 
000087199 
0-00087572 
0-00089694 
0-00089760 
000091750 
0-00089089 
0-00107880 
0-00107915 
000107960 

0-00123966 

0-00122045 
000123504 
000146606 
000151361 
000155155 
0-00171220 
000171733 
0-00172240 
0-00186670 
0-00187821 
000188970 
0-00190868 
000190974 
000193765 
'0-00217298 
0-00284836 



0-00083333 
000108333 
0-00115000 
000122500 
0-00125833 
000139167 
000170000 



Vnlg. 



71*57 

ttVt 

TTT3 

ttV? 

TTU3 
737 

73 ff 

^^7 

1 
5T7 

1 
5T3 

553 

55T 

si^ 

■551 
353 
75T 

skz 

■53? 

53T 

1 
ZTB 

?53 



TrT7 

1 
73^ 

1 

57iy 

1 
5T5 

777 
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Names of Sulwtances. 



Interral 

of 

Temperature. 



Dilatation in FractionB. 



decimal. 



According to Smeaton (continued). 



32^ 



Copper SpaxtB, tinl 

Brass cast 

Brass 16 partS; tin 1..... 

Brass wire 

Telescope speculum metal 

Solder (copper 2, zinc 1) 

Tin (fine) 

Tin (grain) 

Solder white (tin 1 part, lead 2) 
Zinc 8 parts^ tin 1, sfighdy forged 

Lead... • '• 

Zinc... .' 

Zinc iengthen'd •j',^ by hammering 

According to Mc^'or- General Roy, 



to 212^ 

a 

a 

if, 
ki 
a 
ff 

IS 

f>s 
.</ 
ft 
ii 



0-00181667 
0-00187500 
0-00190833 
0-00193333 
000193333 
000205833 
0-00^28333 
0-00248333 
0-00250533 
0-00269167 
0-00286667 
0-00294167 
0-00310833 



32« 



to 217^ 

"ii 

u 
a 
a 
a 



Glass (tube) 

Glass (solid rod) 

Iron cast (prism of) 

Steel (rod of) 

Brass (Hamburgh) 

Brass (English) rod 

Brass (English), angular 

According to TrofughUm. 

Platinum \^2PUi2V2P 

Steel...'. 

Iron wire drawn 

Copper 

Silver... 

According to Wollaston, 
Palladium I " 



if 
a 



0-00077560 
0-00080833 
000111000 
000114450 
000185560 
0-00189296 
0-00189450 

0-00099180 
000118990 
0-00144O10 
0-00191880 
0-00208260 



Twig. 



T 



T3I5T 
55H 






Accordmg to DyiUmg mid Petit 



0-00100000 ly^^^ 



Platinum. 



Glass* 



Iron. 



Copper. 



32° to 212^ 
32° to 572° 
32° to 212° 
32° to 392° 
32° to 572° 
32° to 212° 
32° to 572° 
32° to 212° 
32° to 572° 



0-00088420 
0-00275482 
0-00086133 
0-00184502 
0-00303252 
000118210 
000440528 
000171820 
0-00564972 



1 _ 

y|3 
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DILATATIOlt OP BOLIDS. i*f 

1362. itetmiH of ike force of dilatdtion and contraction of 
solids. •^— The force with which EK)lid bodies dilate and contract id 
equal to that which would compress them through a space ecfual to 
their <filatation, and to that which would strietch them through a space 
equal to the amount of their cohtractioiii. ThtiS; if a pillar of meta! 
one hundred inches in height^ being raised in temperature, is aug- 
mented in height by a quarter of an inch, the force with which such 
increase of height is produced is equal to a weight which being placed 
upon the top of the pillar would compress it so as to diminish its 
height by a quarter of an inch. 

In the same manner, if a rod of metal, one hundred inches in 
length, be cOUtracfed by diminished temperature, so as to render its 
length a quarter of an inch less, the iforce with which this contraction 
takes place is equal to that which being applied to stretch it would 
cause its length to be increased by a quarter of an inch. 

1^63. Practical ajoplicdtiort of the forces of dilatation and corir 
traction in drawing together the walls of huildirigs. — This principle 
is ofben practically applied in cases where great mechanical force is 
required to be exerted through small spaces. Thus, in cases where 
the walls of a building have been thrown out of the perpendicular 
either by the unequal subsidence of the foundation or by the incum- 
bent pressure of the roof, they have been restored to the perpendicu- 
lar by the following arrangement : — 

A series of iron rods are carried across the building, passing 
through holes in the walls, and are secured by nuts on the outside. 
The alternate bars are then heated by lamps until they expand, 
when the nuts, which aire thus removed to some distance from the 
walls by the increased length of the bars, are screwed up so as to be 
in close contact with them. The lamps are then withdrawn, and the 
bars allowed to cool. In cooling they gradually contract, and the 
wslls are drawn together by the nuts through a space equal to their 
contraction. Meanwhile the intermediate bars have been heated and 
expanded, and the nuts screwed up as before. The lamps being 
again withdrawn and transferred to the first set of bars, the second 
set are contracted in cooling, and the walls further drawn together. 
This process is continually repeated, until at length the walls are 
restored to their perpendicular position. 

1364. Moulds for casting in metal must he larger than the object 
to be cast, — In all cases where moulds are constructed for casting 
objects in metal, the moulds must be made larger than the intended 
magnitude of the object, in order to allow for its contraction in 
cooling. Thus the moulds for casting cannon balls must always be 
greater than the calibre of the gun, since the magnitude of the mould 
will bo that of the ball when the metal is incandescent, and there- 
fore greater than when it is cold. 

1365. Hoops and tires tightened hy {ke contraction in coMng, — 
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Hoops smroandiDg water-vats, tubs and banrek, and other vessels 
composed of staves, and the tires surrounding wheels, are put on in 
close contact at a high temperature, and, cooling, they contract and 
bind together the staves or fellies with greater force than could be 
conveniently applied by any mechanical means. 

1366. Compensators necessary in all metallic structures. — In all 
structures composed of metal, or in which metal is used in combina- 
tion with other materials, such as roofs, conservatories, bridges, rail- 
ings, pipes for the conveyance of gas or water, rafters for flooring, 
&c., compensating expedients must be introduced to allow the free 
play of the metallio bars in dilating and contracting with the vicissi- 
tudes of temperature to which they are exposed Tiuring the change 
of seasons. 

These expedients vary with the way in which the metal is applied, 
and with the character of the structure. Pipes are generally so 
joined from place to place as to be capable of sliding one within 
another, by a telescopic joint. The successive rails which compose a 
line of railways cannot be placed end to end, but space must be left 
between their extremities for dilatation. 

1367. Blistering and cracking of lead and zinc roofs, — Sheet 
lead and zinc, both of which metals are very dilatable, when used to 
cover roofs where they are especially exposed to vicissitudes of tem- 
perature, are liable to blister in hot weather by expansion and to 
crack in cold weather by contraction, unless expedients are adopted 
to obviate this : zinc, being much more dilatable than lead, is more 
liable to these objections. 

1368. Metallic inlaying liable to start, — ^When ornamental furni- 
ture is inlaid with metal without providing for its expansion, the 
metal, being more dilatable than the wood, is liable, in a small room, 
to expand and start from its seat. 

1369. Compensating pendulum, — It has- been already shown 
(Handbook of Mechanics, 547) that the centre of oscillation of a 
pendulum ought to be kept constantly at the same distance from its 
point of suspension, since otherwise the rate of the time-piece regu- 
lated by it would not be uniform. This object has been attained by 
connecting the bob of the pendulum with the point of suspension 
by rods composed of materials expansible in different degrees, so 
arranged, that the dilatation of one shall augment the distance of the 
centre of oscillation from the point of suspension, while the expan- 
sion of the other diminishes it. 

Let B,Jig. 433., be the point of suspension, and o the centre of 
oscillation, and let s be supposed to be connected with o by means 
of two rods of metal, s A and A o, which are united at A, but inde- 
pendent of each other at every other point. 

If such a pendulum be affected by an increase of temperature, the 
rod s A will suffer an increment of length, by which the point A 
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and the rod A o attached to it will be lowered; bnt^ at the 
same time, the rod a o being subject to the same increase 
of temperatore, will receive an increment of length, in con- 
sequence of which the point o will be raised to an increased 
distance above the point A, at which the rods are united. 
If the increment of the length of the rod A o be in this 
o case equal to the increment of the rod s A, then the point 
o will be raised as much by the increase of the lengUi of 
A o as it is lowered by the increase of the length of s A, 
and, consequently, itis distance from the point s will remain 
the same as before the change of temperature takes place. 
To fulfil these conditions, it is only necessary that the 
A length of the rod A o shall be less than the length of the 
Fig. 433. rod s A in exactly the same proportion as the expansibility 
of the metal composing a o exceeds the expansijulity of the 
metal composing s a. If the lengths of s A and A o were equal, 
their increments of length would be proportional to their dilatations; 
but the length of the more dilatable rod A o, being less than that 
of the less dilatable s a, in the same proportion as the dilatability of 
the former is greater than that of the latter, the absolute increments 
of their length will necessarily be equal, the greater dilatabilily of 
A o being compensated by its lesser length. (See Appendix). 

1370. Harrison* s gridiron pendulum, — This prin- 

iciple is variously applied in different pendulums* That 
which is best known is Harrison's gridiron pendulum 
_ represented in yJgr. 434. The bob P is attached to a rod 
of iron p c, having a cross-piece o at the top. This 
cross-piece rests upon two rods of brass, r o and k l, 
which are themselves supported by a cross-piece, B E, of 
iron. This latter piece is attached to two rods of iron, 
B A and £ D, which are themselves attached to a cross- 
piece connected with the point of suspension or knife- 
edge on which the pendulum vibrates. By the expan- 
sion of the iron rods A B and D E, the distance of the 
cross-piece B e from the point of suspension is aug- 
mented ; and by the expansion of the iron rod c P the 
distance of the bob P, and therefore of the centre of 
oscillation from the same point, is augmented. By the 
' expansion of the brass rods F a and K L, the distance 
of the cross-piece c from the cross-piece B E is aug- 
mented, and therefore the bob P and the centre of oscil- 
lation proportionally raised. Thus, the distance of the 
bob p and the centre of oscillation from the point of 
suspension will depend upon the relative amounts of the 
two dilatations of the iron and brass rods, the former having a ten- 
dency to lower, and the latter to raise it. By the table of expansions 
n. 5 




Fig. 434. 
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(1361), it appears that the linear expansion of brass for any given 
change of temperature is greater than that of iron in the ratio of 
1-48 to 1. If; then, the total length of the rods A b and p c be 
greater than that of f o in the ratio of 1*48 to one, their actual dila- 
tations will be equal, and the centre of oscillation will remain at the 
same distance from the point of suspension. 

1371. Bars of different metals nrntfuaUy attached are curved ht/ 
dilatation and contra>ciion. — If two straight bars of differently dila- 
table metals be soldered together, every change of temperature will 
bend the combined bar into the form of a curve, the more dilatable 
metal being on the convex side of the curve when the temperature is 
raised, and on the concave side of it when it is lowered. 

Let the more dilatable metal be called A, and the less dilatable b. 
Now, if the temperature be raised, a will becothe longer than B, and, 
as they cannot separate, they must assume such a form, being still 
in contact, as is consistent with the inequality of their lengths. This 
is a condition which will be satisfied by a curve in which the bar a 
is on the convex and the bar b on the concave side. 

If the temperature, on the other hand, be lowered, the more 
dilatable metal being also the more contractible, the bar A will be 
more diminished in length than the bar B, and being, therefore, the 
shorter, will necessarily be on the concave side of the curve. 

1 3 72 . Application of this principle to compensation pendulums. — 
This principle has been ingeniously applied as a compensator in the 
pendulums of clocks and the balance-wheels of watches. 

Such a compound bar as we have just described is placed at right 
angles to the rod of the pendulum, and has, at its extremities, two 
bobs. When the temperature rises, and the centre of oscillation is, 
by expansion of the pendulum, removed to a greater distance from the 
point of suspension, this compensating bar is bent into the form of 
a curve concave towards the point of suspension, as represented in 
fg. 435.; and the bobs which it carries at its extremities being 
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Fig. 435. 



Fig. 436. 



brought closer to the point of suspension, compensate for the increased 
distance of the bob of the pendulum from that point. 
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If, on the other hand, the temperature falls, and the rod of die pen- 
dulum contracting brings the bob and the centre of oscillation nearer 
to the point of suspension, the compensating bar id bent into a cnrvey 
■which is concave downwards, as represented in fig, 436. ; and the 
bobs which it carries being removed to an increased distance from 
the point of suspension, compensate for the diminished distance of 
the bob of the pendulum. 

1373. It» application to halance-wTieeh, — The balance-wheel of 
a watch is a metallic wheel, which moves on a finely-constructed 
centre, and is connected with a fine spiral spring, from which it 
receives an oscillating motion, the time of its oscillation depending 
partly upon the diameter of the wheel. Now any change of tempera- 
ture affecting the magnitude of the wheel by expansion and contrac- 
tion will cause a change in its diameter, and a consequent change in 
the time of its oscillation, and the rate of the time-piece which it 
regulates. 

This irregularity has been compensated by attaching to the rim of 
the wheel a compound metallic arch such as that already described. 
When the temperature rises, and the diameter of the wheel is aug- 
mented, this arch, with its concavity towards the centre of the wheel, 
becomes more concave, and a weight which it carries is brought 
nearer to the centre of the wheel, and this oompensatea for the 
increased magnitude of the wheel. If, on the other hand, the tem- 
perature is lowered, and the diameter of the wheel diminished by 
contraction, this arch becomes less concave, and the weight which it 
carries is removed to a greater distance from the centre, and this 
compensates for the diminished diameter of the wheel. 



CHAR IV. 

DILATATION OF OASES. 

1374. Volume of gdseovjS bodies dependent on pressure and tern* 
perature, — It has been already shown (Hand-book of Hydrostatics, 
Hydraulics, Pneumatics, and Sound, 706), that the dimensions of 
bodies in the gaseous state are dependent upon the pressure by which 
they are confined. They are capable of expanding spontaneously 
into any dimensions, however great, and of being reduced by greater 
pressure to any volume, however small. It follows, therefore, that 
whenever it be required to determine the change of dimensions of 
gaseous bodies produced by change of temperature; it will be necesr 
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sary to provide means of keeping them during the experiment under 
a uniform pressure, since otherwise the change of dimensions due to 
change of pressure would be combined with that which is due to 
change of temperature. 

1375. Method of observing the dilatation ofgase^ under uniform, 
pressure, — Experimental enquirers have contrived and practiced 
various expedients to accomplish this, one of the most simple of which 
is that of M. Pouillet, represented in^. 437. 
, . An iron siphon tube d c is formed with short 

8^31 "cQ legs, from the bottom of which proceeds a pipe 

with & stop-cock F, under which is placed a cis- 
tern or reservoir G. In the legs of the siphoa 
D are inserted two glass tubes, d e and c b, 
of more than thirty inches in height. The 
tube D E is open at the top ; the tube c b is 
closed at the top, but has a horizontal branch 
united to it at b, which is connected with a 
tube A B made of platinum, which terminates 
in a hollow ball a, also of platinum. A stop- 
cock is provided in the tube b a, so as to com- 
municate at pleasure with the external air. 
The stop-cock f being closed, and the stop-cock 
in the tube b a being open, mercury is poured 
Fig. 437. into the tube D E, so as to fill the glass tubes 

D E and c b nearly to the top. Since the two 
tubes J> E and o b both communicate with the external air, the columns 
of mercury in them will stand at the same level. To determine the 
expansion which air suflfers when raised from the freezing to the boil- 
ing point under a uniform pressure, let the reservoir A be immersed 
in a bath of melting ice, so as to reduce the air included in it to the 
freezing point. Let the stop-cock in the tube b a be then closed, 
and let the bulb A be removed to a bath of boiling water. The air 
in the bulb expanding will press down the column of mercury in B 
c, and will cause the column in d e to rise ; so that the levels of the 
two columns will no longer coincide. But they may be equalized by 
opening the stop-cock f, and allowing mercury to flow into the reser- 
voir G from the siphon, until the levels in the two legs come to the 
^ same point. When that is accomplished, the pressure upon the 
^ expanded air included in the bulb A, and the tube communicating 
with it, will be equal to that of the atmosphere, and equal to that 
which the same air haa when at the freezing point. 

The capacity of the tube c b being known, the volume which cor- 
responds to any length of it will be also known. " 

Now the increment of volume which the air has suiFered by expan- 
sion will be indicated by the height through which the mercury has 
fallen in the tube o b. This increment, therefore, will be the dilata- 
52 
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tiofi of the air iDcluded in the balb A and the commnnioating tube 
between the freezing and boiling points. 

In the same manner, by this apparatus, the dilatation corresponding 
to any change whatever of t^peratnre under a given pressure can 
be ascertained. 

1376. Dilatation of gaseous bodies uniform and egudl. — It has 
been proved by experiments made with this as well as a variety of 
other apparatus adapted to the same purpose, that the dilatation of 
all bodies in the gaseous form is perfectly uniform throughout the 
whole extent of the tbermometrio scale, the same increments of tem- 
perature producing, under the same pressure, equal increments of 
volume. But, what is still more remarkable, it has been found that 
all gases whatever, as well as all vapours raised from liquids by heat, 
are subject to exactly the same quantity of expansion by the same 
change of temperature. 

1377. Amount of (kis dilatation ascertained. — By the experi- 
ments of M. Guy Lussac, it was demonstrated in 1804 that 1000 
cubic inches of atmospheric air raised from the freezing to the boiling 
point were dilated so as to make 1376 inches. These experiments 
have more recently been repeated by MM. Rudberg, Magnus, Beg- 
nault, and Pouillet. It has been found that the dilatation is more 
exactly expressed by 1367 cubic inches. Thus, the increment of 
volume of atmospheric air between 32^ and 212° is the Y^^^th, or 
very nearly one-third of its volume at 32°. It follows, therefore, that 
ten cubic inches of atmospheric air at 32° will, if raised to the tem- 
perature of 212°, become by dilatation, nearly 13 j^ cubic inches; 
and, for every additional 180° of temperature which it receives, it 
will undergo a like increase of volume. 

1378. Increment of vohvme corresponding to 1°. — To find the 
increment of volume corresponding to one degree of tempera- 
ture, we have only to divide the fraction yVb'^ hy 180, which gives 

The increment of volume, therefore, which any gas or vapour 
undergoes when, under the same pressure, the temperature is raised 
one degree, is the 490th part of the volume which it would have if 
reduced to the temperature of 32°. 

It follows from this, that if aiiy volume of air at 32° be raised to 
the temperature of 32° + 490° =622°, it will expand into twice its 
volume "y and if it be raised to a temperature of 32° + 2 X 490 = 1012, 
it will be expanded into three times its volume, and so on. 

1379. Eayperiments of Gay Lussac, Dulong and Petit showed 
the uniformity and equality of expansion, — The well-known expe- 
riments of G-ay Lussac, the results of which were in accordance with 
those subsequently obtained by Dulong and Petit, establish the fact, 
that all gases, as well as all vapours, undergo equal changes of 

5* 
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Tolmne, by eqnal increments of temperature, tlie coefficient of the 
expansion of atmospheric air being common to all. 

1380. This result qualified hy the researches of Rudhergy Magnus 
and RegnauU, — Rudberg first called in question the correctness of 
this principle, and not only showed that the co-efficient of the expan- 
sion of atmospheric air previously determined was inexact, but that 
other gases, though so nearly equal in their rates of expansion to 
each other and to atmospheric air, were not precisely so. These 
researches of Rudberg have been confirmed by those of Magnus and 
Regnault ; and it appears from them that the following are the incre- 
ments of volume which the undermentioned gases undergo between 
32° and 212^ their volume at 32° being 1-000. 

Hydrogen 0-366 

Atmospheric air 0-867 

Carbonic oxide 0-367 

Carbonic acid 0-371 

Protx)xide of azote 0-372 

Cyanogen 0-388 

Sulphurous acid. ,...0'890 

M. Regnault also found that the dilatations of the same gases are 
not exactly the same at all pressures. Thus, under 3^ atmospheres, 
the dilatation of hydrogen remains unvaried, but the dilatation of air 
increases from 0'367 to 0-369, and that of carbonic acid from 0*371 
to 0*385, while the dilatation of sulphurous acid, under a pressure 
of only one atmosphere, increases from 0-390 to 0-398. 

Thus it appears that although it be certain that the gases are sub- 
ject to a small diffisrence in their rates of dilatation, and also that the 
rate of dilatation of the same gas is not absolutely the same at diffe- 
rent pressures, yet the inequality and variations are such as may be 
disregarded for all practical purposes ; and it may be assumed that 
all gases and all vapours dilate uniformly, and in the same degree as 
atmospheric air. 

1381. Formvlse to compute the cliange of volume of a gas corre- 
spcmdvn^ to a given change of temperature, — The following formulao 
will serve to calculate the change of volume which atmospheric air, 
or any other gas which dilates equally with it, undergoes for any 
proposed change of temperature. 

Let V express a volume of air at 32°. 

Let V express its volume when raised to a temperature which ex- 
ceeds 32** by *a number of degrees expressed by t. 

The increment of volume, therefore, corresponding to the incre- 
ment of temperature expressed by t, will be v— v; and since the 

V 

increment of volume corresponding to 1® is j^, the increment cor- 
responding to t degrees will be j^^ x t. We shall therefore have 
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and consequently, 



■"=490^^' 



^=C+Jo)^" 



In this case the gas has been supposed to be submitted to an 
increase of temperature. If it be reduced to a lower temperature, 
it will suffer a decrement of volume expressed by v — v ; and if T 
express the number of degrees below 32° to which it is reduced, the 

V 

decrement of volume for 1° being j^, the decrement for T degrees 

V 

will be as before, ttttlX t, and we shall have 
' 490 



from which we find. 



"-^=490^^' 



H^-ibh"- 



If, therefore, the volume of a gas at 32° be known, its volume at 
any other temperature above or below 32° may be calculated by the 
following 

KULE. 

Divide the difference between the number of degrees in the temper 
rature and 32° bi/ 490. Add the quotient to 1 i/ the temperature 
be above 32°, and subtract it from 1 i/ it be belmo 32°. Multiply 
the volume of the gas at 32° by the resulting number, and the pro^ 
duct will be the volume of the gas at the proposed temperature. 



TABLE SHOWING THE CHANGES OF VOLUME OF A GASEOUS BODY 
CONSEQUENT ON GIVEN CHANGES OF TEMPERATURE. 

In the columns v of the following table are expressed in cubic 
inches the volumes which a thousand cubic inches of air at 32° will 
have at the temperatures expressed in the columns T, being supposed 
to be maintained under the same pressure. 



T. 


V. 


T. 


V. 


T. 


V. 


; T. 


V. 


T. 


V. 


—50 


832-7 


—40 


853-i ^ 


—30 


873-5 


—20 


893-9 


—10 


914-3 


—49 


834-7 


-39 


866-1 


—29 


875-5 


—19 


895-9 


— 9 


916-3 


-48 


836-7 


—38 


867-1 


—28 


877-6 


—18 


898-0 


— 8 


918-4 


—47 


838-8 


—37 


859-2 


—27 


879-6 


—17 


900-0 


— 7 


920-4 


—46 


840-8 


—36 


861-2 


—26 


881-6 


—16 


902-0 


— 6 


922-5 


—46 


842-8 


—35 


863-3 


—25 


883-7 


—15 


9041 


5 


924-5 


—44 


844-9 


—34 


865-3 


—24 


885-7 


—14 


906-1 


— 4 


926-5 


-43 


846-9 


—33 


867-3 


—23 


887-8 


—13 


908-2 


— 3 


928-6 


—42 


849-0 


—32 


869-4 


-22 


889-8 


—12 


910-2 


— 2 


930-6 


-41 


851-0 


^1 


871-4 


—21 


891-8 


-U 


912-2 


— 1 


932-7 
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T. 


V. 


T. 


V. 


T. 


^' 1 


T. 


V. 


T. 


V. 





934-7 


48 


1032-7 


96 


1130-6 


144 


1228-6 


192 


1326-5 


1 


936-7 


49 


1034-7 


97 


1132-7 


145 


1230-6 


193 


1328-6 


2 


938-8 


50 


1036-7 


98 


1134-7 


146 


1232-7 


194 


1330-6 


3 


940-8 


61 


1038-8 


99 


1136-7 


147 


1234-7 


195 


1332-6 


4 


942-9 


62 


1040-8 


100 


1138-8 


148 


1236-7 


196 


1334-7 


6 


944-9 


63 


1042-9 


101 


1140-8 


149 


1238-8 


197 


1336-7 


6 


9470 


64 


1044-9 


102 


1142-9 


150 


1240-8 


198 


1338-8 


7 


9490 


56 


1046-9 


103 


1144-9 


151 


1242-9 


199 


1340-8 


8 


961-0 


56 


1049-0 


104 


1147-0 


162 


1244-9 


200 


1342-9 


9 


963-1 


67 


1061-0 


105 


1149-0 


163 


1246-9 


201 


1344-9 


10 


9661 


58 


10531 


106 


11510 


154 


1249-0 


202 


1346-9 


11 


957-1 


69 


1056-1 


107 


1153-1 


156 


1251-0 


203 


1349-0 


12 


969-2 


60 


1067-1 


108 


1155-1 


166 


1253-0 


204 


18510 


13 


961-2 


61 


1069-2 


109 


1157-1 


157 


1256-1 


205 


1353-1 


14 


963-3 


62 


1061-2 


110 


1159-2 


168 


1257-1 


206 


1366-1 


16 


966-3 


63 


1063-3 


111 


1161-2 


169 


1269-2 


207 


1367-1 


16 


967-3 


64 


1066-3 


112 


1163-3 


160 


1261-2 


208 


1369-2 


17 


969-4 


65 


1067-3 


113 


1165-3 


161 


1263-3 


209 


1361-2 


18 


971-4 


66 


1069-4 


114 


1167-3 


162 


1285-3 


210 


1363-8 


19 


9736 


67 


1071-4 


116 


1169-4 


163 


1267-3 


211 


1366-3 


20 


976-6 


68 


1073-6 


116 


1171-4 


164 


1269-4 


212 


1367-8 


21 


977-6 


69 


1075-6 


117 


1173-6 


166 


1271-4 


213 


1360-4 


22 


979-6 


70 


1077.6 


118 


1176-5 


166 


1273-5 


214 


1371-4 


23 


981-6 


71 


1079-6 


119 


1177-6 


167 


1276-5 


215 


1373-5 


24 


983-7 


72 


1081-6 


120 


11796 


168 


1277-6 


216 


1376-6 


26 


985-7 


73 


1083-7 


121 


1181-6 


169 


1279-6 


217 


1377-5 


26 


987-8 


74 


1085-7 


122 


1183-7 


170 


1281-6 


218 


1379-6 


27 


989-8 


75 


1087-8 


123 


1185-7 


171 


1283-7 


219 


1381-6 


28 


991-8 


76 


1089-8 


124 


1187-8 


172 


1285-7 


220 


1383-7 


29 


993-9 


77 


1091-8 


125 


1189-8 


173 


1287-8 






80 


996-9 


78 


1093-9 


126 


1191-8 


174 


1289-8 


220 


1383-7 


31 


998-0 


79 


1095-9 


127 


1193-9 


175 


1291-8 


230 


14041 


82 


1000-0 


80 


1098-0 


128 


1195-9 


176 


1293-9 


240 


1424-6 


33 


1002-0 


81 


1100-0 


129 


1198-0 


177 


1295-9 


250 


1444-9 


34 


1004-1 


82 


1102-0 


130 


1200-0 


178 


1298-0 


260 


1465-3 


86 


1006-1 


83 


1104-1 


131 


1202-0 


179 


1300-0 


270 


1485-7 


36 


1008-2 


84 


11061 


132 


1204-1 


180 


1302-0 


280 


1506-1 


37 


1010-2 


85 


1108-2 


133 


1206-1 


181 


13041 


290 


1526-6 


38 


1012-2 


86 


1110-2 


134 


1208-2 


182 


1306-1 


300 


1546-9 


39 


1014-3 


87 


1112-2 


136 


1210-2 


183 


1308-2 






40 


1016-3 


88 


1114-3 


136 


1212-2 


184 


1310-2 


300 


1646-9 


41 


1018-4 


89 


1116-3 


137 


1214-3 


185 


1312-2 


400 


1751-0 


42 


1020-4 


90 


1118-4 


138 


1216-3 


186 


1314-3 


600 


1966-1 


43 


1022-4 


91 


1120-4 


139 


1218-4 


187 


1316-3 


600 


2159-2 


44 


1024-6 


92 


1122-4 


140 


12-20-4 


188 


1318-4 


700 


2363-3 


46 


1026-6 


93 


1124-5 


141 


1222-4 


189 


1320-4 


800 


2567-3 


46 


1028-6 


94 


1126-5 


142 


1224-5 


190 


1322-4 


900 


2771-4 


47 


1030-6 


95 


1128-6 


1 143 


1226-5 


191 


1324-5 


1000 


2976-5 



1382. Increase of pressure d\ie to increase of temperature. — If 
air or gas be included within any limits which prevent its expansion 
by increase of temperature, its elastic force or pressure will be in- 
creased in the same proportion as its volume would be increased if it 
were not thus confined. Thus, if a certain quantity of air confined 
under a given pressure receive such an increase of temperature as 
would cause it to expand into double its volume, and if, after having 
so expanded, it be subject to such an increlsed pressure as will reduce 
it to its primitive volume, it will acquire double its primitive pressure. 
This follows from the principles already established, that the pressure 
of air and gas is universally as the volume into which they are com- 



1383. Formulae caressing the general relation between the volume. 
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temperatwre, cmd pressure. — It will be convenient, however, to estab- 
lish general formulae by which the relation between the volume and 
temperature of the same gases under different pressures may be ex- 
pressed, so that the volume at any given temperature and pressure 
being given, the volume at any other temperature and pressure may 
be obtained. 

It has been already shown^ that at the same temperature the vol- 
ume will be inversely as the pressure (Hand-book of Hydrostatics, 
Hydraulics, Pneumatics, and Sound, 708); so that, if v and V be 
two volumes at the same temperature and under the pressures P and 
p', we shall have 

V : v' : : p' : p; 
and therefore 

, P 

p' 

Hence it follows, that if the same quantity of air or gas be simul- 
taneously submitted to changes of temperature and pressure, the 
relation between its volumes, pressures, and temperatures, will be 
expressed by the general formula 

V 490 +T p' 



v'~"490+t' p' 

where T and t' express the number of degrees above or below 32® at 
which the temperature stands, -f- being used when above and — 
when hdow 32°, and the pressures being expressed in the usual man- 
ner by P and p'. 

By this formula, the volume of a gas at any proposed temperature 
and pressure may be found, if its volume at any other temperature 
and pressure be given. 

1384. Exartiples of the effects of dilatation aftd contraction. — 
The expansion and contraction of air explain a multitude of pheno- 
mena which present themselves in the natural world, in domestic 
economy, and in the arts. 

1385. Ventilation and warming of buildings. — In the ventila- 
tion and warming of buildings, the entire process, whatever expedi- 
ents may be adopted, is dependent upon this principle. When a fire 
is lighted in an open stove to warm a room, the smoke and the gaseous 
products of combustion, ascending the chimney, soon fill the flue with 
a column of air so expanded by heat as to be lighter, bulk for bulk, 
than a similar cblumn of atmospheric air. Such a column, therefore, 
will have a buoyancy proportional to its relative lightness. This up- 
ward tendency is what constitutes the draft of the chimney ; and this 
draft will accordingly be strong and effective in just the same pro- 
portion as the column of air in the chimney is kept warm. When 
the fire is first lighted, the chimney being filled with cold air, there 
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is no drafb; and, conseqaently, the flame and smoke often iecme into 
the room. According as the column of air in the chimney becomes 
gradually warm, the draft is produced and increased. The draft is 
sometimes stimulated by holding burning fuel for some time in the 
flue, so as to warm the lower strata of air in it. 

But the most effectual method of stimulating the draft when the 
fire is lighted is by what is called a blower, which- is a sheet of iron 
that stops up the space above the grate bars, and pre?ents any air 
from entering the chimney except that which passes through the fuel, 
and produces the combustion. This soon causes the column of air in 
the chimney to become heated, and a draft of considerable force is 
speedily produced through the fire. 

1386. Effect of open fire-places and close stoves. — An open chim- 
ney differs from a close stove, inasmuch as the former serves the doa- 
ble purpose of warming and ventilating the room, whereas the latter 
only warms, and can scarcely be said to ventilate. In a close stove, 
no air passes through the room to the flue of the chimney, except that 
which passes through the fuel, and that is necessarily limited in quan- 
tity by the rate of combustion maintained in the stove. In an open 
fire-place, on the other hand, two independent currents of air pass 
into the flue, one that which passes through the fuel and maintains 
the combustion, and the other, which is far more considerable in quan- 
tity, is that which passes through the opening of the fire-place above 
the grate. 

The temperature of the column in the flue is due entirely to the 
former, and the activity of the combustion will be determined by the 
relative magnitudes of the grate and the space above it ; these two 
magnitudes representing the proportion in which the open stove serves 
the two purposes of warming and ventilation, the grate representing 
the function of warming, and the space above it the function of ven- 
tilating. Even when there is no fire lighted in the grate, the column 
of air in the chimney is in general at a higher temperature than the 
external air, and a current will therefore in such case be established up 
the chimney, so that the fire-place will still serve, even in the absence 
of fire, the purposes of ventilation. In very warm weather, however, 
when the external air is at a higher temperature than the air within 
the building, the effects are reversed ; and the air in the chimney 
being cooled, and therefore heavier than the external air, a downward 
current is established, which produces in the room the odour of soot. 
To prevent this, a trap or valve is usually provided in rt, which can 
be closed at pleasure, so as to intercept the current. It should be 
observed, however, that this trap should only be closed when a down- 
ward current is established ; since, at other times, even in the absence 
of fire, the ventilation of the apartment is maintained. 

1387. Methods of warming apartrrients, — In all apparatus adapted 
to warm buildings^ the fact that warm air is more expanded^ and 
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therefore lighter bulk for bulk, than cool dr, requires to be attended 
to. It is usual to admit the warm air through apertures placed in the 
lower parts of a room, because it will ascend by its buoyancy and mix 
with the colder air, whereas if it were admitted by apertures near the 
ceiling it would form strata in the upper part of the room, and would 
escape at any apertures which might be found there. But if there 
be means of escape only in the lower part of the room, then the strata 
of warm air let in above will gradually press down upon the cool air 
below and force it out through the chimney, doors, windows, or other 
apertures. 

In general, the air contained in an apartment collects in strata 
arranged according fo its temperature, the hotter air collecting near 
the ceiling, and the strata decreasing in temperature downwards. Ther- 
mometers placed at different heights between the floor and the ceiling 
would accordingly show different temperatures. The difference of 
these temperatures is sometimes so considerable that flies will continue 
to live in one stratum which would perish in another. 

If the door of an apartment be open it will be found that two 
currents are established through it, the lower current flowing inwards 
and the upper outwards. If a candle be held in the doorway near 
the floor, it will be found that the flame will be blown inwards ; but 
if it be raised nearly to the top of the doorway, the flame will be 
blown outwards. The warm air in this case flows out at the top, 
while the cold air flows in at the bottom. 

1388. Principle of an Argand lamp. — The combustion which 
produces the flame of an Argand lamp is maintained upon the same 
principle as that by which the combustion is maintained in a common 
fire-place. The wick, which is cylindrical, surrounds a brass tube 
which communicates at its lower end with the external air. A glass 
chimney surrounds the wick and the flame. The air ascending 
through the glass tube passes the flame and is heated by it, andihen 
ascends in the glass chimney within which it is confined. This glass 
chimney is therefore filled with a column of heated air which has a 
buoyancy proportional to its expansion, and ascends with a propor- 
tionate force, fresh air being supplied to the wick continually through 
the brass tube already mentioned. But as the column of air ascend- 
ing through this brass tube would only touch the flame on its external 
surface, the internal parts of the column would not be so strongly 
heated. To increase the heat imparted to the air, therefore, a metal 
wire is placed in the centre of the brass tube, which supports a button 
a little less in diameter than the wick at the level of the flame. 
When the column of air which ascends in the tube encounters this 
button, the central parts of the column are intercepted, and can only 
ascend by passing round the edge of the button, and therefore in 
contact with the flame. By this expedient all the air which ascends 
through the brass tube is made to pass in close contact with the flame 
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before it can enter the glass chimney above the flame, and thus the 
intensity of the force of the draft is increased and the combustion is 
augmented. 

It will be explained hereafter that flame is gas heated to such an 
intense degree as to become luminous. It is in consequence of its 
levity that it always ascends in the atmosphere. 

1389. Cause of atmo^heric currents. — The expansion and con- 
traction of different parts of the atmosphere consequent upon the 
vicissitudes of temperature, produce the phenomena of the winds. 
When any portion of the atmosphere becomes heated it expands, and 
being lighter than the surrounding parts of the air it rises; immedi- 
ately the adjacent air rushes in to fill its place Imd produces a wind. 
The sun acting with greater effect on the portions of the atmosphere 
around the equator than on those near the poles, these portions be- 
come heated and lighter than the former. They therefore ascend as 
air does in a chimney, and the colder portions of the atmosphere 
around the poles rush in to fill their place. There are, therefore, 
permanent atmospheric currents established from the poles towards 
the equator. These, combined with the effects of the rotation of the 
earth upon its axis, produce the phenomena called the trade-winds, 
which blow with such regularity and permanency, in the northern 
hemisphere from the north-east, and in the southern hemisphere from 
the south-east. 

It must be observed, however, that the sun is not the only cause 
which affects the temperature of the air. The different degrees of 
heat reflected or radiated from the surface of the land compared with 
the surface of the water, form another important cause of the varia- 
tion of the temperature of the air, and therefore of the atmospheric 
currents. 

1390. Experiments illustrating the expansion and contraction of 
air. — The expansion of air by heat and its contraction by cold may 
be made manifest by a variety of simple and easily executed experi- 
ments. If a common drinking glass be inverted and held over the 
flame of a lamp or candle for some time, it will be filled with air 
heated by the flame ; if it be then suddenly plunged with its mouth 
downwards in water, the water will be found to rise in the glass to a 
height above the level of the water outside the glass. The cause of 
this is that the air which fills the glass, having been previously rare- 
fied by heat and afterwards cooled, when removed from the lamp is 
contracted so as to fill a less space than the capacity of the glass 
which it filled when heated previous to immersion. 

This experiment may be rendered still more striking by using a 
glass bulb blown at the end of a tube, like a thermometric tube, in- 
stead of a glass. Let such a bulb be held for some minutes over the 
flame of a spirit-lamp. The air which fills it will become highly ex- 
panded and rarefied by the heat. Let the open .end of the tube be 
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then plunged in water, the bulb being presented upwards. Afler 
some time, when the tube has cooled* and the air within it contracted, 
the water will rise in the tube and will nearly fill the bulb, the por- 
tion of the bulb not filled being the space within which the air pre- 
viously heated had been contracted by cooling. 



CHAP. V. 

DILATATION OF LIQUIDS. 



1391. Liquid a State of transition, — The liquid state is one of 
transition between the solid and the vaporous states. Solids by heat 
are converted into liquids, and liquids into vapours. 

The liquid state, therefore, is maintained between two limits of 
temperature : a lower limit, at which the liquid would solidify ; and a 
higher limit, at which it would vaporize. In different liquids these 
limits are separated by a greater or less range of temperature. In 
some, alcohol for example, the point of solidification stands at a low 
temperature on the scale ; while in others, as in some of the oils, the 
point of vaporization is placed at a very high limit. In others, as in 
mercury, these points are widely separated, the vaporizing point being 
at a very high, and the freezing point at a very low temperature. 

1392. Rate of dilatation of liquids in general not uniform. — 
It is found in general that the rate of dilatation of liquids is not uni- 
form, like that of solids and gases, and that it not only increases as 
the temperature is elevated, but is subject to certain irregularities as 
it approaches the points at which the liquid would pass, on the one 
hand, into the solid, and, on the other, into the vaporous state. 

1393. Specific gravity of a liquid varies with its temperature. — 
Since by dilatation and contraction the proportion of the volume of 
the liquid to its weight is varied, all the methods which have been 
explained in (763) et seq. for ascertaining the specific gravity of 
liquids will be equally applicable to determine their dilatation and 
contraction. If, for example, a given volume of liquid at a certain 
temperature weigh 1000 grains, and the same volume at another 
temperature weigh only 950 grains, the proportion of the volumes 
which have equal weights will be the inverse of those numbers, that 
is, of 950 to 1000. 

1394. Rates of dilatation of liquids. — The only body in the 
liquid state whose variations of volume through a considerable range 
of the thermometric scale are found to be exactly proportional to its 
change of temperature, is mercury. 

II. 6 
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It has been ascertained that, from 13^ below the freesdng point to 
212°, the increments of volume in this liquid for equal increments 
of temperature are equal. 

The principal liquids whose rates of dilatation have been sub- 
mitted to exact experimental investigation, are, water, mercury, and 
alcohol. The increment of volume which each of these liquids 
receives from 32° to 212° is ,'5rd of the volume at 32° for water, j^ik 
for mercury, and Jth for alcohol. (See Appendix). 

1395. Excepti(mal phenomena manifested hy water approaching 
its freezing point — Water, as it falls in temperature towards the 
freezing point, exhibits phenomena which form a striking exception 
to the general laws of dilatation and contraction by temperature. As 
its temperature is lowered, the rate at which it contracts is found to 
diminish until it arrives at the temperature oi 38° -8 Fah. when all 
contraction ceases, and, if the temperature be further lowered, the 
volume is observed to remain stationary for some time; but, on low- 
ering^ it still more, instead of contraction, a dilatation is produced, 
and this dilatation continues at an increasing rate until the water is 
congealed. It appears, therefore, that at the temperature of 3 8° '8 
the density of water is a maximum. It is found that for a few de- 
grees above and below such temperature of greatest density the dila- 
tation is the same; thus, at 1° above and 1° below 38°-8, and at 2° 
above and 2° below that point, the specific gravities are exactly equal. 

1396. Temperature of greatest density. — The experiments of 
Blagden and Gilpin fixed the temperature of greatest condensation at 
39° ; those of Lefevre, Gineau, Halstrom, Hope, and Rumford fixed 
it a little above 40°. More recent experiments, however, conducted 
under conditions of greater axjcuracy by Miinke and Stampfer, have 
determined it at 38° -8. (See Appendix). 

1397. Taken as the basis of tJie French metrical system, — Water, 
at its greatest density, is taken as the base of the uniform system of 
measures adopted in France, the unit of weight being the weight of 
a cube of distilled water taken at its greatest density, the side of the 
cube being the length of a centimetre, or the one hundredth part of 
a metre, which is the lineal unit. The length of the metre is 39*37 
English inches. 

1898. Uffect of the relative densities of different strata of the 
sam£ liquid. — It has been already proved that if liquids having dif- 
ferent specific gravities be placed in the same vessel without mixing 
with each other, they will arrange themselves in strata according to 
their specific gravities, the heavier being below the lighter. This 
principle will seem to explain s'everal facts. If cold water be poured 
into a vessel, a thermometer being immersed in it, and hot water be 
carefully poured over it, so as to prevent the liquids being mixed, the 
hot water will float on the cold. The thermometer immersed in the 
cold water will not rise, nor will a thermometer immersed in the hot 
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water fall. But if the water be agitated so as to mix the two strata, 
then their temperatures will be equalized, and the lower thermometer 
will rise and the upper fall. If, however, hot water be first poured 
into the vessel, a thermometer being immersed in it^ and cold water 
be then carefully poured over it, so as to prevent such agitation as 
would cause the fluids to mix, and a thermometer be also immersed 
in it, it will be found that the lower thermometer will rapidly fall 
and the higher one will rise ; in fact, in this case the cold water de- 
scends through the hot water by its superior gravity, and the two 
fluids of different temperatures, in passing through one another, be- 
come mixed, and the whole mass takes an intermediate temperature. 

1399. Process of hecUing a liquid. — The process by which water 
is boiled by heat applied to the bottom of a vessel, is explained on 
this principle. The water in contact with the bottom of the vessel 
being heated, is expanded, and becomes lighter bulk for bulk than 
the strata over it. It therefore rises, and the water above it falls^ 
and, in its turn being expanded by heat, is made to rise. There is 
thus a continual current of the water heated by the fire upwards, and 
a counter current of the col4er water forming the superior strata 
downwards ; and this goes on until all the water in the vessel has 
been raised to the boiling point. 

1400. MecU does not descend in a liquid, — It is easy to show 
that any source of heat, however intense, applied to the upper surface 
of water, would be incapable of raising the temperature of the mass. 
Thus, if we suppose oil at the temperature of 300° poured upon the 
surface of water in a vessel at 50°, the oil will float upon the water, 
and a thin stratum of the water in contact with it will have its tem- 
perature raised, and will therefore be expanded ; but, being lighter 

bulk for bulk than the colder water under it, it will 
still float on the top. No interchange of currents 
will take place, by which the heated water forming 
the upper stratum can be mixed with the water 
forming the lower stratum ) and, as water is a non- 
conductor of heat, as will hereafter be shown, the 
heat of the oil, and of the stratum of water in 
immediate contact with it, will not be propagated 
downwards. It would be possible for a cake of ice 
to remain in the bottom of such a vessel without 
being melted, notwithstanding the stratum of oil at 
300° floating upon its surface. 

1401. Experiment showing the propagation of 

^ lieat ihrov{/h a liquid by currents, — The system 

Fig. 438. ^^ upward and downward currents produced by heat 
applied to the bottom of a vessel containing a li- 
quid, may be rendered manifest by the following experiment Let 
a taU jar^ fig, 438, be filled with cold water, and let some amber 
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powder be thrown into it. The particles of this powder being equal 
in weight to water bulk for bulk, or nearly so, will remain suspended, 
and may be seen through the sides of the yessel. Let this jar be 
immersed to some depth in a vessel of hot water, so that the lowest 
strata of the water in it may become gradually heated. The water 
in the bottom of the jar will now be observed continually to ascend, 
carrying the amber particles with it, while the colder water in the 
upper part will descend. The contrary currents will be rendered 
manifest to the eye by the particles of amber which they carry with 
them. 

If heat be applied to the sides of the cylindrical jar, but not to 
the bottom, the water immediately in contact with the sides, becom- 
ing heated, will ascend. The water in the centre of the jar, on the 
other hand, being removed from the source of heat, will retain its 
temperature, and will of course sink as the water next th& side rises. 
In this case, two distinct currents will be seen, one immediately next 
the surface of the jar continually ascending, and the other in the 
centre of the jar continually descending. 

This may be shown by placing the cylindrical glass jar within an- 
other somewhat greater in diameter, and pouring a hot liquid in the 
space between them. 

1402. Method of warming buildings by hot water, — On the same 
principle is explained the method of warming buildings by pipes 
filled with hot water. 

A boiler is constructed in the lowest part of the building com- 
pletely closed at the top, but terminating in a tube or pipe, which is 
conducted upwards, and carried through the different apartments 
which it is intended to warm. This pipe terminates in a funnel at 
the top of the building, the boiler and pipe being filled with water 
up to the funnel. When fire is applied under the boiler, the water, 
becoming heated, ascends, and the colder water descends ; and these 
contrary currents continue until every particle of water contained in 
the pipes carried through the building is raised to whatever tempera- 
ture, under 212°, may be desired. 

CHAP. VI. 

CALORIMETET. 

1403. Quantitative analysis of heat — The department of the 
physics of heat devoted to the quantitative analysis of that agent is 
called cdUyrimetry^ and the instruments by which its quantity is 
measured are called calorimeters. 
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1404. CahrirMtry and thermometry/. — If the same qnantitj of 
heat always produced the same or equal thermometric changes, every 
thermometer would be a calorimeter, and calorimelry would not form 
a part of this subject distinct from tkermometry. 

But not only do equal quantities of heat produce unequal ther- 
mometric changes on different bodies, but even on the same body at 
different points of the scale, and in some cases no thermometric change 
whatever. 

1405. Thermal unit. — To reduce heat to arithmetical expression, 
it is necessary that some suitable thermal measure be adopted, and a 
thermal unit selected. 

It may be assumed as self-evident, that to produce the same ther- 
mal effect on the same quantity of the same body under like circum- 
stances will always require the same quantity of heat. Thus it is 
apparent, that to raise a pound of pure water from 32° to 33°, or to 
liquefy a pound of ice, or to covert a pound of water into vapour 
under a given pressure, will always require the same quantity of heat, 
from whatever source such heat may proceed. 

Water has been selected as the standard of thermal measure, for 
reasons nearly the same as those which have determined its selection 
as the standard of specific gravity, (Hand-book of Hydrostatics, &c., 
763, et seq.) 

We shall therefore take as the thermal unit the quantity of heat 
which is necessary to raise a pound of pure water from 32° to 33°. 

1406. Specific heat, — The quantity of heat which is necessary 
to raise a pound of any other body from 32° to 33°, being in general 
different from that which would produce the same effect on water, 
and in general being different for different species of bodies, is called 
their specific heat, for the same reason that the weight they include 
under the same volume is called their specific gravity. 

1407. Uniform and variable. — The specific heat of a body is 
said to be uniform throughout any extent of the thermometric scale 
when it requires the same quantity of heat to raise the temperature 
one degree through such extent of the scale. 

If H express the quantity of heat necessary to raise w lbs. of a 
body from the temperature expressed by i/ to the temperature ex- 
pressed by T, the specific heat being expressed by s and being uniform, 
we shall therefore have 

H=sx(T — t')xw; 
that is> to say, the quantity of heat is found by multiplying together 
the numbers expressing the specific heat, the elevation of temperar 
lure, and the weight in lbs. 

When the quantity of heat necessary to raise a body one degree is 
different in different parts of the scale, the specific heat is said to be 
variable ; and when it dges so vary, it is in general found to increase 
with the temperature. 

6* 
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1408. Method of solving cahrtmeiric problems. — Three meiihods 
have been practised for the solution of calorimetric problems : 1st, 
bj measuring the heat by the quantity of ice it liquefies; 2ndly, by 
calculating it by means of mixing or bringing into close juxtaposition 
bodies at different temperatures, so that their temperatures shall be 
equalized ; and 3dly, by observing the rate at which heated bodies cool. 

1409. Calorimeter of Lavov- 
sier and Laplace, — The calori- 
meter of Lavoisier and Laplace 
is based upon the first of these 
principles. 

This apparatus is represented 
in^. 439. Two similar metallic 
vessels, v and V, are constructed, 
one a little smaller than the other, 
so that, when applied one within 
the other, a small space A maybe 
left between them. From the 
bottom of the external vessel v 
a discharge-pipe, with a stop-cook 
K, proceeds. From the bottom 
of the inner vessel V a similar 
pipe proceeds, which passes water- 
tight through the bottom of the 
vessel V, and is also furnished with a stop-cock k'. 

This pipe k' is inserted into a close vessel R. The external vessel 
V has a close cover, by which all communication with the external 
air is cut off, and the inner vessel V is likewise furnished with a small 
cover, by which all communication with the space A is intercepted. 
The space A between the two vessels is filled with pounded ice ; and 
if the apparatus be placed in an atmosphere above 82°, this ice will 
be gradually liquefied, and the water produced by it will flow off 
through the cock K, when the stop-cock is opeu, and will be received 
in the vessel r'. The space A being kept continually supplied with 
ice, it is evident that the interior vessel v' will be maintained con- 
stantly at the temperature of 32°, and the air included in it, and any 
objects placed in it will be necessarily reduced to that temperature. 

A third vessel v" is now placed within the second v', and the space 
B between the second and third is filled with pounded ice, in the same 
manner as the vessel A. But it is evident that this ice cannot be affect- 
ed by the temperature of the external air, since it is surrounded with 
the melting ice included in the space A, which is continually at 32°. 
If any object at a temperature above 32° be placed at c, within 
the vessel v", this object will gradually fell in its temperature by 
imparting its heat to the ice in the space B ; and it will continue to 
impart heat, and its temperature will continue to fall; until it arrives 
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at the temperatnre of 82°, when it will cease to liquefy the ice round 
it. The water proceeding from the liquefaction of the ice in the 
space B; is discharged through the pipe k', the stop-cock being opened, 
and is received in the vessel R. The quantity of water thus received 
in R will therefore be proportional to ^e heat imparted by the body 
contained in the vessel v" to the ice in the space B. 

If this apparatus be applied to solid bodies, it will be sufficient to 
introduce the body under experiment directly into the interior of the 
vessel v" ; but if it be applied to liquids, it will be necessary that 
the liquid under experiment should be contained in a vessel, which 
vessel is introduced into v". In this case, the vessel containing the 
liquid should be reduced to the temperature of 32° before receiving 
the liquid, or, if not, the vessel should be raised to the temperature 
of the liquid, and introduced empty into the calorimeter, s^ as to 
ascertain the quantity of ice it would dissolve empty in falling from 
the temperature of the liquid to 32°. When the vessel is intro- 
duced, filled with the liquid, the quantity of ice liquefied will be the 
sum of the quantities liquefied by the vessel and by the liquid which 
it contains. But the quantity liquefied by the vessel being previously 
ascertained and subtracted, the remainder will be the quantity dis- 
solved by the liquid contained in the vessel. 

1410. Application of the calorimeter to determine specific heat. — 
If equal weights of the same body, placed in the apparatus at dif- 
ferent temperatures, cause quantities of water to be deposited in R 
which are proportional to the temperatures through which they fall, 
it will follow that within such limits the specific heat is uniform. 
And, if the quantity of water deposited in r be divided by the num- 
ber of degrees through which the temperature of the body placed in 
the calorimeter has fallen, the quantity of ice dissolved by the heat 
corresponding to one degree will be found. This in fine being divi- 
ded by the weight of the body placed in the calorimeter expressed in 
pounds, the weight of ice dissolved by the heat which would raise 
1 lb. of the body one degree will be determined. 

To express this in arithmetical symbols : — 

Let W = the weight of the body placed in the calorimeter, 
T = its temperature, 

Yf' = the weight of water deposited in R while the body is re- 
duced from T° to 32°, 
X = weight of ice dissolved by the heat which would raise 1 lb. 
of the body one degree. 
We shall then have 

;r7r-rr = tho wcight of Icc dissolvcd by the heat which would 

(T — 32) ® - -^ 

raise w one degree ; 
and therefore, — 
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wx(T — 32)' 

1411. Specific Tieai of water uniform. — In applying this method 
of experimenting to water, it is found that between the freezing and 
boiling points its specific heat is sensibly uniform, and that the heat 
necessary to raise 1 lb. of water one degree is that which would 
dissolve the 142-65th part of a lb. of ice, so that in the case of water 

we have x= ^^o.h^ ' (^®® Appendix.) 

1412. Method of ascertaining ike ^pedfixi heat of other bodies hy 
the calorimeter, — Let the specie heat of the body w be expressed 
by s, that of water being the unit. Hence we shaJl have, 

w^ 1 

^•wx(T-32)* 142-65' 
and consequently, 

_ 142-65x w^ 
^""wx(T-32y 
which gives the following 

Rule. 
Multiply the weight of ice dissolved hy 142*65, and mvUiply the 
weight of the body which dissolves the ice by the number of d&grees 
of temperature it loses, and divide the former product by the latter. 
The quotient will be ike spedfk, heat of the body, 

1413. Method of equalization of temperatures. — ^When two bodies 
at different temperatures are mixed, or brought into juxtaposition in 
such a manner that that which has the higher temperature may 
transfer to that which has the lower temperature such a portion of 
its heat that the temperatures may be equalized, the relation between 
the specific heats may be determined, provided no chemical action 
nor any change of state be produced by the contact or mixture. 

Let the weights of the two bodies be w and w', their temperatures 
T and t', and their specific heats s and s' ; and let t be their common 
temperature, after the thermometric equilibrium has been established. 

It will therefore follow, that the temperature lost by w will be T— <, 
and the temperature gained by w' will be t — Tf. But from what 
has been already explained, the quantity of heat lost by w will be 
expressed by s x w X (t — 0? ^^^ ^^^ quantity of heat gained by 
w' will be expressed by s'xw'x (^ — t'). But since the quantity 
of heat lost by w is imparted to W, these two quantities must be 
equal, and consequently we must have 

wx s X (t — 0=W X s'x (t — i/); 
and from this we infer that 

s : 8' :: w'x(< — t') : w X (T — t); 
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ihat is to say, the specific heats of th^wo bodies are in the inyerse 
proportion of the products of their weights, and the temperatures 
which they gain and lose. 

This method of determining the relation between the specific heats 
is applicable either to two liquids, or to a solid and a liquid, provided 
that when they are mixed or brought together no chemical action 
takes place between them, and provided the solid be not liquefied. 
But if such action ensue, it. is generally attended with the develop- 
ment or absorption of sensible heat, by which the common tempera- 
ture would be rendered either higher or lower than that which would 
result from mere admixture. 

1414. Applicatum.of this method. — If one of the bodies 'W' be 
water^ we shall have s' =1, and therefore 

WX(T — t)^ 

from which follows the 

EULE. 

Ijet the weight of a heated body immersed in water he multiplied 
hy the temperature it loses, and let the weight of the water he multi- 
plied hy ^ temperature it gainx. The quotient obtained hy dividing 
the latter product hy the former will he the specifve heat of the 
hody. 

The method of determining the specific heat of gaseous bodies by 
means of the water calorimeter of Count Bumford, is similar in 
principle to the preceding method. This apparatus consists of a 
worm carried through a vessel of water in a manner simiLur to the 
worm of a still. The gas being previously weighed, prepared, and 
dried, is raised to 212° oy passing it through a similar worm placed 
in a vessel of boiling water. It is then passed through the worm of 
the calorimeter and raises the temperature of the water, its own 
temperature falling. The elevation of the temperature of the water 
and the fall of the temperature of the gas being observed, data are 
obtained from which the specific heat of the gas is calculated. 

1415. Method of cooling. — Equal and similar volumes of two 
bodies raised to the same temperature and allowed to cool under 
precisely similar circumstances, are assumed to lose equal quantities 
of heat per minute. In order to ensure the exact fulfilment of these 
conditions, a multitude of precautions are necessary which cannot 
be detailed here. The result, however, is that by observing the 
intervals of time which are necessary for equal volumes of the two 
bodies to fall one degree, we obtain the ratio of the quantities of 
heat which they lose, and this being determined for equal volumes, 
the quantities for equal weights may be inferred from the specific 
gravities of the bodies^ and the specific heats wiU thus be obtained. 
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This was applied with consMerable success by Dolong md I^etit^ 
and also by Begnault. 

1416. Remits of cahrimetric researches, — Having thus explained 
the principal methods by ^ which the specific heat of bodies has been 
experimentally ascertained, we shall now state the most important 
results which have been attained in this department of the phyaca 
of heat. 

1417. Relation of specific heoit to c^cttsi^y.— The specific heat of 
bodies diminishes as their density is increased, and mce versd. This 
explains the fact that mechanical compression will, without any 
addition of heat, raise the temperature. If metal be hammered it 
becomes hot, and it is even affirmed that iron has been rendered 
incandescent in this manner. 

1418. The fire^syringe. — ^The syringe in which compressed air is 
made to inflame amadou [»pmifc\ acts on this principle. The air 
compressed under the syringe acquires a greatly dimipished specifio. 
heat, and, consequently, although it has received no heat from any 
external source, the same heat which before compression only gave it 
the common temperature of the surrounding medium, gives it, after 
compression, a temperature high enough to produce the ignition of & 
highly inflammable substance like amadou. 

1419. Specific heat of ga>ses and vapours increases as their density/ 
is diminished. — In general, no practicable force can prevent the 
dilatation of solids and liquids when their temperature is elevated. 
This, however, is not the case with gases and vapours, which, when 
heat is imparted to them, may either be permitted to expand under a 
given pressure, like solids and liquids; or maybe confined to a given 
volume, which they will continue to fill in consequence of their 
elasticity (Hand-book of Hydrostatics, &c., 706), however their 
temperature may be lowered, and which they will not exceed, how* 
ever their temperature may be raised. 

In this case, the heat imparted or abstracted is manifested by a 
corresponding change of pressure of the gas or vapour instead of dila- 
tation or 'contraction. 

1420. Specific heat under constant pressure and conMant volume, 
— By the specific heat of a gas or vapour is to be understood its 
specific heat when subject to a constant pressure, that is to say, when 
it is susceptible, like solids and liquids, of dila^tion and contraction. 

Specific heat is, however, a term sometimes, though not so properly, 
applied to the heat necessary to raise the gas or vapour one degree 
when confined within a given volume. This last is sometimes also 
called, for distinction, the relative heat 

1421. Greater under a constant pressure. — The specific heat of 
a gas or vapour under a given pressure is greater than under a given 
volume. This difference is explained by the fact, that, in expanding, 
the temperature falls, and therefore that, when confined to a givei^ 
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Tohtme^ lees heat is sufficient to produce a given elevation of temper- 
ature than when confined under a given pressure, where the dilatation 
diminishing the density absorbs a portion of the |;teat. 

For atmospheric air, oxygen and hydrogen, the ratio of the specific 
heat under a given pressure is to the specific heat in a given volume 
as 1-421 to 1. For carbonic acid it is 1*338; for carbonic oxide^ 
1-428 ', for nitrous oxide, 1-343 ; and for defiant gas, 1-240. 

1422. Example of the expaimon of Mghrpressure steam, — The 
expansion of high-pressure steam escaping from the safety valve 
forms a remarkable instance «that the same quantities of heat may 
give very (KflFerent temperatures to a body, in difFerent states of 
density. Steam produced under a pressure of 35 atmospheres has 
the temperature of 419°. When such steam escapes into the atmo- 
sphere, it undergoes a prodigious expansion without losing heat, and 
sufiers a considerable fall in temperature. 

1423. Low temperature of superior strata of atmo^here. — The 
circumstance that rarefied air has an increas^ capacity for heat, 
will explain the very low temperatures which are known to exist in 
the higher regions of the atmosphere. 

This effect becomes extremely sensible when we ascend to any con- 
sidera'ble height, as has been manifest in ascending high mountains 
and in balloons. Upon these occasions, the cold has sometimes become 
80 intense that mercury in the thermometer has been frozen. In strata 
so elevated that the permanent temperature of the air is below 32°, 
water <3annot continue in the liquid state ; it exists there only in the 
form of ice or snow, and we accordingly find eternal snow deposited 
upon those parts of high mountains which exceed this limit of 
temperature. 

1424. Line of perpetvnl snow, — The level of that stratum of air 
which by its rarefaction reduces the temperature to 32°, is called the 
line of perpetual snow, and its position in different parts of the earth 
varies, the height increasing generally in approaching the equator, 
and falling towards the poles. The various conditions which afiect 
the position of this line in different parts of the earth, will be ex- 
plained in a subsequent book. 

1425. Liquefaction of gases. — The elevation of temperature pro- 
duced by the compression of gases, has supplied means of reducing 
some of them to the liquid form. 

Gases may be considered as vapours raised from liquids, which 
have received, after their separation from the liquid which produced 
them, a large additional supply of heat. It is to the effects of this 
surplus heat that their permanent maintenance in the gaseous state 
must be ascribed. If, by any means, they can be deprived of this 
surplus heat, so that no heat shall be left in them except that which 
they received in the process of vaporization, any further loss of heat 
would necessarily cause them to return, in more or less quantity^ to 
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tbe liquid form. But if the specific heat be so great^ that notwith- 
standing all the hoat transmitted to the gas after taking the vaporous 
form, it still has attained only the common temperature of the atmo- 
sphere, it is clear that it can only be restored to the liquid form, either 
by reducing its temperature to an immense extent, by the appUcation 
of freezing mixtures, or by first raising its temperature by high de- 
grees of mechanical compression, and then allowing it to fall to the 
temperature of surrounding objects, or in fine, by combining both 
these methods. Thus atmospheric air, at the common temperature 
of 50°, being compressed into a diminished volume, in the propor- 
tion of 10,000 to 3, its temperature would be raised through an 
extent of 13,500° of heat, according to Leslie's experiment. This 
heat being immediately abstracted by the surrounding objects, its 
temperature would fall to that of the medium in which it is placed. 
Thus, without the application of a freezing mixture, or other means 
of cooling, an immense abstraction of heat may be effected ; and this 
may be continued so long as a mechanical force adequate to the further 
compression of the gas could be exerted. Freezing mixtures may 
then be applied to the further reduction of temperature. 

1426. Development and absorption of heat by chemical comhi- 
nation, — When different liquids are mixed, or when solids are dis- 
solved in liquids, chemical phenomena are generally developed, in con- 
sequence of which the specific heat of the mixture differs from that 
which it would have if the constituents were merely interfused with- 
out any change in their thermal qualities. Like the other qualities 
of the constituents, their specific heats are, in this case, modified; and 
the compound is generally found to have a less specific heat, than 
that which would be inferred from the specific heats of its components. 
When the chemical combination is thus, as it is almost universally, 
attended by a diminution in the specific heat of the compound, as 
compared with that which would be computed from the specific heats 
of its components, it is also found that the volume of the mixture 
is less than the sum of the volumes of its compounds, and that the 
temperature of the mixture is higher than the common temperature 
of the liquids mixed. 

Thus, for example, if a pint of water and a pint of sulphuric acid, 
both of the temperature of 57°, be mixed, the mixture will rise to 
the temperature of 212°, and the volume of the mixture will be 
considerably less than a quart. The chemical attraction of the par- 
ticles, therefore, in this and like cases, produces condensation, and, 
in fact, the same effect ensues as would be produced by compression. 
The elevation of temperature may be explained in exactly the same 
manner, as when bodies are compressed by mechanical force. The 
specific heat of the mixture being less than that which is due to its 
component parts, and the absolute quantity of heat contained in it not 
being diminished, that quantity will raise it to a much higher temper- 
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atnre than tbat which it would have had, if the specific heats remained 
unaltered. (See Appendix.) 

1427. Specific heats of simple gases equal under the same pres' 
sure. — ^Under equal pressures the simple gases have the same specific 
heat. This uniformity, however, does not prevail among the com- 
pound gaseS; as will appear by the tables of specific heat of the 



1428. Formula for the variation of specific heat consequent on 
change of pressure. — ^The law according to which the same gas varies . 
its specific heat with the change of pressure or density is, according 
to Poisson, expressed by the formula — 

s=s'x(~) 

where P expresses the pressure in inches of mercury, s' the specific 
heat under the mean pressure of 30 inches, and k the constant num- 
ber, which expresses the ratio of the specific heat under a given 
pressure to the specific heat under a given volume, which, in the case 
of common air and the simple gases, is 1*421, as has been already 
explained, and as will appear by the tables. 

1429. Relation between mecifk, heat and atomic weight — On 
comparing together the numbers expressing the specific heat of the 
simple bodies, with those which express their atomic weights or chem- 
ical equivalents, Dulong and Petit observed that the one increased 
in almost the exact proportion in which the other diminished, so that 
by multiplying them together, a product very nearly constant was 
obtained. 

From this it would follow, upon the atomic hypothesis, that the 
specific heats of the atoms of all ihe simple bodies are equal; for 
in equal weights, the number of constituent atoms will be great in 
proportion as the individual weights of these atoms are small. The 
number of atoms, therefore, in equal weights, being inversely pro- 
portional to the weights of the atoms, and the specific heats being also 
inversely proportional to the weights of the atoms, it follows that the 
specific heats of equal weights are in the proportion of the number 
of atoms contained in those weights, and that, consequently, the 
specific heats of the component atoms must be equal. 

This, therefore, is a quality in which the atoms of all simple 
bodies, however they may differ in other respects, agree — that their 
temperatures are equally affected by the same quantity of heat. 

That this law is not rigorously exact, however, is proved by the 
fact, that the specific heat of the same body is different at different 
temperatures and in different states. « 

It has resulted from the researches of Regnault, that the relation 
between the specific heat and atomic weights, observed by Dulong 

II. 7 
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and Petit in the simple bodies^ also prevails among compoond bodies, 
and that, in general, in all compoand bodies of the same atomic 
composition, and having similar chemical constituents, the specific 
heat is in the inverse ratio of the atomic weight ; this law, however, 
being subject to the same qualification which has been already men- 
tioned for the simple bodies. 

The numerical results which manifest the prevalence of this law 
will be seen in the tables of specific heat. 

1430. Tables of ^edfic heat — The following series of tables 
supply, in a summary form, the results of the most recent experi- 
mental researches respecting the specific heat of bodies, and the 
relation between these and their chemical constitution. 



Tahh ofifj^ecific Seats of simple and compound Bodies, determined 
hy M, RegnaiiU. 



Namei of SobsUncei. 



PrtUminary Results. 

Brass 

Glass 

Water 

Turpentine, spirit of. 

Simple botUsSt purs. 

Iron * •^ 

Zinc 

Copper - 

Cadmium 

Silver 

Arsenic - 

Lead 

Bismuth 

Antimony 

Tin, Indian 

Nickel 

Cobalt 

Platinum, rolled 

Palladium 

Gold 

Sulphur 

Selenium 

Tellurium 

Iodine 

Mercury 

Simple bodies, less pure. 

Uranium 

Tungsten 

Molybdenum 

Nickel, carburetted 

Nickel, more carburetted 

Cobalt, carburetted 

Bteel (Hausmann) 

" pure metal 

Cast iron (white) 

Carbon , 

Phosphorus 

Iridium (impure) 

Manganese, very carbaretted 



Specific Heats. 



0-09391 
19768 
10080 
042593 



01J379 

009555 

009515 

005669 

05701 

008140 

003140 

003084 

005077 

005623 

010863 

010696 

003243 

005927 

003244 

0-30259 

00837 

05155 

005413 

0-03333 



006190 

0-03636 

007218 

011192 

011631 

011714 

11848 

012728 

12983 

0-24111 

01887 

003683 

0-14411 



AtohieWeiic'U. 

(Oxygen=ldOO 


Frodncta. 


339-21 


38-597 


403-23 


38526 


395-70 


37-849 


696-77 


39 502 


675-80 


38527 


47004 


38-261 


1294-50 


40 647 


1330-37 


45034 


806-45 


40-944 


735-29 


41345 


369-68 


40-160 


368-99 


39-468 


1233-50 


39-993 


665 90 


39-468 


1243-01 


40-328 


30117 


40-754 


494-58 


41-403 


801-76 


41-549 


789-75 


42-703 


1265-82 


42149 


677-84 


41-960 


1183-00 


43-002 


598-52 


43-163 


369-68 


41-376 


.%9-68 


42999 


368-99 


43217 


339-21 


40172 


339-21 




339-21 


44038 


152-88 


36 873 


19614 


37 024 


1233-50 


45-428 


34589 


49848 
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Name! of SubiUoceB. 



Metaliie alloys. 

Lead, 1 tin 

" 2 *' 

<* 1 antimony 

Bismuth, 1 tin « 

2 " 

" 2 " ] antimony 

'* 2 •* 1 " 2 Einc. 

Lead, 2 ** 1 bismuth 

" 2 " 



Mercury, 



2 

1 

2 •♦ .. 

Head . 



Oziden, fiO. 

Protoxide of lead in powder 

** ca8t...«.^ 

Oxide of mercury 

Protoxide of manganese 

Oxide of copper 

" ofnickel 

*' " calcined at the forge. 



Mean. 

Magnesia 

Oxide of zinc ... 



Oxidu,JL^O*. 

Peroxide of iron (iron oligist) 

" slightly calcined . 

*< doubly calcined ... 

** strongly calcined. 



Acid, arsenious 

Oxide of chromium . 

** of bismuth... 

" of antimony.. 



Mean 

Alumina (Corindon). 
•• (sapphire) . . 



twice . 



OxtifM, R0>. 

Acid, stannic 

'* titanic (artificial) 

•• " (rutile) 



Mean.... 
antimonious . 



Oxides, R0». 



Acid, tungstic. . 
" molybdic. 
** silicic .... 
" boracic . . . 



Oxides, complex. 
Magnetic iron, oxide of 



SulphureUy RS. 

Proto-sulphiiret of iron 

Sulphuret of nickel 

" of cobalt 

" of zinc 

•• of lead 

•* of mercury 

Proto-sulphurel of tin 



Mean. 



Specific Heati. 



▲tonic Woifr'ts. 
(Oxygen =100.) 



04073 
004506 
0* 03880 
004000 
004504 
0* 04621 
005657 
04476 
0«082 
0- 07294 
006591 
0- 03827 



05118 
0- 05089 
05179 
0- 15701 
0- 14201 
0- 16234 
0- 15885 



24394 
0- 12480 



0.16695 
0* 17569 
17167 

0-16814 
0- 12786 
0-17960 
06053 
09009 



0- 19762 
0-21732 



009326 
017164 
0- 17032 



0- 09535 



0-07983 
0- 13240 
0- 19132 
0-23743 



016780 



0-13570 
0- 12813 
012512 
12.%3 
0- 05086 
0-05117 
08365 



1014-9 

921-7 

3050-5 

1032-8 

933-7 

901-8 

735-6 

1023-9 

1088-2 

1000-5 

912 1 

1280*1 



1394-5 
1394-5 
1365-8 
445-9 
495-7 
469-6 
469-6 



SS8-4 
d03'S 



978-4 
978-4 
978-4 

978-4 
1240- 1 
10O3-6 
8960-7 
1912-9 



642-4 
642-4 



035-3 
503-7 
503-7 



1006-5 



14832 
898-5 
577-5 
4360 



1417-6 



540-4 
570-8 
570 
604 4 
1495-6 
1467 
936-5 



41-34 
41 53 
40-76 
41-31 
4205 
41-67 
41-61 
45-83 
66-00 
72-97 
60-12 
48-90 



71-34 
70-94 
70-74 
70 01 
70-39 
76-21 
74-60 

72-03 
63 03 
68-77 



163-35 
171-90 
168-00 

164-44 
158-56 
180-01 
179-22 
172-34 



169-73 
126-87 
130-61 



87-23 
86 45 
85-79 



86-49 
95-92 



118-38 
118-96 
110 48 
103-52 



237-87 



73-33 

. 73-15 

71-34 

7435 

76 00 
75-06 

78-34 

74-51 
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Name* of SntnUoceB. 


Specific Heati. 


Atomie Weijc'ts. 
(Oxyg«n=lOO.) 


Products. 




Sulpkurets, R"^. 
SiilDhiirot of ftntimoDV* ••••• ••••• 


0-08403 
006002 

0-13009 
0-11932 
012334 

0-12118 
0-07460 

016023 

^ 0-21401 
017295 
0-05205 
013827 
0-09109 

008957 
0-11990 
016420 
019460 
006641 
0-06889 
0-13618 
010161 

0-14255 

014759 
019145 

017604 
0-20922 

0-11322 
007391 

0-13842 

005326 

0-08191 
008684 
003949 
0-06159 


2216-4 
3261-2 

741-6 
1137-7 
10010 

9920 
15530 

733-5 
.932-5 
2974-2 
1234-0 
1794-2 

1299-5 
989-9 
698-6 
6010 

17371 

1708-4 
845-8 

1177-9 

'788*5 

1620-5 
1188-9 

2267-8 
17201 

1468-2 
2330-0 

i269-2 

2272-8 

2068-2 
1869-2 
4109-3 
2929-9 


186-21 
195-90 




•* of bismuth ••••••• 




Mean..*. 

SulpkureU, BS>. 




191-06 

96-45 
135-66 
123-46 


? 


•• of tin... •■... 




Salohiiret of mol vbdenum 




Mean - 

Sulphuretst R% 
SulDhUFfit of CODDCr .....*•.•• 




129-56 

120-21 
115-86 

156-97 
161-19 
154-80 
156-83 
163-42 








Sulpkurets, complex. 
Pvrites. maenetic • . •■•.• 




Chlondes, RKJP. 
Chloride of sodium 
















Chloride of silver •^....^. 

Mean 




158-64 

116-44 
118-70 
114-72 
118-54 
115-35 
117-68 
115-21 
119-59 




Ckloridet, RCl*. 

Chloride of barium - 

*' of strontium -« . • • . 

'• of ralcium 








" of lead 












Perchloride of tin 








117-03 
112-51 

239-18 
237-63 

233-40 

399-26 
359-86 




Chloridfi of m&iiffEDesG •••••• • 




Chlondes volatile, RC1«. 
Chloride of tin 




•* of titanium 




Mean 




aOorides volatile, BKi: 
Chloridfi of arsenic. •• • • 




" of phosphorus 




Mean 




379-51 

166-21 
17331 




Bromides, R^Bt^ 




*• of silver 




Mean • 




169-76 
175-63 

121-00 

169-38 
162-30 
162.34 
18045 




Bromide of sodium • 




Bromides, RBi«. 
firomide of lead 




Todides, R«I« 
Iodide of notassium 




•* of sodium ..••••• ••••• 




Prot-iodide of mercurv. • ..••.••*•• 




Iodide of silver...... 
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Names of Subataneei. 



Prot-iodide of copper 

Mean 

Iodides, RI». 

Iodide of lead 

Per-iodide of mercury 

Mean «.^ 

Fluoridest RFl^. 
Fluoride of calcium 

Jfitrafesy Az»0»+R*0. 
Nitrate of potash 



of soda . 
of silver . 



Mean 

IfitraUB, Az«0»+BO. 

Nitrate of baryta ««^ 

ChhraUs, CiaO»+R«0. 
Chlorate of potash. «. 



Pkotphatta, P*0»+2 R*0 {PyrophogphattB), 

Phosphate of potash 

•« of soda 



Mean 

Photphate, P»0»4-2RO. 
Phosphate of lead 

Meta- Phosphate, F»0»+RO. 
Meta-phosphate of lime 

Phosphate, PK>»+3R0. 
Phosphate of lead 

Arseniates, A8«0»+R«0. 
Arseniate of potash 

Arseniates ^lead, AsK)s+3 PbO. 
Arseniate of lead 

Sulphates, SO»+R*0. 
Sulphate of potash 



'» of soda. 



Mean. 



Sulphates, BO*+RO* 

Sulphate of baryta 

of Btrontia 

" of lead 

** of lime 

'* of magnesia 



Mean. 



Chromates, 

Chromate of potash 

Bi-chromate of potash 

Borates, B*0«+R90. 

Borate of potash 

** of soda 



Mean. 



Specific Heate. 



Atomic Weir'tt. 
(Oxygen =±100.) 



0-0i}869 



0-04267 
0-041»7 



0-S1493 



023875 
27821 
014352 



0-20956 
0-19102 



0*08208 
019923 
0-07982 
0-15631 
007280 



0-19010 
0-23115 



0-11385 
0*14279 
008723 
01i)()56 
0-22159 



0-18505 
018937 



21975 
023823 



2872-8 
2844-1 



489-8 



1266-9 
1067-9 
2128-6 



1633-9 
1532-4 



20721 
1674-1 



3681-3 
1248-3 
4985-8 

c< 

5623-5 



10911 
892-1 



14581 
1148-5 
1895-7 
857-2 
759-5 



1241-7 
1893-5 



1461-9 
12G2.9 



162-81 
"167-45" 



122-54 
119-36 



120-95 
105-31 



302-49 
29713 
305-55 



301-72 

248-83 

321-04 

395-70 
382-22 

389-01 
302-14 
248-64 
397-96 
(« 

409-37 



207-40 
206-21 



206-80 



164-54 
16401 
165-39 
168 49 
168-39 



166.15 



229-83 
358-67 



321-27 
300-88 



311-07 
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Ntmes of SnUtaacttB. 



Borate*, B«0«+RO. 
Borate of lead •-•^ 

fiorat«, B«0»+2R«0. 

Borate of potash 

** of soda 

Mean 

Borates, BO* +2 RO. 

Borate of lead 

Tungatatee. 

Wolfram 

^licatee. 

Zircon < 

CarhoMtea, CO»+R«0. 

Carbonate of potash 

" of soda 

Mean 

Carhonatee, CO»+RO. 

Carbonate of lime (Iceland spar) . . 

" " (Arragonite)... 

Marble, white 

grey 

Chalk, white 

Carbonate of baryta 

'* ofstrontia 

** ofiron 

Mean 

Carbonate of lead 



Specific Heats. 



011409 



0-20478 
0-25709 



0-09046 
009780 
0-14558 



0-21623 
027275 



0-20858 
0-20850 
0-21585 
0-20989 
0-21585 
011038 
014483 
019345 



0-08596 
0-21743 



Attmic Weir^tt. 
(Oxygen bIOO.) 



2266-5 



1025-9 
82G-9 



1830-5 



865-0 
666-0 



631-0 
6310 
631-0 
631-0 
631-0 
1231-9 
922-3 
714-2 



258-60 



219-52 
212-60 



216-06 
164 54 



18704 
181-65 



184-35 



131-61 
131-56 
136-20 
132-45 
135-57 
135-99 
133 58 
13816 



134 40 
143-55 
126-59 



Specific Heats of different Bodies j detet'niined hy M. Regnavlt, 



Namei. 



Specific Heati. 



Animal black « 

Wood charcoal 

Cokeof cannel coal 

•* of small coal 

Welsh anthracite coal 

Philadelphian " 

Graphite, natural 

of smelting furnaces . 

•• of gas retorts 

Diamond 

Turpentine 

T6r6bdne 

T^rebilftne 

Camphil^ne 

Oil of lemons 

Oil of orange peel 

Oil of juniper 

Petrol^ne 

Steel, soft 

" tempered 

Metal of acute cymbals 

*' of soft cymbals, tempered. 

Dutch tears, hard 

*< annealed 



0-26085 
0-24150 
020307 
020085 
0-20171 
020100 
0-20187 
0-19702 

o-2a%o 

0-14687 

0-4672 

0-4656 

0-4580 

0*4518 

0-4879 

0-4886 

0-4770 

0-4684 

0-1165 

01175 

0-0858 

00862 

0-1923 

0-1937 



7-8609 

7-7982 
85797 
8-6343 
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Names. 


Specific Heata. 


Deuitiet. 


Sulphur naturally crystallized 


01776 
01764 
1803 
01844 

0-41 PC 

0-6448 
0-6588 
0-8413 
0-9402 
0-65U1 




*' melted for two years 


«* ". for two months «.... 


•* " recently 


Water 


Spirit of turpentine 


Solution of chloride of calcium 


Spirit of wine, common at 960, No 1 


" more dilute No 2 >••* 


«» still more dilute No 3 


Acetic acid concentrated, not crystallized 



Specific HeatSj determined hy M, Regnault 




Namei of Bodiei. 


Specific Heati. 


From 680 to BBP. 


rrom69Otofi0o. 


FromS0Oto41o. 


Distilled water 


0-6462 
0-6725 
0-8518 
0-9752 
0-6774 
0-6589 
00290 
4267 
0-4501 
0-4342 
0-3932 
03499 
0-1904 
0-1828 
0-1416 
01991 
0-2/06 
0-5157 
0-4772 
01584 
0-6148 
04554 
0-b009 
01569 
02153 
0-2038 
0-4618 


(1 
0-6389 
0-6651 
0-8429 
0-9682 ■ 
0-6540 
0-6577 
00-293 
04156 
0-4424 
0-4325 
0-3865 
347H 
0-1904 
0-1802 
0140*2 
01987 
2183 
5158 
04H53 
0-1584 
0-6017 
0-4521 
0-58()8 
0-1556 
2135 
0-20-24 
04599 


0-6423 
0-6588 
0-8523 
0-9770 
06465 
06609 
00282 
04154 
0-4489 
0-4321 
03999 
03524 
01914 
0-1810 
0-1421 
02017 
02179 
05207 
04715 
0-1587 
0-5987 
04629 
0-5901 
01574 
0-2164 
0-2048 
0-4587 


Spirit of turpentine 


Solution of chloride of calcium 


Spirit of wine, common. No. I 


" weaker. No. 3. 


" dt ill weaker, No. 3 


*• common .. 


Acetic acid 


Mercury.. 


T6r6b6ne 


Oil of lemon 


Petrol6ne 


Benzine 


Nitrobenzine 


Chloride of silicium 


'* of titanium 


•• of tin 




Sulpliuret of carbon 


£ther 


'* Bulfhydric •■• 


" iodhydric 


' Spirit of wine 


Ether, oxalic 


Wood spirit 


Ether, iodhydric .'.*.! 


*' bromhydric 


Chloride of sulphur 


Acetic acid, crystallizable 



CHAP. VIL 

LIQUEFACTION AND SOLIDIFICATION. 

1431. Thermal phenomena attending liquefaction. — It has been 
already explained, that when heat is imparted in sufficient quantity 
to a solid body, such body will at a certain point pass into the liquid 
state \ and when it is abstracted in sufficient quantity from a liquid, 
the liquid at a certain point will pass into the solid state. 
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1432. — Certain thermal phenomena of great interest and import- 
ance are developed in the progress of these changes^ which it will 
now be necessary to explain. 

Let us suppose that a mass of ice or snow, at the temperature of 
20*^, is placed in a vessel and immersed in a bath of quicksilver, 
under which spirit-lamps are placed. Let one thermometer be 
immersed in the ice or snow, and another in the mercury. Let 
the number and force of the lamps be so regulated, that the ther- 
mometer in the mercury shall indicate the uniform temperature of 
200°. The mercury imparting heat to the vessel containing the ice, 
will first cause the ice to rise from 20*^ to 32°, which will be indi- 
cated by the thermometer immersed in the ice; but when that 
thermometer has risen to 32°, it will become stationary, and the ioe 
will begin to be liquefied. This process of liquefaction will continue 
for a considerable time, during which, the thermometer will continue 
to stand at 32° ; at the moment that the last portion of ice is 
liquefied, it will again begin to rise. The coincidence of this elevation 
with the completion of the liquefaction may be easily observed, 
because ice, being lighter bulk for bulk than water, will float on the 
surface, and so long as a particle of it remains unmelted it will be 
visible. 

Now, it is evident that during this process, the mercury maintained 
at 200° constantly imparts heat to the ice : yet from the moment the 
liquefaction begins until it is completed, no increase of temperature 
is exhibited by the thermometer immersed in the ice. If during 
this process no heat were received by the ice from the mercury, the 
lamps would cause the temperature of the mercury to rise above 200*^, 
which may be easily proved by withdrawing the vessel of ice from 
the mercurial bath during the process of liquefaction. The moment 
it is withdrawn, the thermometer immersed in the mercury, instead 
of remaining fixed at 200°, would immediately begin to rise, although 
the action of the lamps remained the same as before j from which it 
is obvious that the heat, which on the removal of the ice causes the 
mercury to rise above 200°, was before imparted to the melting ice. 

1433. It is evident, therefore, that the heat which is received by 
the melting ice during the process of liquefaction is latent in it, being 
incapable of affecting the thermometer or the senses. 

If the hand be plunged in the ice at the moment it begins to melt, 
and at the moment that its liquefaction is completed, the sense of 
cold will be precisely the same, notwithstanding the large quantity 
of heat which must have been imparted to the ice during the process 
of liquefaction. 

1434. Quantity of heat rendered latent in liquefaction. — The 
quantity of heat which is absorbed and rendered latent in the process 
of liquefaction, can be directly ascertained by the calorimeter of 
Laplace and Lavoisier (1409). To ascertain this in the case of iee, 
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it is only necessary to place a pound of water at any known temper- 
ature in the apparatus, and observe the weight of ice it will dissolve 
in felling to any other temperature. In this way it will be found, 
that in falling through 142° -65 it will dissolve a pound of ice; and 
in general, any proposed weight of water, in falling through this 
range of temperature, will give out as much heat as will dissolve its 
own weight of ice. 

1435. Hence it is inferred, that when ice is liquefied, it absorbs 
and renders latent as much heat as would be sufficient to raise its 
own weight of water from 32° to 32° + 142°-65 = 174°-65. 

1436. The latent heat of water has for the last half century been 
estimated at 135°, that having been the result of the experimental 
researches of Lavoisier and Laplace. Dr. Black's estimate was 140°, 
and that of Cavendish 150°. A series of experiments have lately 
been made, under conditions of greater precision, by MM. de la 
Provostaye and Desains, from which the above- estimate has been 
inferred. 

Dr. Black, who first noticed this remarkable fact, inferred that ioe 
is converted into water by communicating to it a certain dose of heat, 
which enters into combination with it in a manner analogous to that 
which takes place when bodies combine chemically. The heat thus 
combined with the ice losing its property of affecting the senses or 
the thermometer, the phenomenon bears a resemblance to those cases 
of chemical combination, in which the constituent elements change 
their sensible properties when they form the compound. 

1437. Latent heat rendered sensible hy cmigelation, — If it be 
true that water is formed by the combination of a large quantity of 
heat with ice, it would necessarily fgllow, that, in the reconversion 
of water into ice, or in the process of congelation, a corresponding 
quantity of heat must be disengaged. This fact can be easily estab- 
lished, by reversing the experiment just described. 

Let us suppose that a vessel containing water at 60° is immersed 
in a bath of mercury at the temperature of 60° below the freezing 
point. If one thermometer be immersed in the mercury, and another 
in the water, the former will gradually rise, and the latter fall, until 
the latter indicates 32°. This thermometer will then become sta- 
tionary, and the water will begin to freeze ; meanwhile the thermo- 
meter immersed in the mercury will still rise, proving that the water 
while it freezes continually imparts heat to the mercury, although 
the thermometer immersed in the freezing water does not fall. When 
the congelation is completed, and the whole quantity of water is 
reduced to the solid state, then, and not until then, the thermo- 
meter immersed in the ice will again begin to fall. The thermo- 
meter immersed in the mercury will rise without interruption, until th& 
two thermometers meet at some temperature below 32°. 

1438. It is evident from this, that the heat which was latent in 
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the water wbile in the liquid state, is gradually disengaged in the 
process of congelation ; and since the temperature of the ice remains 
the same as that of the water before congelation, the heat thus dis- 
engaged must pass to some other object; which in this case is the 
mercury. 

When congelation takes place under ordinary circumstances, the 
latent heat which is disengaged from the water which becomes solid 
is in the first instance imparted to the water which remains in the 
liquid state. When this water passes into the solid state, the heat 
which is disengaged from it is transmitted to the adjacent water 
which remains in the liquid state ; and so on. 

1439. Other methods of determining the latent heat of water. — 
The latent heat of water may be further illustrated experimentally 
as follows. Let two equal vessels, one containing a pound of ice at 
32®, and the other containing a pound of water at 32°, be both im- 
mersed in the same mercurial bath, maintained by lamps or otherwise 
at the uniform t.emperature of 300°, and let thermometers be placed 
in the ice and the water. The ice will immediately begin to melt, 
and the thermometer immersed in it will remain stationary. The 
thermometer immersed in the water will, however, at the same time 
begin to rise. When the liquefaction of the ice has been completed, 
and the thermometer immersed in it just begins to rise, the ther- 
mometer immersed in the water will be observed to stand at 174°-65. 
It follows therefore, supposing the ice and the water to receive the 
same quantity of heat from the mercury which surrounds them, that 
as much heat is necessary to liquefy a pound of ice as is sufficient 
tp raise a pound of water from 32° to 176°-65, which is 142°-65; a 
result which confirms what has been already stated. 

1440. The following experiment will further illustrate this impor- 
tant fact. 

First let a pound of ice at 32° be placed in a vessel, and let a 
pound of water at 174° -65 be poured into the same vessel. The hot 
water will gradually dissolve the ice, and the temperature of the 
mixture will rapidly fall ; when the ice has been completely dissolved, 
the water formed by the mixture will have the temperature of 32°. 
Thus although the pound of warm water has lost 142°-65, the 
pound of ice has received no increase whatever of temperature. It 
has merely been liquefied, but retains the same temperature as it had 
in the solid state. 

That it is the process of liquefaction alone which prevents the 
heat received by the ice when melted from being sensible to the 
thermometer, may be proved by the following experiment. 

Let a pound of water at 32° be mixed with a pound of water at 
174° -65, and the mixture will have the temperature of 103°, exactly 
intermediate between the temperatures of the compounds. But if 
the pound of water at 32° had been solid instead of liquid, then the 
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nurture would have had, as already explained, the temperature of 
32°. It is evident, therefore, that it is the process of liquefaction, 
and it alone, which renders latent or insensible all that heat which 
is sensible when the pound of water at 32° is liquid. 

1441. Liqitefaction and congelation mtist always he gradual 
processes, — It was formerly supposed that water at 32° would pass 
at once from the liquid to the solid state, on losing the least portion 
of heat; and that, on the other hand, a mass of ice would pass 
instantly from the solid to the liquid state, on receiving the least 
addition of heat. What has been just explained, however, shows 
that this sudden transition from the one state to the other cannot 
take place. 

1442. When a mass of water losing heat gradually is reduced to 
82°, small portions of ice are formed, which give out their latent heat 
to the surrounding liquid, and for the moment prevent its congela- 
tion. As this liquid parts with its heat to surrounding objects, more 
ice is formed, which in like manner disengages its latent heat, and 
communicates it to a portion of the water still remaining liquid, thus 
tending to raise its temperature and keep it in the liquid state. The 
rapidity of the congelation will depend on the rate at which the 
uncongealed portion of the water can impart its heat to the surround- 
ing air and other adjacent objects. 

The same principles explain the gradual process of the liquefaction 
of ice. A small portion of ice first receives heat from some external 
source, and having received as much heat as would raise its own 
weight of water through 142° -65 of the thermometric scale, it 
becomes liquid. Then an additional portion of ice receives the same 
addition of heat, and is likewise rendered liquid ; and so the process 
goes on until the whole mass of ice is liquefied. 

1443. Waier may continue in the liquid state below 32°. — It is 
possible, under certain circumstances, to maintain water in the liquid 
state below the freezing point. If a vessel of water be carefully 
covered up, free from agitation, and exposed to a temperature of 22°, 
it will gradually fall to that temperature, still remaining in the liquid 
state ; but if it be agitated, or a particle of ice or other solid body 
be dropped into it, its temperature will suddenly rise to 32°, and a 
portion of it will be converted into ice. 

1444. Explanation of this anomaly. — To explain this singular 
fact, it must be considered that the portion of the liquid which is 
thus suddenly solidified disengages its latent heat, which is commu- 
nicated to that part of the water which still remains liquid, and 
raises it from 22° to 32°, and the remainder of the heat thus disen- 
gaged becomes sensible, instead of being latent in the ice itself, 
whose temperature it raises from 22° to 32°. 

It follows, from what has been already explained, that the entire 
quantity of latent heat disengaged in this case would be sufficient to 
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raise as ranch water as is equal in weight to the ice which has been 
formed through 142° '65, or, what is the same, it would raise 14 J 
times this quantity of water through 10°. Now, in the present 
case, the whole quantity of water in the vessel, including the frozen 
part, has in fact been raised 10°, and it would follow, therefore, that 
the frozen portion should constitute one part in 14^ of the whole 
mass. 

This test of the quantity of latent heat of water was applied with 
complete success, experimentally, by Dr. Thomson, who showed that 
when water cooled without congelation to 22° was suddenly agitated, 
a portion was congealed, which bore the proportion to the whole quan- 
tity just mentioned, that is to say, 10 parts in 142°-65 of the entire 
mass. He found, likewise, that the same result was obtained when 
the water was cooled to any other temperature below 32° without 
congelation. Thus, when water cooled to the temperature of 27°, 
without congelation, was agitated, it was found that 28*5 part of the 
whole mass was congealed. In this case, the whole mass was raised 
through 5° ; and since the heat developed by the frozen portion would 
be sufficient to raise 28 J times this portion thrpugh 5°, it follows 
that the frozen portion must be the 28-5 part of the whole mass. 

1445. Useful effects produced hy the heat absorbed in liquefaction 
and developed in congelation, — The great quantity of heat absorbed 
by ice when it melts, and given out by water when it freezes, sub- 
serves to the most important uses in the economy of nature. It is 
from this cause that the ocean, seas, and other large natural collec- 
tions of water are most powerful agents in equalizing the tempera- 
ture of the inhabited parts of the globe. In the colder regions, every 
ton of water converted into ice gives out and diffuses in the surround- 
ing region as much heat as would raise a ton of liquid water from 32° 
to 174° -65; and on the other hand, when a rise of temperature takes 
place, the thawing of the ice absorbs a like quantity of heat. Thus, 
in the one case, supplying heat to the atmosphere when the temper- 
ature falls, and in the other, absorbing heat from it, when the tem- 
perature rises. Hence we see why the variations in climate are less 
on the sea-coast and on islands, than in the interior of large continents. 

The temperature of the air under the line does not vary much more 
than 4°, and that of the water varies not more than 1°. 

1446. Heat absorbed and developed in the liquefaction and solid- 
ification of other bodies, — The thermal phenomena explained above 
with reference to water belong to a general class, and are common, 
with certain modifications, to all solids which are transformed into 
liquids by the addition, and to all liquids which are transformed into 
solids by the abstraction of heat. Thus, if a mass of tin have its 
temperature raised by the addition of heat until it attain the temper- 
ature of 442°, it will then become stationary, notwithstanding it 
receive further increments of heat; but the moment it becomes 
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Btationary its fasion will begin, and it will continue steadily at the 
temperature of 442° until it be completed ; but the moment the last 
particle of tin has been melted, its temperature will begin to rise. 

In the same manner, if lead be submitted to an increase of tem- 
perature, it will begin to liquefy when it reaches the temperature of 
594°, and notwithstanding the additional quantities of heat imparted 
to it, its temperature will not rise above 594°, until its fusion is 
completed. In a word, all metals whatever, and in general all solids 
which by elevation of temperature are fused, undergo, during the 
process of fusion, no elevation of temperature ; the heat imparted to 
them during this process becoming latent in them, since it does not 
affect the thermometer. 

1447. Latent heat of fusion, — This heat is called the latent heat 
of fiLsion^ and its quantity for each body is determined by means 
similar to those already explained for water. 

1448. Points of fusion. — Different solids are fused at different 
temperatures, but the same solid is always fused at the same temper- 
ature, which temperature is called its point of fusion. This point 
of fusion constitutes, therefore, a specific character of the solid. The 
quantity of heat rendered latent during the fusion of different metals 
is different, but always the same for the same metal. This quantity 
is estimated or expressed by the number of degrees which it would 
raise the same weight of the same body, supposing it not to undergo 
the change from the solid to the liquid state. In the same manner, 
all liquids which, by the loss of heat, are converted into solids, have 
a certain point, the same for each liquid, but different for different 
liquids, at which they pass into the solid form. This point is called 
their jpot7i< of solidification^ or their freezing point. It is customary 
to apply the latter term only to such bodies as at common tempera- 
tures are found in the liquid state. 

The point at which a body in the liquid state solidifies, is the same 
as that at which the same body in the solid state is liquefied ; the 
points, therefore, of solidification or congelation are the same as the 
points of fusion or liquefaction for the same bodies. Thus the point 
of fusion for ice is the same as the freezing point for water. 

Two conditions are therefore necessary to the fusion of a solid body : 
first, its temperature must be reduced to the point of fusion ; and, 
secondly, it must receive a certain quantity of heat, called its heat of 
fusion, which will become latent in it when the fusion has been 
completed. 

In like manner two conditions are necessary to the congelation or 
solidification of a liquid; first, it must be reduced to its freezing 
point ; and secondly, it must be deprived of a certain quantity of 
beat, which exists latent in it, and maintains it in the liquid state. 

In the following table are given the points of fusion of the several 
bodies named in the first column. 

II. 8 
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TahU showing the Point of Fusion of various Svhstances in 
Degrees of Fahrenheit^ s Thermometer, 



Namu of Sabitancea. 



Fabr. 



Platina 

English wrought iron 

French do. 

Steel (least fusible) 

« (most fusible) , 

Cast iron, manganesed 

^ grey, fusible 

it (( yeiy fasible... . 

«« white, fusible 

u « ygfy fusible.. 

Gold, very pure 

" money 

CSopper 

Brass .> 

Silver, very pure 

Bronze 

Antimony 



Zino... 



Lead.. 



Bismuth.. 



Tin.. 



Alloy 5 atoms tin, 1 atom lead 

« 4 « « 
« 3 u ti 
a 2 " ** , 

« 1 « 3 atoms lead*.".*.'.*.'.*! 
Alloy 3 atoms tin, 1 atom bismuth.. 
« 2 " " 



« 4 
muth... 



1 atom lead, 6 atoms bis- 



Sulphur -j 

Iodine 

Alloy 2 parts lead, 3 parts tin, 6 parts bis- 
muth 

« 6 " 3 « 8 « 

i< 2 " 1 << 4 << 

Sodium 

Potassium , 



Phosphorus 

Stearic add 

Wax, bleached.. 



unbleached . 
Margaric add 



Stearine.. 



3082O 
2912 
2732 
2552 
2372 
2282 
2192 
2012 
2012 
1922 
2282 
2156 
1922 
1859 
1832 
1652 
810 
700 
705 



592 

509 

505 

477 

480 

512 

446 

442 

433 

881 

372 

367 

885 

466 

552 

392 

333*9 

286-2 

246 
237 
226 
225 

212 

212 
201 
194 
162 
136 
109 
100 
158 
154 
142 
131 
to 
140 
120 
to 
109 



Clarke. 

Pouiilet and Yanquelin. 



Pooillet 



Daniell, 

- Pouiilet. 

Murray. 

Guyton Morveau. 

Pouiilet. 

Pouiilet 

Irvine. 

Guyton Morveau. 

£rmann. 

Pouiilet. 

Irvine. 

Crichton. 

Guyton Morveau. 

Pouiilet 

Crichton. 

Ermann. 



PouUlet 



Bumas. 

PouiUet 

Gay Lussac and Th6nard, Pouiilet 
Gay Lussac and Thdnard. 

Pouiilet 

Murray. 



Pouiilet 



Digitized by LjOOQIC 



LIQTJBFACTION AND SOLIDIMCATION. 



87 



Namet of Subttaneei. 



Der. 
of 

Fahr. 



Spermaceti 

Acetic add .......... 

Tallow 

Ice 

Oiloftarpentmo., 
Mercury 



120° 
113 

92 

32 

14 
—38-2 



Pouillet 



1449. Latent Tieat of fusion of certain bodies. — The latent heat 
of fusion has not been so extensively investigated. M. Person has, 
however, determined it for the bodies named in the following table. 
The points of fusion observed by M. Person, for the specimens tried, 
are given. The unit of the numbers expressing the latent heat is, 
in this case, the quantity of heat necessary to raise the same weight 
of water from 32° to 33*^. 



Nuaei of SabiUacei. 


Pointt 
of 

FuiiOD. 


Latent Heat 

for Unity 
of Weight. 




Point* 

of 
Fnaion. 


Latent Heat 
for Unity 
of Weight. 


Chloride of calcium.. 
Phosphate of soda.... 

Phosphorus 

Bees-wax (yellow).... 
lyAroet's alloy 


83-3 
97-6 
111-6 
143-6 
204-8 
239-0 


82-42 
98-37 
8-48 
78-32 
10-73 
16-51 


Tin 


466-0 
5180 
690-9 
629-6 
642-2 
793-4 


26-74 
22-32 
113-36 
9-27 
8312 
49-43 


Bismuth 


Nitrate of soda. 


Zinc ., 


Sulphur 



1450. Facility of liquefaction proportional to the quantity of 
latent Tieat — The different quantities of latent heat peculiar to the 
different bodies, explain the different degrees of faxjility with which 
they are liquefied.' Ice liquefies very slowly, because its latent heat 
is considerable. Phosphorus and lead, on the other hand, whose 
latent heat is small, melt very rapidly. Ice cannot be liquefied until 
it has received as much heat as would raise its own weight of water 
142°*65; while lead and phosphorus are liquefied by as much heat as 
would rsdse their own weight of water 9°. Hence it will be under- 
stood why it is that glaciers and vast depths of snow continue on 
mountain ridges, such as the Alps, in spite of the heat imparted to 
them during the hottest summers ; such heat, however considerable, 
being only sufficient to liquefy a portion of their superficial strata, 
which descends the declivities, and feeds the streams and rivers of 
which they are the sources. 

1451. Other bodies besides water may continue liquid behw the 
point of solidification. — The circumstance of water continuing in 
the liquid state below its freezing point, when kept free from agita- 
tion, is not peculiar to that liquid. Tin fused in a crucible was cooled 
by Mr. Crichton 4° below its melting point, and yet remained liquid, 
and similar phenomena have been observed with other metals. In 
all such cases, the moment solidification commences, the liquid, as in 
the case of water, suddenly rises to its point of fusion; and the same 
causes in all cases favour solidification. 
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1452. Refractory bodies. — Bodies which are difficult of fusion 
'are called refractory bodies. Among these, one of the most remark- 
able is carbon or charcoal, one form of which is the precious stone 
called the diamond. No degree of heat, as yet attained, has reduced 
this substance to the liquid state; indeed, diamond being crystallized 
charcoal, it is probable that if the fusion of charcoal could be effected, 
diamonds could be fabricated. Among the most refractory bodies 
are the earths, such as lime, alumina, baryta, strontia, &c. Of the 
metals, the most refractory are iron and platinum, but both of these 
are fused by the oxyhydrogen blowpipe, ad well as by the galvanic 
current. 

1453. Alhys liquefy more easily than their constituents. — It is 
found that alloys composed of the mixture of two or more metals, in 
certain proportions, frequently liquefy at a muct lower temperature 
than either of their constituents. Thus a solder composed of 4 
parts of lead and 6 of tin fuses at 336°. An alloy composed of 8 
parts of bismuth, 5 of lead, and 3 of tin, liquefies at a temperature 
below that of boiling water; and an alloy composed of 496 bismuth, 
310 lead, 177 tin, and 26 mercury, fuses at 162°-5. If a thin strip 
of this alloy be dipped into water that is nearly boiling hot, it wiU 
melt like wax. 

1454. Some bodies in fusing pass through different degrees of 
fluidity. — Some bodies, like water, pass from the complete solid to 
the complete liquid state without passing through any intermediate 
degrees of aggregation; while others, like wax, tallow, and butter^ 
become soft at temperatures considerably below those at which they 
are liquefied ; and there are others, like glass and some of the metals, 
which never, at any temperature, attain absolute fluidity. 

1455. Singular effects manifested by sulphur. — Sulphur also 
presents some curious exceptional circumstances in its state of aggre- 
gation at different temperatures. If heat be gradually and slowly 
imparted to it, it will be fused, and become very fluid at 302°. If 
the supply of heat be continued, it will change its colour and become 
red and viscous and considerably less fluid. . At length, heat being 
further supplied, and its temperature being raised from 430° to 480°, 
it will become altogether red, opaque, and acquire the consistency of 
a thick paste. 

1456. Points of congelation lowered by the solution of fcyreign 
matter. « — The freezing points of liquids are generally lowered when 
solids are dissolved in them. Thus, when salt is dissolved in water, 
the freezing point of the solution is always below 32°, and its dis- ' 
tance below it depends on the quality and quantity of salt in solution. 

1457. Points of congelation of a/dd solutions. — The strong acids 
generally freeze at much lower temperatures than water ; and if they 
be mixed with water, the freezing point of the mixture will hold an 
intermediate position between those of water and the pure acid. The 
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freezing points of the acids themselves vary with their strength, but 
not according to any known or regular law. 

1458. Sudden change of volume accompanies congelation. — 
When a liquid passes into the solid state by the absorption of 
heat, a sudden and considerable change of dimensions is frequently 
observed. This change is sometimes an increase and sometimes a 
diminution, and in some cases no change takes place at all. When 
mercury is cooled to its freezing point, which is — 39®, it under- 
goes an instantaneous and considerable diminution of bulk as it 
passes into the solid state. An effect exactly the reverse takes place 
with water. When this liquid cools down to 32°, it passes into the 
solid state, and in doing so undergoes a considerable and irresistible 
expansion. So great is this expansion, and so powerful is the force 
with which it takes place, that large rocks are frequently burst when 
water collected in their crevices freezes. It is a common occurrence 
that glass bottles containing water, left in dressing-rooms in cold 
weather, in the absence of fire are broken when the water contained 
in them freezes, the expansion in freezing not being yielded to by any 
corresponding dilatation in the glass. An experiment was made at 
Florence on a brass globe of considerable strength, which was filled 
with water, and closed by a screw. The water was frozen within 
the globe, by exposure to a cold below 32*^, and in the process of 
freezing the water burst the globe. It was calculated that the force 
necessary to produce this effect amounted to about 28,000 lbs. 

1459. This eapansion in ike case of water not identical with that 
which takes place below the point of greatest density. — This sudden 
expansion of water in freezing is a phenomenon distinct from the 
expansion already noticed, which takes place as the temperature is 
lowered from 38^*8 to 32°. The latter expansion is gradual and 
regular, and accompanied by a gradual and regular decrease of tem- 
perature ; but, on the other hand, the expansion which takes place 
when water passes from the state of liquid to the state of ice is sud- 
den and even instantaneous, and is accompanied by no change of 
temperature, the solid ice having the temperature of 32°, and the 
liquid of which it is formed having had the same temperature just 
before congelation. 

1460. The qucmtity of expansion produced in congelation is the 
saTne for the same liquid, at whatever temperature congelation takes 
place, — When water is cooled below 32° without freezing, the ex- 
pansion which took place from 38°'8 to 32° is continued, and the 
liquid continues to dilate below 32° : when it is afterwards solidified 
by agitation, or by throwing in a crystal of ice, a sudden and consi- 
derable expansion takes place as already described, but this expansion 
is always less than would take place if it solidified at 32°, by the 

"quantity of expansion which it suffered in cooling from 32° to the 
temperature at which it was solidified. It is observed^ that the ex- 

8 * 
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pansion which water suffers in being solidified at 32^ amounts to - 
about one-seventh of its bulk. If it be solidified at a lower temper- 
ature^ it will suffer a less expansion than this ; but the expansion 
which it suffers in solidification under these circumstances, added to 
the expansion which it suffers in cooling from 32° downwards previous 
*o solidification, will always produce a total amount equal to the 
expansion which it would suffer in solidifying at 32°. Hence the 
total expansion which water undergoes, from the temperature of 
greatest density (38°-8) until it becomes solid, is always the same^ 
whatever be the temperature at which it passes from the liquid to 
the solid state. The same observations will be likewise applicable to 
other liquids similarly solidified. 

1461. Phosphorus and, oils in general contract in congealing, — - 
If a quantity of liquid phosphorus, at the temperature of 200°, be 
gradually cooled, it will be observed to suffer a regular contraction 
in its dimensions, according to the general laws observed in the cool- 
ing of bodies. When it is cooled to the temperature of about 100°, 
it passes into the solid state, and in doing so undergoes a sudden and 
considerable contraction. Oils generally undergo this sudden con- 
traction in the process of freezing. 

1462. Some bodies expand^ and some contract^ in congelation.'—^ 
It may be assumed as generally true, that bodies which crystallize 
in freezing undergo a sudden expansion, and that bodies that do not 
crystallize in freezing, for the most part suffer a sudden contraction. 
Sulphuric acid, however, is an example of a liquid which passes from 
the liquid to the solid state, and vice versd, without any discoverable 
expansion or contraction.. Most of the metals contract in passing 
from the liquid to the solid state, the exceptions being cast iron, bis- 
muth, and antimony, all of which undergo expansion in solidifying. 

1463. Whi/ coin is stamped, and not cast. — It is evident that a 
metal which contracts in solidifying cannot be made to take the exact 
shape of the mould. It is for this reason that money composed of 
silver, gold, or copper cannot be cast, but must be stamped. Cast 
iron, on the contrary, as it dilates in solidifying, takes the impression 
of a mould with great precision, as do also certain alloys used in the 
arts. 

1464. Contra^ction of m,ercury in cooling. — The most striking 
instance of sudden contraction in cooling is exhibited in the case of 
mercury. This was first observed in the case of a thermometer, 
which when exposed to a temperature about 40° below zero, was 
observed to fall suddenly through a considerable range of the scale, 
and in some cases the mercury was precipitated into the bulb. It 
was observed that the thermometer being exposed to a temperature 
lower than — 40°, the mercury gradually falls until it arrives at 
about — 38°, and that then a great and sudden'con traction takes 
place at the moment the metal is solidified. 
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This oontraction^ however, must not be understood as indicating 
any real fall of temperature, as is the case with all the previous and 
regular contractions which take place before the solidification of the 
metal. 

1465. Substances which so/ten he/ore fusion. — Substances which 
soften before they melt, and which pass by degrees from the solid to 
the liquid state, are mostiy of organic origin, and their point of 
fusion is below the temperature of boiling water. Some of these, 
which are of most general utility in the arts, are the following: 

Colophany begins to melt at 275^ 
Brown wax " " 110 

White wax " « 124 

Tallow " « 104 

Pitch « « 91 

1466. Wddahle metals, — The metals capable of being welded 
soften before they are fused ; and the heat at which they soften is 
called a welding heat The metals which most readily admit of 
being welded, are platinum and iron. At an incipient white heat 
(2372°) they become soft ; and, in this state, pieces of the metal 
may be intimately united when submitted to severe pressure, or 
when passed under the hammer. 

1467. Freezing mixtures, — It may be taken as a physical law of 
high generality, that a solid cannot pass into the liquid state without 
absorbing and rendering latent a certain quantity of heat. This heat 
may be, and often is supplied from some other body in contact with 
that which is liquefied. But if no such external supply of heat be 
present, and if, nevertheless, any physical agency cause the liquefao- 
tion to take place, the body thus liquefied will actually absorb its 
own sensible heat. While it is ^quefied, it will therefore fall in 
temperature to that extent which is necessary to supply its latent 
heat of fluidity at the expense of its sensible heat. 

To render this more clear, let us imagine a pound of ice at the 
temperature of 32° to be mixed with a pound of liquid having the 
temperature of — 110°, and let this liquid be supposed to have the 
property of dissolving the ice. When the liquefaction is completed, 
the temperature of the mixture will be — 110°. Now the liquid, 
which is here supposed to be the solvent, neither imparts heat to the 
ice nor abstracts heat from it. The ice therefore, now liquefied, con- 
tains exactly as much heat as it contained before liquefaction, and no 
more. But, to become liquid, it was necessary that 142°-65 of heat 
should be absorbed by it, and become latent in it. This 142°-65 has 
therefore been transferred from the sensible to the latent state in the 
ice itself. 

This principle has been applied extensively in scientific researches 
and in the arts for the production of artificial cold, the compounds 
thus made being called /rce^wi^ mixtures. 
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Id all freezing mixtures, two or more substances are combined, one 
or more of which are solid, and which have chemical properties in 
virtue of which, when intimately mixed together, they enter into 
combination, and, in combining, liquefy. The operation is so con< 
ducted, that no heat is supplied either by the vessel in which the 
liquefaction takes place, or from any other external sonrce. Such 
being the case, it follows that the heat absorbed in the liquefaction 
must be supplied by the substances themselves which compose the 
mixture, and which must therefore sulBer a depression of temperap 
ture proportional to the quantity of heat thus rendered latent. 

The cold produced will be increased by reducing the temperature 
of the substances composing the mixture before mixing them. Thus, 
let A and B be the substances mixed. Before being combined, let 
them be reduced to 32^ by immersing them in snow. Let them then 
be mixed, and let the latent heat of fusion be 32^. The mixture will 
fall to zero, since the 32^ of sensible heat will be absorbed. But if, 
at the moment of mixing them, their temperature had been 64°, then 
the temperature of the mixture would become 32°. 

The substances which may be used to produce freezing mixtures 
on this principle are very various. 

If equal weights of snow and common salt at 32° be mixed, they 
will liquefy, and the temperature will fall to — 9°. 

If 2 lbs. of muriate of lime and 1 lb. of snow be separately re* 
duced to — 9° in this liquid and then mixed, they will liquefy, and 
the temperature will fall to — 74°. 

If 4 lbs. of snow and 5 lbs. of sulphuric acid be reduced to — 74° 
in this last mixture, and then mixed, they will liquefy, and the tem- 
perature will fall to —90°. 

If a pound of snow be dissolved in about two quarts of alcohol at 
32°, the mixture will fall nearly to — 13°. If the same quantities 
of snow and alcohol, being reduced in this mixture to — 13°, be then 
mixed, the temperature of the mixture will be reduced to — 58°; 
and the same process being repeated with like quantities in this 
second mixture, a further reduction of temperature to — 98° may 
be produced ; and so on. 

1468. Apparatus for prodAicing artificial cold, — Freezing mix- 
tures are used for the artificial production of ice in hot climates. 
The most simple apparatus for this purpose is represented in^. 440., 
and is composed of a tin bucket A B c D, having a slightly conical form, 
in the bottom of which is a circular hole, a little less in diameter 
than the bottom. In this hole is soldered the mouth of another tin 
bucket, G E F H, also conical, but with its smaller end upwards. A 
space w is thus left between the two tin buckets, in which the water 
or other substance to be cooled is placed. 

The freezing mixture is placed in another vessel, I K L M,^. 441., 
similar in form to the bucket A b o D. This vessel i K L M ought to 
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be made of some non-conducting material. Common glazed earthen- 
ware would answer the purpose. When the freezing mixture is 
placed in it, the vessel A b c D is immersed in it, as represented in 
fig, 441. ; so that the cold liquid' is not only in contact with the ex- 
ternal surface of the tin bucket A B c D, but also with the inner 
surface of g e f h. The water w, or whatever other substance it is 
required to cool, is therefore quickly reduced in temperature. 





Fig. 441. 

If it be not convenient to provide a vessel such as I K L M in 
earthenware, a tin vessel thickly coated with woollen cloth, may be 
used. 

1469. Table of freezing mixtures. — There are a great variety of 
bodies which, by combination, serve for freezing mixtures. The fol- 
lowing table has been collected from the results of the researches 
of Walker and Lowitz. The substances are indicated by letters as 
follows : — 



Water W 

Snow, or ice I 

Sulphate of ammonia SA 

« soda SS 

Muriate of ammonia MA 

« soda MS 

« lime ML 

Carbonate of soda CS 



Nitrate of potash NP 

" ammonia NA 

Sulphuric acid SA 

Nitric acid NA 

Hydrochloric acid HA 

DUute d 

Crystallized « o 



The figures prefixed indicate the proportion by weight in which 
the ingredients are mixed. Thus 6ss + 4MA+2NP+4dNA signifies 
a mixture of 6 oz, of sulphate of soda, 4 oz. of muriate of ammonia, 
2 oz. of nitrate of potash, and 4 oz. of dilute nitric acid. 
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5 MA+5 NP+16 W. 

6 MA+5 NP+8 SS+ 

16 W 

INA+IW 

INA+ICS+IW., 

3SS+2dNA 

6 SS+4 MA+2 NP+ 

+4 dNA 

6SS+5NA-f4dNA.., 

9PS+4dNA 

9PS+6NA+4dNA.. 

8SS+5HA.... 

6SS+4dSA 

21+1 MS 

6I+2MS+1MA 

24 I+IO MS+6 MA+ 

6NP 



+60O 

+50O 
+60O 
+50° 
+60O 

+60° 
+50° 
+50° 
+50° 
+50° 
+50° 



+10° 

+4° 
+4° 
—7° 
-3° 

—10° 
—14° 
—12° 
—21° 
0° 
+3° 
—6° 

-rl2° 

—18° 



Cold 
pro- 
duced. 

40° 

40° 

4ep 

57° 
53° 

60° 
64° 
62° 
71° 
50° 
47° 



12 1+5 MS+5 NA 

'Tri+2dSA 

8 1+5 HA 

7 1+4 dNA 

4 1+5 ML. 

2I+3cML 

3I+4NP 

5 PS+3 NA+4 dNA.. 

3 1+2 dNA 

8 1+3 dSA+3 dNA... 

1 1+l dSA 

8 1+4 ML 

2 1+8 ML 

1 1+2 cML 

1 1+3 cML 

8I+10dSA 



+82° 

+32° 

+32° 

+32° 

+32° 

+82° 

0° 

0° 

—10° 

—20° 

+20° 

—15° 

0° 

—40° 



—25° 
—23° 
—27° 
—30° 
—40° 
—50° 
—51° 
—34° 



—66° 
—60° 
—48° 
—68° 
—66° 
—73° 
—91° 



Cold 
pto- 

daeed 



550 

59° 
62° 
72° 
82° 
88° 
34° 
46° 
46° 
40° 
68° 

^ 
66° 

83° 

23° 



1470. Extraordiriary degrees of artificial cold produced hy Thi" 
hrier and Mitchell. — Thilorier produced a powerful freezing mixture, 
by solidifying carbonic acid, and ntixing it with sulphuric acid or 
sulphuric ether. A temperature 120° below zero, and therefore 152° 
below the freezing point, was thus produced. 

Mitchell, repeating the experiment, produced a still more intense 
cold. He exposed alcohol of the specific gravity of 0*798 success- 
ively to the temperatures of — 130° and — 146°. He states that 
at the former temperature it had the consistency of oil, and at the 
latter resembled melting wax. ^ 

1471. Alcohol probably cotigedls at about 150°. — If these expe- 
riments can be relied on, it may be inferred that the freezing point of 
alcohol, so long and hitherto so vainly sought, is probably about 
— 150°, or 182° below the freezing point of water and 110° below 
that of mercury. 

1472. Precautions necessary in eaperiments with freezing mix- 
tures, — To insure success in experiments on extreme cold produced 
by freezing mixtures, the salts used must not have lo^ their water 
of crystallization, because in that case they quickly absorb water, and 
converting it into ice liberate caloric and obstruct the cooling. The 
salts and ice used should be pulverized so as to dissolve quickly. 
When extreme cold is required, the vessel containing the freezing 
mixture should be immersed in another vessel, containing also a 
freezing mixture, so as to retard the mixture under experiment from 
receiving heat from the vessel which contains it, and a sufficient 
quantity of the ingredients forming the freezing mixture should be 
used. 

1473. Greatest natural cold yet observed. — The greatest natural 
cold of whioh any record has been kept, was that observed by Pro- 
fessor Hansteen between Krasnojarsk and Nishme-TJdmiks in 55° N. 
lat., which he states amounted to —55° (Reaum. ?) = — 91°-75 P. 

At Jakutak, the mean temperature of December is — 44^° F. In 
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182By from Janaajry 1 to January 10, the mean temperaiore of tliat 
place was — 58°. 

In the expedition to China, in December 1839, the Russian army 
experienced for several successive days a temperature of — 41° -8 F. 

1474. PHndph of fiuoces. -^Examples of their application, — 
The same principle which explains the effect of freezing mixtures, is 
also applicable to the phenomena attending fluxes in metallurgy. 
Flwxes are certain bodies which, when mixed with others, cause 
them to fuse at lower temperatures than their proper point of fusion. 
It is by this means that certain metals and metallic ores are fused, 
when exposed to the operation of blast furnaces. In a certain sense, 
salt may be said to be a flux for ice ; but this term flux is usually 
limited in its application to bodies which are only fused at very 
elevated temperatures ; for example, in enamelling, and in the man- 
ufacture of glass and of the paste by which precious stones are imi- 
tated, silicious sand is employed in greater or less proportion, about 
one- third for enamel, and nearly tiiree-fourths for plate glass. Now 
silica is not fused at any heat attainable by common furnaces. M. 
Gaudin lately succeeded in its fusion, by means of the oxy-hydrogen 
blowpipe, and drew it into threads, as fine as the filaments of silk. 
When Combined, however, with proper fluxes, it fuses readily in the 
furnace. The fluxes used vary according to the purposes for which 
the silica is applied, but they consist generally of soda, potash, and 
lime, with the addition of lead for flint glass, and stannic acid for 
enamel. The compound which results from the mixture of these 
ingredients, by their exposure to intense heat, is reduced to a sort 
of pasty fusion, but can never be said to undergo positive liquefaction. 
Nevertiieless, the beautiful transparency of Bohemian glass, plate 
glass, flint glass, and the factitious diamonds, show that the consti- 
tuents must be combined in a very intimate manner. 

Fine earthenware and porcelain are also fabricated by means of 
fluxes ; for although fusion is not actually produced, nor is there the 
same intimate combination of the constituents as takes place in vitri- 
faction, still there is a partial combination, and an incipient fusion. 
The fluxes in this case consist also of soda, potash, lime, and some- 
times magnesia, the soda and potash however being used in their 
combined form of feldspar. 

1475. Infusible bodies. — Infusible bodies may be resolved into 
two classes, those which are refractory, and which alone can be 
properly said to be fusible, and those whose fusion is prevented by 
their previous chemical decoivposition or composition. Before the 
invention of the oxy-hydrogen blowpipe, and other scientific expe- 
dients for the production of intense heat, the number of refractory 
substances was much more considerable than it is at present. Scarcely 
any body can be said to be absolutely infusible except charcoal, which 
under aJI its forms of pure carbon, anthracite, graphite; and diamond, 
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has resisted fusion at lihe highest temperature which has yet been 
produced. 

The term refractory, however, is still applied to those classes of 
substances which resist fusion by ordinary furnaces. 

When certain compound bodies are exposed to an intense heat; 
they are resolved into their constituents before they attain the point 
of fusion ; and in other cases simple bodies enter into chemical com- 
bination with others which surround them, or are in contact with 
them before the fusion takes place. 

The fusion, however, may in some cases of both of these classes 
of bodies be effected by confining them in some envelope which will 
resist the separation of their constituents if they be compound, or 
exclude them from the contact with bodies with which they might 
combine if they be simple. 

1476. Marble may he fused. — If marble be exposed under ordi- 
nary circumstances to an intense heat, it will be resolved into its 
constituents, lime and carbonic acid ; but if it be confined in a strong 
gun-barrel, for example, it may be fused. 

1477. Organic bodies are decomposed before fusion, — Almost 
all organic solids, except the resins and the fats, are infusible before 
they are decomposed; we cannot melt a piece of wood, a leaf, a 
flower, or a fruit; but after having evaporated their liquid consti- 
tuents, and dried them, the influence of heat causes their constituents 
to enter into combiuation, and produces new substances, which are 
generally volatile, and which have nothing in common with the 
original substances. 

1478. Water separated from, matter held in solution hy congeZa- 
tion, — When water holding any body in solution has its temperature 
sufficiently lowered, its congelation takes place in one or other of 
three ways : first, the water may congeal independently of the body 
which it holds in solution ; secondly, the body which it holds in 
solution may congeal, leaving the water still liquid; thirdly, the 
water and the body it holds in solution may congeal together. 

The congelation of the water independent of the substance it holds 
in solution is presented in the case of the very weak solutions. In 
this case, the point of congelation is always below the freezing point. 
Thus, if water hold in solution a small quantity of alcohol, acid, 
alkali, or salt, it will be necessary to reduce the whole to the freezing 
point to produce its congelation ; but when ice has been formed upon 
it, this ice will consist of pure water, without the mixture of any 
proportion of the substances which the water held in solution. Thus, 
sea-water freezes at 27^°, being 4^° below the freezing point of pure 
water ; and if the ice produced upon it be withdrawn and melted, it 
will produce pure water. In the same manner, if weak wine be 
frozen, the ice formed upon it will be the ice of pure water, and the 
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wine wBich still remains liquid will be proportionally stronger. This 
method is sometimes practised to give increased strength to wine. 

1479. Saturated solutions partially decomposed hy cooling, ^^ 
Water is generally capable of holding in solution only a certain 
quantity of any solid substance, and when all the substance has been 
dissolved in it which it is capable of taking, the solution is called a 
saturated solution. Now, it is found* that the quantity of solid matter 
of any kind which water is capable of holding in solution, increases 
with the temperature. Thus, water at 212° will hold more of any. 
given salt in solution, than would water at 50°. Let us suppose, 
then, that a saturated solution of any salt is made at 200°. If this 
solution be allowed to cool, a part of the salt which it contains must 
return to the solid state, since at lower temperatures it cannot hold 
in solution the same quantity ] and in proportion as the temperature 
of the solution falls, the quantity of solid matter which will be 
formed in it will increase. In this case, the cooling accomplishes a 
partial decomposition of the solution. If the cooling be accom- 
plished suddenly, the salt is precipitated tumultuously and in a con- 
fused mass, without form or cohesion ; but if the solution is allowed 
to cool slowly and without agitation, the molecules of the salt collect 
into regular crystals. 

Even after the temperature of the solution has ceased to fall, the 
decomposition and crystallization will continue, if the vessel contain- 
ing the solution be in a position favourable to superficial evaporation. 
The water which evaporates from the surface taking with it none of 
the salt, all that portion of salt with which it was combined will 
receive the solid form, and will collect into crystals ; and this process 
may be continued until, by superficial evaporation, all the water shall 
have disappeared, and nothing be left in the vessel except a col- 
lection of crystals of salt. 

1480. Anomalous case of anhydrous sulphate of soda. — The 
solution of anhydrous sulphate of soda presents some remarkable 
exceptional phenomena. At the temperature of 91° -4 it has a 
maximum of saturation, that is to say, above this point the proper* 
tion of salt which it contains diminishes instead of increasing as the 
temperature is raised. However, at the boiling point, it contains 
much more salt than at the common temperature. If the solution 
be boiled in a large tube, and when it is well purged of air the tube 
be closed at the top, so as to exclude the atmosphere, the cooling 
will take place without any solidification ; but when the top of the 
tube is broken so as to admit the air, the salt is suddenly congealed 
in a mass, with so great a disengagement of heat, that the tube be- 
comes warm to the touch. 

1481. Case in which the matter held in solution congeals with the 
water, — In some cases the water and the salt which it holds in solu- 
tion are solidified together. This happens when the salts contain 

n. 9 
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their water of crystallization. The phenomena are produced in the 
same manner as in the case just described, with this difference, that 
the molecules of salt in collecting carry with them the molecules of 
the water of crystallization, which pass also to the solid state, taking 
the place which belongs to that in the crystals. Neyertheless, the 
solidification of the water disengaging in general much more latent 
heat than the solidification of fiie salt, the crystals undergo a less 
rapid increase, whether formed by mere cooling, or by evaporation of 
a part of the dissolving mass. 

1482. Dutch tears, — When bodies liquefied by heat 
are suddenly cooled, some remarkable and exceptional 
phenomena are often produced. Thus, if large drops 
of glass in a state of fusion be let fdl into a vessel of 
cold, water, the solidification of their superficial parts is 
immediate; that of their interior is much more slow. 
There results from this a sort of forced and unnatural 
arrangement of the molecules of the drop, which explain 
the singular phenomenon produced by Dutch Tears, so 
called from the form they assume, as represented in fig, 
442. If the extremity of the tail of one of these be 
broken, in an instant the entire mass cracks, and is 
Fig. 442. j^u^^^ to powder. This arises from the fact that, the 
glass not being cooled slowly and gradually, the molecules in solidi- 
fying have not had time to assume their natural position, and, being 
in a forced position, on the least disturbance separate. 

1483. Use of annealing in gla^s manufacture and pottery, — ^To 
prevent this, articles manufactured of glass are submitted to the 
process called annealing after their fabrication, — a process in which, 
being again raised to a certain temperature, they are allowed to 
cool very slowly. Pottery in general is submitted to the same 



1484. Tempering steel. — The temper of steel is a quality analo- 
gous to this. Being heated almost to the point of fusion, and being 
plunged in water, it becomes as brittle as glass. In this stfite, it is 
said to have the highest temper. If it is tempered only at a cherry 
red, it is less hard and less brittle. This is what is called the ordi- 
nary temper. In short, it may be annealed in an infinite variety 
of degrees over a fire of small charcoal, according to the temper 
which it is desired to impart to it. The oxidation which it sufiiers 
at the surface indicates by the colour which it gives to it the degree 
of annealing which it has received: thus it sometimes acquires a 
blue colour and sometimes a straw colour, the latter colour indicating 
a harder and less elastic quality. 
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CHAP. VIII 
VAPORIZATION AND CONDENSATION. 

1485. Evaporation of liquids in free air, — If a liquid be exposed 
in an open vessel, it will be gradually converted into vapour, which 
mixing with the atmosphere will be dissipated, and after a certain 
time the liquid will disappear. This phenomenon, called evaporation, 
was formerly explained by the supposition that the air had a certain 
affinity for the liquid in virtue of which the air dissolved it, just as 
water dissolves sugar or salt. 

A conclusive proof of the felsehood of this hypothesis was pre- 
sented by the fact, that the vaporization of the liquid takes place in 
a vacuum, and that the presence of air not only does not cause Inore 
of the liquid to be evaporated than would have been evaporated in 
its absence, but actually retards and obstructs the evaporation. 

1486. Ajoparatus for observing the jproperties of va- 
A^ pour, — To be enabled to examine and observe with 
r j clearness and precision the mechanical properties of the 
\^ vapour of any liquid, it is necessary to provide means by 
which such vapour can be separated from all other gases 
and vapours, since, being mixed with these, its properties 
would be modified, so that it would be difficult to deter- 
mine what effects are due to the vapour, and what to the 
gases with which it is combined. 

This object has been attained by apparatus, the prin- 
ciple of which we shall now explain. 

Let AByfg. 443., be a glass bulb and tube, the bore 
of the tube being ,very small compared with the capa- 
city of the bulb. Let the tube be widened into a sort 
of bell-shaped mouth at the end B, and let a gradu- 
ated scale be engraved upon it, the zero being near the 
bulb. 

Let the tube, held with the open end b upwards, be 
yV filled with pure mercury well purged of air, as described 
B in (714) et seq. Placing the finger on B to prevent the 
p. ^3 escape of the mercury or the entrance of air, let the tube 
be inverted, and the end B immersed in a trough of mer- 
cury, as represented in Jig. 444. If it be immersed to such a depth 
that the height of the top of the bulb A above the level L L'of the 
mercury in the trough is less than the height of the barometrio 
column, the mercury will not fall from the bulb, being sustained 
there by the atmospheric pressure. 
But if the bulb be raised to a greater height a' above l l', the 
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column of mercury will not rise with it, 
but will stand at the height of the baro- 
metric column. 

Let the bulb be raised to such a 
height a', that the zero of the scale en- 
graved on the tube shall be at a height 
above l l' equal to the barometric col- 
umn. In that case the level of the col- 
umn of mercury in the tube will coincide 
with the zero of the scale, and the space 
in the bulb and tube above this level 
will be a vacuum. Let this space be 
, s a'; and let s M represent the column 
^ of mercury which corresponds in height 
with the barometer. 

Let D, fig. 445., be a small iron 
cylinder containing mercury, above which 
is a piston by which it can be pressed 
downwards. This piston is urged by a 
screw, so as to be capable of being 
moved with accuracy through any pro- 
posed space, however small. Attached 
to the jbottom of the cylinder c d is a 
very fine tube d p, bent into a rectan- 
Fig. 444. gular form so as to present its mouth 

upwards. This capillary tube is filled with the liquid, the vapour 
of which it is desired to submit to observation. By means of the 
screw acting on the piston, any proposed quan- 
tity of this liquid can be expelled from the 
mouth p of the tube. 

This instrument being immersed in the trough 
L l', fi^. 444., and the mouth of the tube P 
being directed into the bell-shaped end of the 
tube b', a certain small quantity of the liquid 
is expelled by means of the screw, and issues 
from p. It rises by its relative levity through 
the mercury, and arrives at the top s of the col- 
umn. There it instantly dtsajopearSj and at the 
same time the mercury falls to a lower level. 
1487. Vapour of a liquid an elastic, tran^arent, and invisible 
fimid like air, — ^The cause of this will be easily understood. The 
minute drop of liquid which rises to the surface is converted into 
vapour on arriving there, and is diffused in that state throughout 
the entire capacity of the tube and bulb. It is transparent and 
invisible like air ) and therefore, notwithstanding its pressure, the 
bulb and tube appear to be empty, as they would if they were filled 
with air. 




Fijf. 445. 
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1488. Biow its pressure is vndiccUed and measured.^-Hxit tliifl 
vapour being, like air, an elastic fluid, exercises a certain pressure 
upon the mercurial column s M, which pressure is manifested and 
measured by the fall of that column. The summit, which before 
stood at the zero of the scale, now stands at a lower point, and the 
Dumber of the scale indicating its position, expresses the pressure 
of the vapour in inches of mercury. Thus, if the summit s of the 
column stand at half an inch below zero, the pressure of the vapour 
in the bulb is such as would support a column of mercury half an 
inch in height. 

Now let us suppose another small drop of the liquid to be injected 
by the apparatus Jig, 444. Like effects will ensue, and the summit 
8 of the column will fall still lower, showing that the pressure of the 
vapour is augmented. 

1489. When a space is saturated with vapour, — By repeating 
this process, it will be found, that when a certain quantity of the 
liquid has been injected, no more vapour will be produced, and the 
liquid will float on the summit s of the mercurisd column without 
being vaporized. The summit of the column will not be farther 



It appears, therefore, that the space in the bulb and tube is then 
saturated with vapour. It has received all that it is capable of con- 
taining. ' That this is the case wOl be rendered manifest by elevating 
the tube. The summit s of the column still maintaining its height 
above l l', a greater space will be obtained above s, and it will be 
accordingly found, that a porUon of the liquid which previously 
floated on s will be vaporized, and if the tube be still more elevated, 
the whole will disappear. 

Since during this process the height s M of the mercurial column 
in the tube remains unaltered, it follows that the pressure of the 
vapour remains the same. 

By comparing the volume of the liquid ejected from P, Jig. 446., 
with the volume of the tube and bulb filled by the vapour into which 
it is converted, the density of the vapour, or, what is the same, the 
column of vapour into which one unit of volume of the liquid is 
converted, may be ascertained. 

There are, however, other circumstances connected with this pro- 
cess, which are not rendered apparent, and which it is important to 
observe and comprehend. 

When the liquid rises to the surface of the mercurial column and 
expands into vapour, it absorbs a certain quantity of heat which be- 
comes latent in it. This heat must be supplied by the tube, the 
bulb, and the mercury ; and as the temperature of these does not 
permanently fall, this heat is replaced, and their temperature restored 
by the surrounding air. The quantity of heat absorbed in the eva- 
poration of the liquid will be presently shown. Meanwhile it must 

9* 
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be observed^ tbat tbe supply of tbe latent heat is essential to the 
evaporation of tbe liquid. If the mercury on which the liquid floats, 
and tbe glass by which it is enclosed, were absolute non-conductors, 
and could impart no heat whatever to the liquid, then the evapora- 
tion could not take place. 

It appears from what has been explained, tbat when the space 
above the mercury has been charged with a certain quantity of liquid 
in the state of vapour, or, what is the same, when the vapour it con- 
tains has attained a certain density, all further evaporation ceases ; 
and any liquid which may be injected will remain in the liquid state, 
floating on the mercury. So long as the temperature of the sur- 
rounding medium, and consequently that of the bulb and its con- 
tents, retnain unaltered, and so long as any liquid remains floating 
on the mercury, the pressure and the density of the vapour in the 
bulb will be unaltered. If the bulb be raised, so as to give more 
space for the vapour, a proportionally increased quantity of the liquid 
will be vaporized } and if by depressing the tube the volume of the 
vapour be diminished, a corresponding part of it will return to the 
liqmd state. In the one case, heat will be absorbed by the liquid 
evaporated 3 and in the other, heat will be developed by the vapour 
condensed. This heat is borrowed from the surrounding atmosphere 

• in the one case, and imparted to it in the other ; since, otherwise, 
the bulb and its contents must undergo a change of temperature, con- 
trary to what was supposed. 

1490. Quantity of vapcmr in saturated space depends on temper- . 
ature, — ^But let us now consider what will be the effect of raising or 
lowering the temperature of the bulb and its contents. The bulb 
being charged with vapour, and a stratum of unevaporated liquid 
floating on the mercury, let the temperature of the medium surround- 
ing the bulb be raised through any proposed number of degrees of 
the thermometric scale. This will be immediately followed by the 

• evaporation of a part of the liquid floating on the mercury, and a 
depression of the column. An increased volume of vapour is there- 
fore now contained in the bulb and tube ', but if this increase of 
volume be compared with the increased quantity of liquid evapo- 
rated, it will be found to be less in proportion; and it consequently 

■ follows, that the density of the vapour is augmented ', and since the 
' column of mercury has been more depressed, and since this deprea- 

eion measures the pressure of the vapour, it follows that this pressure 

has been also augmented. 

1491. delation between pressurey temperature^ and density/, — Thus 
it appears that the pressure and density of the vapour produced from 
the liquid floating on the mercury are augmented as the temperature 
of the liquid is augmented, and consequently diminished as that 
temperature is diminished. 

In short; a certain relation subsists between the temperatore, 
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pressure, and density, such that when any one of these are known^ 
the other two can always be found. If this general relation were 
known, and could be expressed by an arithmetical formula, the 
pressure and density of the vapour corresponding to any proposed 
temperature, or the temperature corresponding to any proposed 
density or pressure, could always be ascertained by calculation. But 
the theory of heat has not supplied the means of determining this 
relation by any general principles ; and, consequently, the pressures 
and densities of the vapour of liquids at various temperatures have 
been determined only by experiment and observation. 

1492. Pressure J temperature, and densttr/ of the vapour of water. 
— DiflPerent liquids at the same temperature produce vapours having 
different densities and pressures. But of all liquids, that of which 
the vaporization is of the greatest physical importance, and conse- 
quently that which has been the subject of the most extensive system 
of observations, is water. 

If water be introduced above the mercurial column in the apparatus 
above described, and be exposed successively to various temperatures, 
the pressures and densities of the vapour it produces can be observed 
and ascertained. 

It is thus found that, in all cases, water passing into the vaporous 
state undergoes an enormous enlargement of volume, and that this 
enlargement increases as the temperature at which the evaporation 
takes place is diminished. Thus, if the temperature be 212°, a 
cubic inch of water swells into 1696 cubic inches; and if the temper- 
ature be 77°, it swells into 23090 cubic inches of vapour. 

1493. Vapour produced from water at all temperatures, however 
hw. — There is no temperature, however low, at which water will not 
evaporate. If the bulb and tube be exposed to the temperature of 
32°, the mercurial column in the tube will be lower than the baro- 
metric column by two-tenths of an inch, a small, but still observable 
quantity ; and even if the temperature be reduced still lower, so that 
the liquid floating on the mercury shall become solid ice, there will 
still be a vapour in the bulb, of appreciable pressure and density. 
Thus, a piece of ice at the temperature of — 4° (that is, 36° below 
the freezing point) produces a vapour whose pressure is represented 
by a column of mercury of a twentieth of an inch. 

The relation between the temperature, pressure, and density of the 
vapour of water, from the lowest temperatures and pressures to tem- 
peratures corresponding to a pressure twenty-four times greater than 
that of the atmosphere, Jias been ascertained by direct observation ; 
and by the comparison of these observations, an empirical formula 
has been found, which expresses the general relation of the tempera- 
ture and pressure with such precision, within the range of the tem- 
peratures and pressures observed, that it may be applied without 
• risk of any important error to the computation of the pressures. 
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temperatures, and densities, through a certain range of the scale, 
beyond the limits to which observation and experiment have extended. 
In this way, the temperatures and densities of the vapour, corres- 
ponding to all pressures up to fifty times the pressure of the atmo- 
sphere, have been computed and tabulated. 

1494. Mechanicai force developed in evaporation, — ^When a liquid 
expands into vapour, it exerts a certain mechanical force, the amount 
of which depends on the pressure of the vapour, and the increased 
volume which the liquid undergoes in evaporation. Thus, if a cubic 
inch of a liquid swells by evaporation into 2000 cubic inches of 
vapour having a pressure of 10 lbs. per square inch, it is easy to 
show that a mechanical force is developed in such evaporation which 
is equivalent to 20,000 lbs. raised through one inch. For, if we 
imagine a cubic inch of the liquid confined in a tube, the bore of 
which measures a square inch, it will, when evaporated, fill 2000 
inches of such tube, and in swelling into that volume will exert a 
pressure of 10 lbs., so that it would in fact raise a weight of 10 lbs. 
through that height. Now 10 lbs. raised through the height of 2000 
inches, is equivalent to 20,000 lbs. raised through the height of one 
inch. 

Since, however, it is customary to express the mechanical effect 
by the number of pounds raised through one foot, the mechanical 
effect produced in the evaporation of each cubic inch of a liquid will 
be found by multiplying the number which expresses the volume of 
vapour produced by the unit of volume of the liquid by the number 
expressing the pressure of the vapour in pounds per square inch, and 
dividing the product by 12. 

In the following tables, the relation between the temperature, 
pressure, density, volume, and mechanical effect of the vapour of 
water are given as determined by observation so &r as the pressure 
of twenty-four atmospheres, and by analogy from that to the pressure 
of fifty atmospheres. 

Table I. 

Shotoing the Fresmrey Volume, and Dermty of the Vapour of Water 
produced at the Temperatures expressed in the first Columny as 
wetl as the mechanical Effect developed in the Arocess of Evapo- 
ration. 



Temperature, 
Fahrenheit 


Preuure. 


Volume of 

Vapour contain- 

fnr Unit of 

Volume of 

Water. 


Denaity of Vapour 
(Deuiity oir 
Water = 1). 


Mechanical 
Effect in Lb«. 
raiaed 1 Foot. 


Inches of 
Mercury. 


Pound* per 
Square Inch. 


-4° 
5 
14 
23 
32 
33-8 
86-6 


0-062 
0-074 
0104 
0-144 
0-199 
0-212 
0-226 


0-03 
004 
0-05 
0-07 
0-10 
0-10 
0-11 


650688 
470898 
342984 
251368 
182323 
174495 
164332 


0-00000164 
212 
292 
898 
640 
673 
609 


1395 
1423 
1461 
1480 
1483 
. 1614 
151» 
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Temperature, 


Preuure. 


Volume of 

Vapour contain- 

inr Unit nt 


Density of Vapour 
(Denaity of 
Water = 1). 


Effect in Lbs. 
raised 1 Foot. 


Fahrenheit. 


Inches of 


Pouada per 


Volume of 




Mercury. 


Square Inch. 


Water. 






37-40 


0-241 


0-12 


154842 


0-00000646 


1525 


39-2 


0-257 


0-18 


145886 


686 


1531 


41 


0-274 


013 


137488 


727 


1536 


42-8 


0-291 


0-14 


129587 


772 


1542 


44-6 


0-310 


016 


122241 


818 


1549 


46-4 


0-330 


0-16 


115305 


867 


1556 


48-2 


0-351 


0-17 


108790 


919 


1569 


60 


0-373 


0-18 


102670 


974 


1565 


61-8 


0-397 


0-19 


99-202 


0-00001032 


1570 


68-6 


0-422 


0-21 


91564 


1097 


1677 


W-4 


0-448 


0-22 


8&126 


1157 


1582 


67-2 


0-476 


0-23 


81686 


1224 


1588 


69 


0-505 


0-25 


77008 


1299 


1590 


60-8 


0-637 


0-26 


72913 


1372 


1598 


62-6 


0-670 


0-28 


68923 


1451 


1604 


64-4 


0-604 


0-30 


66201 ' 


1534 


1610 


66-2 


0-641 ' 


0-31 


61654 


1622 


1615 


68 


0-682 


0-33 


58224 


1718 


1621 


69-8 


0-721 


0-36 


55206 


1811 


1626 


71-6 


0-764 


0-37 


52260 


1914 


1632 


73-4 


0-810 


0-40 


49487 


2021 


1638 


76-2 


0-858 


0-42 


46877 


2133 


1644 


77 


0-909 


0-45 


44411 


2252 


1649 


78-8 


0-963 


0-47 


42084 


2376 


1655 


80-6 


1019 


0-50 


39895 


2507 


1661 


82-4 


1-078 


0-53 


37838 


2643 * 


1667 


84-2 


1-143 


0-56 


35796 


2794 


1672 


86 


1-206 


0-59 


34041 


2938 


1678 


87-8 


1276 


0-63 


32291 


3097 


1684 


89-6 


1-849 


0-66 


30650 


3263 


1689 


91-4 


1-426 


0-70 


29112 


3435 


1694 


93-2 


1-506 


. 0-74 


27636 


3619 


1700 


95 


1-591 


0-74 


26253 


3809 


1706 


96-8 


1-683 


0-82 


24897 


4017 


1712 


98-6 


1-773 


0-87 


23704 


4219 


1717 


100-4 


1-873 


0-92 


22513 


4442 


1722 


102-2 


1-974 


0-97 


21429 


4666 


1728 


104 


2-087 


1-02 


20343 


4916 


1734 


105-8 


ai96 


108 


19396 


6166 


1740 


107-6 


2-315 


1-13 


18469 


6418 


1746 


109-4 


2-430 


1-20 


17572 


6691 


1751 , 


111-2 


2-584 


1-27 


16805 


6023 


1774 


113 


2-707 


1-33 


15938 


6274 


K62 


114-8 


2-850 


1-40 


15185 


6585 


1768 


116-6 


8000 


1-47 


14472 


6910 


1774 


118-4 


3-158 


1-56 


13809 


7242 


1781 


120-2 


3-322 


1-63 


13154 


7602 


1785 


122 


3-494 


1-71 


12546 


7970 


1791 


123-8 


3-673 


1-80 


11971 


8354 


1796 


125-6 


8-861 


1-89 


11424 


8753 


1802 


127-4 


4-058 


1-99 


10901 


9174 


1807 


129-2 


4-268 


2-09 


10410 


9606 


1813 


131 


4-477 


2-19 


9946 


0-00010054 


1819 


132-8 


4-700 


2-30 


9501 


10525 


1824 


134-6 


4-934 


2-42 


9082 


11011 


1830 


136-4 


6-177 


2-54 


8680 


11523 


1836 


138-2 


5-431 


2-66 


8303 


12044 


1842 


140 


6-696 


2-79 


7937 


12590 


1847 


141-8 


6-973 


2-93 


7594 


13179 


1853 


143-6 


6-258 


3-07 


7267 


13760 


1858 


145-4 


6-558 


3-21 


6057 


14374 


1864 


147-2 


6-869 


3-37 


6662 


15010 


1869 


149 


7193 


8-53 


6382 


15668 


1876 


160-8 


7-530 


3-69 


6114 


16866 


1881 


152-6 


7-881 


3-86 


5860 


17060 


1887 


154-4 


8-246 


4-04 


5619 


17797 


1893 - 


156-2 


8-624 


4-23 


5386 


18506 


1898 


158 


9-019 


4-42 


1 51G7 


19355 


1904 
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Trnperatare, 


Pressure. 


Volunae of 

Vapoor contain- 

inc Unit of 

Volume of 


Density at Vapour 


Mechanical 






^r^Ul 


Effect in Lba 


Fahrenheit. 


Inches of 


Pounds per 


Xiim«l ill MsVmm 

raised 1 Foot. 




Mercury. 


Square Inch. 


Water. 






169-80 


9-427 


4-62 


4957 


0*00020174 


1909 


161-6 


9-862 


4-88 


4769 


21013 


1915 


163-4 


10-293 


6-05 


4669 


21889 


1921 


165-2 


10-749 


6-27 


4387 


22794 


1926 


167 


11-223 


5-60 


4204 


23789 


1928 


168-8 


11-715 


6-74 


4048 


24702 


1937 


170-6 


12-224 


6-99 


3891 


25609 


1943 


172-4 


12-752 


6-25 


3741 


26739 


1949 


174-2 


13-298 


6-62 


3599 


27789 


1955 


176 


13-862 


6-80 


3462 


28889 


1963 


177-8 


14-449 


7-08 


3331 


30025 


1966 


170-6 


16056 


7-38 


8206 


31195 


1972 


181-4 


16-680 


7-60 


3087 


82399 


1977 


183-2 


16-328 


8-00 


2973 


33637 


1983 


185 


16-996 


8-38 


2864 


34916 


1989 


186-8 


17-688 


8-67 


2760 


36237 


1994 


188*6 


18-401 


9-02 


2660 


87590 


2000 


190-4 


19-138 


9-38 


2565 


38984 


2006 


192-2 


19-897 


9-76 


2474 


40417 


2011 


194 


20-680 


10-14 


2387 


41891 


2017 


196-8 


21-488 


10-53 


2304 


43405 


2023 


197-6 


22-321 


10-94 


2224 


44956 


2028 


199-4 


23-179 


11-36 


2148 


46656 


2034 


201-2 


24-062 


11-80 


2075 


48201 


2040 


203 


24-971 


12-24 


2005 


49886 - 


2046 


204-8 


25-908 


12-70 


1938 


61613 


2051 


206-6 


26-874 


13-17 


1873 


63388 


2066 


208-4 


27-860 


13-66 


1812 


66191 


2062 


210-2- 


28-877 


14-16 


1751 


67055 


2066 


212 


29-921 


14-67 


1696 


68955 


2073 



Table IL 

Showing the TempermiurCj YohimCj and Density of Vapour of 
Watery corresponding to Pressures of from 1 to 60 Atmospheres, 

From 1 to2^ Atmospheres^ obtained hy Ohservatiovu 
" 24 to 60 " " Analogy. 







Volume of 




1 




Volume of 




Pressure, 
Atmo- 
spheres. 


Tempe- 
rature, 
Fahrenheit. 


Vapour 

Unit of 

Volume of 

Water. 


Density of 
Vapour 




Tempo. 

rature, 

Fahrenheit. 


Vapour 
produced by 

Unit of 
Volume of 

Water. 


Density of 

Vapour 


' 1 


212 


1696 


0-0006895 


13 


380-66 


163-74 


0-006107 


1\ 


233-96 


1167-8 


8563 


14 


386-96 


153-10 


6527 


2 


250-82 


89709 


0-0011147 


16 


392-90 


14^-00 


6944 


2i 


263-84 


731-39 


13673 


16 


398-48 


135-90 


7350 


3 


275-18 


619-19 


16150 


17 


403-88 


128-71 


7769 


Si 


28608 


637-96 


18589 


18 


408-92 


122-28 


8178 


4 


293-72 


476-26 


20997 


19 


413'78 


116-61 


8683 


4i 


300-38 


42718 


23410 


20 


418-46 


111-28 


8986 


6 


307-68 


388-16 


25763 


21 


422-06 


106-63 


9387 


H 


314-24 


355-99 


28091 


22 


427-28 


102-19 


9786 


6 


320-36 


328-93 


30402 


23 


431-42 


98-21 


0-010182 


6* 


326-30 


305-98 


32683 


24 


435-56 


94-56 


10576 


7 


831-70 


286-12 


34911 


26 


439-34 


9117 


10968 


74 


836-92 


268-82 


87217 


SO 


457-16 


77-50 


12903 


8 


341-78 


253-69 


39434 


35 


472-64 


68-20 


14663 


9 


360-78 


227-98 


43865 


40 


486-50 


60-08 


16644 


10 


358-88 


207-36 


48226 


45^ 


499-10 


64-06 


18497 


11 


366-80 


190-27 


62657 


60^ 


610-62 


49-31 


20306 


12 


37400 


176-96 


66884 
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1495. Yapcmr separated from a liquid may he dilated by heai 
like any gaseotts body. — In these tables the Taponr is considered as 
being in the state of the greatest density which is compatible with 
its temperature. It must be remembered that vapour separated from 
the liquid may, by receiving heat from any external source, be raised 
like so much air, or other gaseous fluid, to any temperature whatever, 
and that the elevation of its temperature under such circumstances 
is attended with the same effects as atmospheric air. If it be so 
confined as to be incapable of expansion, its pressure will be aug- 
mented a ^ij^th part by each degree of temperature it receives ; and 
if it be capaole of expanding under an uniform pressure^ then its 
volume will be augmented in the same ratio. 

1496. Peculiar properties of superheated vapour. — ^Vapour which 
receives a supply of heat after it has been separated from the liquid; 
and which may therefore be denominated superheated vapour^ has 
some important properties which distinguish it from the vapour which 
proceeds directly from the liquid. 

The vapour which proceeds directly from a liquid by the process 
of evaporation, contains no more heat than is essential to its mainte- 
nance in the vaporous form. If it lose any portion of this heat, a 
part of it will become liquid ; and the more it loses the more will 
return to the liquid state, until, being deprived of all the heat which 
it had received in die process of evaporation, the whole of the vapour 
will become liquid. 

But, in the case of superheated vapour, the effects are different. 
Such vapour may lose a part of its heat and still continue to be 
vapour. In fact, no part of it can be reduced to the liquid state until 
it lose all the heat which had been imparted to it after evaporation. 

1497. Vapour cannot he reduced to the liquid state hy mere com- 
pression. — ^It is sometimes affirmed that vapour may, by mere me- 
chanical compression, be reduced to the liquid state. This is an 
error. It is true neither in relation to vapour raised directly from 
liquids, nor of superheated vapour. 

1498. Vapour which has the greatest density due to its tempera- 
ture under any given pressure^ will have the greatest density at all 
other pressures, provided it do not gain or lose heat while the pressure 
is changed. — If vapour raised directly from a liquid, at any proposed 
pressure, be, after separation from the liquid, either compressed into 
a diminished volume or allowed to expand into an increased volume, 
its temperature will be raised in the one case and lowered in the 
other; and, at the same time, its pressure will be augmented by the 
diminution and diminished by the augmentation of volume. It will 
be found, however, tha.t the temperature, pressure, and volume will 
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in every case be exactly those which the vapour would have had 
if it had been directly raised from the liquid at that temperature and 
pressure. 

Thus, the vapour raised from water at the temperature of 68° has 
a volame 58224 times greater than the water that produced it (see 
Table I. p. 104.). Now let this vapour, being separated from the 
water, be compressed until it be reduced to a volume which is only 
1696 times that of the water which produced it, and its temperature 
will rise to 212^, exactly that which it would have had if it had been 
directly raised from the water under the increased pressure to which 
it has been subjected. 

In the same manner, whatever other pressure the vapour may be 
submitted to, it will still, after compression, 'continue to be vapour, 
and will be identical in temperature and volume with tha vapour 
which would be raised from the same liquid directly if evaporated 
under the increased pressure. 

1499. Compression facilitates the abstraction of heat hy raising, 
the temperature, and thus facilitates condensation. — Although mere 
compression cannot reduce any part of a volume of vapour to the 
liquid state, it will facilitate such a change by raising the tempera- 
ture of the vapour without augmenting the quantity of heat it eon- 
tains, and thereby rendering it possible to abstract heat from it. 
Thus, for example, if a volume of vapour at the temperature of 32^ 
be given, it may be difficult to convert any portion of it into a liquid, 
because heat cannot be easily abstracted from that which has already 
a temperature so low. But if this vapour, by compression, and with- 
out receiving any accession of heat, be raised to the temperature of 
212°, it can easily be deprived of a part of its heat by placing it in 
contact with any conducting body at a lower temperature ; and the 
moment it loses any part of its heat, however small, a portion of it 
will be reduced to the liquid state. 

1500. Permanent gases are superheated vapours. — It may be con- 
sidered as certain, that all that class of bodies which are denominated 
permanent gases are the superheated vapours of bodies which, under 
other thermal conditions, would be found in the liquid or solid state. 
It is easy to conceive a thermal condition of the globe, which would 
render it impossible that water should exist save in the state of 
vapour. This would be the case, for example, if the temperature 
of the atmosphere were 212° with its present pressure. A lower 
temperature, with the same pressure, would convert alcohol and ether 
into permanent gases. 

1501. Process hy which gases have heen liquefied and solidified^ 
^ — ^The numerous experiments by which many of the gases hitherto 
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regarded as permanent have been condensed and reduced to the 
liquid, and, in some cases, to the solid state, have further confirmed 
the inferences based on these physical analogies. The principle on 
"which such experiments have in general been founded is, that if, by 
any means, the heat which a superheated vapour has received after 
having assumed the form of vapour can be taken from it, the con- 
densation of a part of it must necessarily attend any further loss of 
heat, since, by what has been explained, it will be apparent that do 
beat will remain in it except what is essential to its maintenance in 
the vaporous state. 

The gas which it is desired to condense is first submitted to severe 
compression, by which its temperature is raised either by diminishing 
its specific heajr or by developing heat that was previously latent in 
it. The compressed gas is at the same time surrounded by some 
medium of the most extreme cold ; so that, as fast as heat is developed 
by compression, it is absorbed by the surrounding medium. 

When, by such means, all the heat by which the gas has been 
surcharged has been abstracted, and when no heat remains save what 
is essential to the maintenance of the elastic state, the gas is in a 
thermal condition analogous to that of vapour which has been directly 
raised by heat from a liquid, and which has not received any further 
supply of heat from any other source. It follows, therefore, that 
any further abstraction of heat must cause the condensation of a 
corresponding portion of the gas. 

1502. Gases which have been liquefied. — The following gases, 
being kept at the constant temperature of 32° by depriving them of 
heat as fast as their temperature was raised by compression, have 
been reduced to the liquid state. The pressures necessary to accom- 
plish this are here indicated : — 



Names of Gaaes condented. 



Pressure under which 
Condensation took place. 



Sulphurous acid 

Cyanogen gas 

Hydriodic acid 

Ammoniacal gas 

Hydrochloric add ... 
Protoxide of azote .. 
Carbonic acid , 



Atmospheres. 
1-6 
2-3 
4-0 
4*4 
8-0 
870 
390 



If these substances be regarded as liquids, the above pressures 
would be those under which they would vaporize at 32°. If they 
be regarded as vapours, they are the pressures under which they 
would be condensed at 32°. 

M. Pouillet succeeded in condensing some of these gases at the 
following higher temperatures and greater pressures : — 
II. 10 
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Tempentiire, 
Fahrenheit. 



Preniire, 
AtmoipfaerM. 



Sulphurous a«sid 

Ammoniacal gas 

Protoxide of azote.. 
Carbonic add 



460-4 
60 
81-8 
50 



2-6 

5 
43 
46 



Hydrochloric acid has been reduced to a liquid at 50° under a 
pressure of 40 atmospheres. 

1503. Under extreme pressures, gases depart from the common 
law of the density being proportional to the pressure, — In these ex- 
perimental researches, it has been found that when the gases are 
submitted to extreme compression, and deprived of a large portion 
of the surcharged heat, they begin to depart from the general law in 
virtue of which the density of gaseous bodies at the same tempera- 
ture is proportional to the compressing force, and they are found to 
acquire a density greater than that which they would have under this 
general law. This would appear, therefore, as a departure from the 
law, preliminary to the final change from the gaseous to the liquid 
state ; and in this point of view, analogies have been observed which 
render it probable that the point of condensation of several of the 
gases not yet liquefied has been very nearly approached. 

Thus, it has been found that the density of several of them, 
among which may be mentioned light carburetted hydrogen and 
olefiant gas (heavy carburetted hydrogen), has been sensibly greater 
than that due to the compressing force under extreme degrees of 
compression. 

1504. State of ebullition, boiling point, — ^If heat be continually 
imparted to a liquid, its temperature will be augmented, but will only 
rise to a certain point on the thermometric scale. At that point it 
will remain stationary, until the whole of the liquid shall be converted 
into vapour. During this process, vapour will be formed in greater 
or less quantity throughout the entire volume of the liquid, but more 
abundantly at those parts to which the heat is applied. Thus if, as 
usually happens, the heat be applied at the bottom of the vessel con- 
taining the liquid, the vapour will be formed there in large bubbles, 
and will rise to the surface, producing that agitation of the liquid 
which has been called boiling or ebullition. 

This limiting temperature is called the boiling point of the liquid. 
DiflPerent liquids boil at difierent temperatures. The boiling point 
of a liquid is therefore one of its specific characters. 

1505. Boiling point varies with the pressure. — Liquids in general 
being boiled in open vessels, are subject to the pressure of the atmo- 
sphere. If this pressure vary, as it does at different times and places, 
or if it be increased or diminished by artificial meanS; the boiling 
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point will undergo a corresponding change. It will rise on the 
tbermometric scale as the pressure to which the liquid is subject is 
increased, and will fall as that pressure is diminished. 

The boiling point of water is 212^, when subject to a pressure 
expressed by a column of 30 inches of mercury. It is 185°, whe^ 
subject to a pressure expressed by 17 inches of mercury. 

In general, the temperatures at which water would boil under the 
pressures expressed in the second column of the table (1494) are 
expressed in the first column. 

1506. Exptrimental verification of this principle, — Let water at 
the temperature of 200°, for example, be placed in a glass vessel, 
under the receiver of an air-pump, and let the air be gradually with- 
drawn. After a few strokes of the pump the water will boil ; and 
if the gauge of &e pump be observed, it will be found that its alti- 
tude will be about 23 J inches. Thus, the pressure to which the 
water is submitted has been reduced from the ordinary pressure of 
the atmosphere to a diminished pressure expressed by 23} inches, and 
we find that the temperature at which the water boils has been 
lowered from 212° to 200°. Let the same experiment be repeated 
with water at the temperature of 180°, and it will be found that a 
fiirllier rarefaction of the air is necessary, but the water will at length 
boil. If the gauge of the pump be now observed, it will be found 
to stand at 15 inches, showing that at the temperature of 180° water 
will bcnl under half the ordinary pressure of the atmosphere. This 
experiment may be varied and repeated, and it will always be found 
that water will boil at that temperature which corresponds to the 
pressure given in the table. 

1507. At elevated stations water hoik at low temperatures. — It it 
well known, that as we ascend in the atmosphere, the pressure is 
diminished in consequence of the quantity of air we leave below US| 
and that, consequently, the barometer falls. It follows, therefore; 
that at stations at different heights in the atmosphere, water will boil 
at different temperatures ; and that the boiling point at any given 
place must therefore depend on the elevation of that place above the 
surface of the sea. Hence the boiling point of water becomes an 
indication of the height of the station, or, in other words, an indica- 
tion of the atmospheric pressure, and thus the thermometer serves 
in some degree the purposes of a barometer. 

1508. Table of the boiling points of water at various places. — ^In 
the following table the various temperatures are shown at which 
water boils in the different places therein indicated. 
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Table of the hoiUng Points of Water at different Elevations above 
the Level of the Sea, 



NamM of Flac«s. 



Above Level 


Mean Heiffht 




of Se». 


of Barometer. 


ermome 


f^et. 


Inchea. 


Degrea, 


13466 


17-87 


187-4 


11870 


1902 


190-2 


9641 


20-76 


194-2 


9384 


20-91 


194-5 


8731 


21-42 


195-6 


8639 


21-60 


195-8 


7471 


22-52 


198-1 


6808 


23-07 


199-2 


6693 


2316 


199-4 


6585 


23-27 


199-6 


6240 


23-58 


200-3 


6266 


24-46 


2021 


4807 


24-88 


202-8 


4738 


24-96 


203-0 


4285 


25-39 


203-9 


4164 


26-51 


204-1 


8790 


25-87 


204-8 


3412 


26-26 


206-7 


2717 


26-97 


206-8 


1995 


27-72 


208-0 


1867 


27-87 


208-4 


1765 


27-95 


208-6 


1663 


28-08 


208-9 


1568 


2819 


209-1 


1483 


28-27 


209-1 


1437 


28-31 


209-3 


1381 


28-39 


209-3 


1348 


28-43 


209-3 


1221 


28-64 


209-6 


1211 


28-58 


209-r 


1188 . 


28-58 


209-7 


984 


28-82 


210-2 


935 


28-86 


210-2 


766 


29-06 


210-4 


712 


2914 


210-6 


687 


29-25 


210-7 


651 


29-29 


210-9 


632 


29-33 


210-9 


618 


29-33 


210-9 


440 


29-41 


211-1 


436 


29-41 


2111 


420 


29-45 


211-1 


397 


29-49 


2111 


305 


29-57 


211-3 


296 


29-61 


211-3 


213 


29-69 


211-6 


161 


29-76 


211-6 


131 


29-76 


211-6 



Farm of Antisana 

Town of Micuipampa (Peru) 

Quito 

Town of Caxamarca (Peru) 

Santa F6 de Bogota 

Cuenga (Quito) 

Mexico , 

Hospice of St. Gothard 

St. Veron (Maritime Alps) 

Breuil (Valley of Mont Cervin) 

Maurin (Lower Alps) 

St.R6mi..> 

Heas (Pyrenees) 

Garanne (Pyrenees) 

Brian^on 

Barege (Pyrenees) 

PaJaoe of San Ildefonso (Spain) 

Baths of Mont d'Or (Auyergne) 

Pontarlier m... 

Madrid 

Inspruek 

Munich 

Lausanne 

Augsburg 

Salzburg 

Neufch&tel... 

Plombidres 

Clermont-Ferrand (Prefecture) 

Geneva and Friburg 

Ulm 

Ratisbon , 

Moscow > 

Gotha 

Turin 

Dijon 

Prague 

M&oon (Sadne) 

Lyons (Rhone) 

Gassel 

Gi)ttingen 

Tienna (Danube) , 

Milan (Botanic Garden) 

Bologna ; 

Parma , 

Dresden 

Paris (Royal Obseryatory, -first floor). 

Rome (Capitol) 

Berlin 



1509. Latent heat of vapour, — ^When a liquid is converted into 
vapour, a certain quantity of heat is absorbed and rendered latent in 
the vapour. 

The vapour which proceeds from the liquid has the same tempera- 
ture as the liquid. It can be shown, however, experimentally, that, 
weight for weight, it contains much mere heat. To render this 
manifest, let b, fig, 446., be a vessel containing water, which is kept 
in the state of ebullition and at the temperature of 212° by means 
of a lamp; or any other source of heat. Let the steam be conducted 
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Fig. 446. 



by a pipe to a vessel A, which con- 
tains a quantity of water at the tem- 
perature of 32°. The steam issuing 
from the pipe is condensed by the cold 
water, and mixing with it, gradually 
raises its temperature until it attains 
the temperature of 212°, after which 
the steam ceases to be condensed, and 
escapes in bubbles at the surface, as 
common air would if driven into the 
water from the pipe. 
If the quantity of water in A be weighed before and after this 
process, its weight will be found to be increased in the ratio of 11 
to 13. Thus 11 lbs. of water at 32°, mixed with 2 lbs. of water in 
the form of steam at 212°, have produced 13 lbs. of water at 212°, 
so that the 2 lbs. of water which were introduced in the form of 
steam at 212° have been changed from the vaporous to the liquid 
state, retaining however their temperature of 212°, and have given 
to 11 lbs. of water which were previously in A at 32° as much heat 
as has been sufficient to raise that quantity to 212°. 

It follows, therefore, that any given weight of water in the form 
of steam at 212° contains as much heat latent in it as is sufficient to 
raise 5} times its own weight of water from 32° to 212°, that is, 
through 180° of the thermometric scale. 

K it be assumed that to raise a pound of water through 180° re- 
quires 180 times as much heat as to raise it one degree, it will follow 
that the quantity of latent heat contained in a pound of water in the 
form of steam at 212° is 6} X 180=990 times as much as would 
raise a pound of water through one degree. 

This fact is usually expressed by stating that steam at 212° con- 
tains 990° of latent heat. 

The same important fact can also be made manifest in the follow- 
ing manner. Let a lamp, or any source of heat which acts in a 
regular and uniform manner, be applied to a vessel containing any 
given quantity of water which is at 32° when the process commences, 
and let the time be observed which the lamp takes to raise the water 
to 212°. Let the lamp continue to act in the same uniform manner 
until all the water has been converted into steam, and it will be 
found that the time necessary for such complete evaporation will be 
exactly 5} times that which was necessary to raise ^he water from 
thefreesdng to the boiling point. In a word, it will require 5} times 
as long an interval to convert any given quantity of water into steam 
as it will take to raise the same quantity of water, by the same source 
of heat, from the freezing to the boiling point ; and consequently it 
follows, that 5^ times as much heat is absorbed in the evaporation 

10* 
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of water^ as is necessary to raise it without evaporation lihrongh 180^ 
of temperature. 

1610. Differefnt estimates of the latent heat of the vapour of 
water. — Different experimental inquirers have estimated the heat 
rendered latent by water in the process of evaporation at 212° as 
follows : — 

Watt 950O 

Southern 945° 

Lavoisier 1000° 

"^ Rumford 1004O-8 

Despretz 955°-8 

Regnault 967°-5 

Favreand Silbermann... %4°-8 

In round numbers, it may therefore be stated that as much heat is 
absorbed in converting a given quantity of water at 212° into steam 
as would be sufficient to raise the same quantity of water to the tem- 
perature of 1200° when not vaporized. 

1511. Heat absorbed in evaporation at different temperatures, — • 
It was observed at an early epoch in the progress of discovery, that 
the heat absorbed in vaporization was less as the temperature of the 
vaporizing liquid was higher. Thus a given weight of water 
vaporized at 212°, absorbs less heat than would the same quantity 
vaporized at 180°. It was generally assumed that the increase of 
latent heat, for lower as compared with higher temperatures, was 
equal to the difference of the sensible heats, and consequently, that 
the latent heat added to the sensible heat, for the same liquid, must 
always produce the same sum. Thus, if water at 212° absorb in 
vaporization 950° of heat, water at 262° would only absorb 900°, 
and water at 162° would absorb 1000°. 

The simplicity of this result rendered it attractive, and, as the 
general result of experiments appeared to be in accordance with it, it 
was generally adopted. M. Regnault has, however, lately submitted 
the question, not only of the latent heat of steam, but also its pressure, 
temperature, and density, to a rigorous experimental investigation, 
and has obtained results entitled to more confidence, and which ^ 
show that the sum of the latent and sensible heats is not rigorously 
constant. 

1512. Latent heat of vapour of water ascertained by RegnavM. 
— The pressures and densities obtained by M. Regnault are in accord- 
ance with those given in (1494). The latent heats are given in the 
following table, where T have given their sums, and shown what does 
not seem to have been hitherto noticed, that they increase by a con- 
stant difference 
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Snmof 




■ 


Sam of 


Temp. 


Latent 
Heat 


Latent Heat 

and 
Sensible Heat. 


Temp. 


Latent 
Heat. 


Latent Heat 

and 
Sensible Heat 


sap 


1092-6 


1124-6 


248° 


939-6 


1187-6 


60 


10800 


1130-0 


266 


927-0 


1193-0 


68 


1067-4 


1135-4 


284 


914-4 


1198-4 


86 


1054-8 


1140-8 


302 


901-8 


1203-8 


104 


1042-2 


1146-2 


320 


889-2 


1209-2 


122 


1029-6 


1151-6 


838 


874-8 


1212-8 


140 


1017-0 


1157-0 


356 


862-2 


1218-2 


158 


1004-4 


1162-4 


374 


849-6 


1223-6 


176 


991-8 


1167-8 


392 


835-2 


1227-2 


194 


979-2 


1173-2 


410 


822-6 


1232-6 


212 


966-6 


1178-6 


428 


808-2 


1236-2 


230 


952-2 


1182-2 


446 


793-8 


1239-8 



It appears, therefore, that the sum of the latent and sensible heats 
is not constant, but increases by a constant difference, — ^a difference 
however which, compared with the sum itself, is very small, and for 
limited ranges of the thermometric scale, when extreme accuracy is 
not required, may be disregarded. (See Appendix.) 

1513. Latent heat of other vapours ascertained hy Favre and SiJr 
hermann. — The latent heat of the vapours of other liquids have been 
ascertained by MM. Favre and Silbermann, and are given, as well as 
the specific heats, in the following table : — 



Names of Substances. 



Water 

Oaxburetted hydrogen.... 
Ditto 

Wood-spirit 

Alcohol, absolute 

« Valerianic 

« ethalic 

Ether, sulphuric 

" Valerianic 

Add, formic 

« acetic 

" butyric 

« Valerianic 

Ether, acetic 

Butyrate of Methylene .. 
Essence of turpentine.... 

T6r6bene 

Oil of lemons 



Temperature. 



212 

392 

482 

161-7 

172-4 

172-4 

172-4 

100-4 

236-3 

212 

248 

327-2 

347 

166-2 

199-4 

312-8 

312-8 

329 



Specific Heat 



1 

0-49 

0-50 

0-67 

0-64 

0-69 

0-61 

0-50 

0-52 

0-66 

0-51 

0-41 

0-48 

0-48 

0-49 

0-47 

0-52 

0-50 



964*8 

108 

108 

475-2 

374-4 

217-8 

104-4 

163-8 

124-2 

304-2 

183-6 

207 

187-2 

190-8 

156-6 

124-2 

120-6 

126 



1514. Condensation of vapour, — Since by continually imparting 
heat to any body in the liquid state it at length passes into the form 
of vapour, analogy suggests that by continually withdrawing heat 
from a body in the vaporous state, it must necessarily return to the 
liquid state, and this is accordingly generally true. The vapour being 
exposed to cold is deprived of a part of that heat which is necessary 
to sustain it in the aeriform state, and a part of it is accordingly re- 
stored to the liquid form, and this continues until by the continual 
abstraction of heat the whole of the vapour becomes^ liquid ; and as 
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a liquid, in passing to the vaporous form^ undergoes an immense ex- 
pansion or increase of bulk, so a vapour in returning to the liquid 
form undergoes a corresponding and equal diminution of bulk. A 
cubic inch of water, transformed into steam at 212^, enlarges in 
magnitude to nearly 1700 cubic inches. The same steam being 
reconverted into water, by abstracting from it the heat communi- 
cated in its vaporization, will be restored to its former bulk, and 
will form one cubic inch of water at 212°. Vapours arising from 
other liquids will undergo a like change, differing only in the degree 
of diminution of volume which they suffer respectively. The dimi- 
nished space into which vapour is contracted when it passes into the 
liquid form, has caused this process to be called condensation. 

1515. Why vessels in which liquids are boiled are not destroyed 
hy extreme heat — The absorption of heat in the process by which 
liquids are converted into vapour will explain why a vessel containing 
a liquid that is constantly exposed to the action of fire can never re- 
ceive such a degree of heat as would destroy it. A tin kettle, con- 
taining water may be exposed to the action of the most fierce furnace, 
and remain uninjured; but if it be exposed, without containing water, 
to the most moderate fire, it will soon be destroyed. The heat which 
the fire imparts to the kettle containing water, is immediately absorbed 
by the steam into which the water is converted. So long as water 
is contained in the vessel, this absorption of heat will continue 3 but 
if any part of the vessel not containing water be exposed to the fire^ 
the metal will be fused, and the vessel destroyed. 

1516. Uses of latent heat of steam in domestic ecorwmy, — The 
latent heat of steam may be used with convenience for many domestic 
purposes. In cookery, if the steam raised from boiling water be 
allowed to pass through meat or vegetables, it will be condensed updn 
their surface, imparting to them the latent heat which it contained 
before its condensation, and thus they will be as effectually boiled aa 
if they were immersed in boiling water. 

1517. Method of warming dwelling-houses, — In dwelling-houses, 
where pipes convey cold water to different parts of the building, 
steam pipes carried through the building will enable hot water to be 
procured in every part 01 it with speed and facility. The cock of 
the steam pipe being immersed in a vessel containing cold water, the 
steam which escapes from it will be condensed by tho water, which 
receiving the latent heat will soon be raised to any required tempera- 
ture below the boiling point. Warm baths may thus be prepared in 
a few minutes, the water of which would require a long period to 
boil. 

1518. Effects of the temperatures of different cUmates on certain 
liquids, — The variations of temperature incident to any part of the 
globe are included within narrow limitS; and these limits determine 
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ihe bodies whicli are found to exist there most commonly in the solid; 
liquid, or gaseous state. 

A body whose boiling point is below the lowest temperature of the 
climate must always exist in the state of vapour or gas ; and one 
whose point of fusion is above the highest temperature must always 
be solid. Bodies whose point of fusion is below the lowest tempen^ 
ture, while their boiling point is above the highest temperature, will 
be permanent liquids. A body whose point of fusion is a little 
above the lowest limit of the temperature, will exist generally 
as a liquid, but occasionally as a solid. Water in these climates is 
an example of this. A liquid, on the other hand, whose boiling 
point is a little below the highest limit of temperature, will generally 
exist in the liquid, but occasionally in ihe gaseous form. Ether in 
hot climates is an example of this, its boiling point being 98°. 

Some bodies are only permanently retained in the liquid state by 
the atmospheric pressure. Ether and alcohol are examples of these. 
If these liquids be placed under the receiver of an air-pump, and the 
pressure of the air be partially removed, they will boU at the common 
temperature of the air. 



CHAP. IX. 

CONDUCTION. 

1519. Good and had conductors, — ^When heat is imparted to one 
part of any mass of matter, the temperature of that part is raised 
above that of the other parts. This inequality, however, is only 
temporary. The heat gradually diffuses itself from particle to par- 
ticle throughout the volume of the body, until a perfect equilibrium 
of temperature has been established. Different bodies exhibit a dif- 
ferent facility in this gradual transmission of heat. In some it passes 
more rapidly from the hotter to the colder parts than in others. Those 
boiHes in which it passes easily and rapidly, are good conductors. 
Those in which the temperature is equalized slowly, are had conductors, 

fP T TT T T T T^* ^P 
X B a « ■ > r a 

Fig. 447. 

1520. Uxperimental iUustration of conduction, — ^Let A B,^^. 447., 
be a bar of metal having a large cavity formed at its extremity A, 
and having a 3eries of small cavities formed at equal distances through- 
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oat its length at Tj, t,, t,, &o. Let the btdbe of a series of diermo- 
meters be immersed in mercury in these cavities severally. These 
thermometers will all indicate the same temperature^ being that of 
the bar A B. 

Let the large cavity A, at the end of the bar^ be filled with mer- 
cury at a high temperature, 400® for example. 

After the lapse of some minutes the thermometer T, willbe^n to rise ; 
after another interval the thermometer t^ will begin to be affected; 
and the others, T3, T4, &o., will be successively affected in the same 
way; but the thermometer t„ by continuing to rise, will indicate a 
higher temperature than t„ and Tj a higher temperature ^an t,, and 
so on. After the lapse of a concdderable time, however, the thermo- 
meter T| will become stationary. Soon afterwards t,, having risen 
to the same point, will also become stataonaty; and, in the same 
manner, all the others having successively risen to the same point, 
will become stationary. 

If several bars of different substances of equal dimensions be sub- 
mitted to the same process, the ther- 
mometers will be more or less rapidly 
affected, according as they are good 
or bad conductors. An apparatus by 
which this is exhibited in a striking 
manner is represented in jig, 448. 
Fig. 448, ' A series of rods, of equal length 

and thickness, are inserted at the 
same depth in the side of a rectangular vessel, passing across the in- 
terior of the vessel to the opposite side. The rods, which are silver, 
copper, iron, glass, porcelain, wood, &0.9 are previously covered with 
a thin coating of wax, or any other substance which will melt at a 
low temperature. BoUing water or heated mercuiy is poured into 
the vessel, and imparts heat to those parts of the rods which extend 
across it. It is found that the heat, as it passes by conduction along 
the rods, melts the wax from their surface. Those which are com- 
posed of the best conductors — silver, for example — will melt off the 
wax most rapidly; the less perfect conductors less rapidly; and on 
the rods composed of the most imperfectly conducting materials, such 
as glass or porcelain, the wax will not be melted beyond a very small 
distance from the point where the rod enters the vessel. 

1521. Table of coriducting powers, — By experiments conducted 
on this principle, it has been found that the conducting powers of the 
subjoined substances are in the ratio here expressed, that of gold 
being 100. 




Gold 100-00 

Platinum 98*10 

Silver 97-30 

Copper 89-82 

Iron 87-41 

Zino 36*37 



Tin 30-38 

Lead 17-96 

Marble 2-34 

Porcelain 1-22 

Brlok earth 113 



Digitized by LjOOQ IC 



CONDUCTION. 119 

It 18 ^Tident, therefore, that metals are die best conductors of heat, 
and in general the metals which have the greatest specific gravity are 
the best condactc»:S; as will appear by comparing the preceding num- 
bers with those given in the table of specific gravity (Hand-Book of 
Hydroetatice, Slg,, 782). It is also found that among woods, with 
some exceptions, the conducting power increases with the density. 
The conducting power of nut-wood, however^ is greater than that of 
oak. 

Bodies of a porous, soft, or spongy texture, and more especially 
those of a fibrous nature, such as wool, feathers, fur, hair, oc., are 
the worst conductors of heat. 

1522. Liquids and gases are noTirConductors, — Liquids are almost 
absolute non-conductors. Let a tall narrow glass vessel having a 
cake of ice at the bottom be filled with strong alcohol at 32^. Let 
two thermometers be immersed in it, one near the surface, and the 
other at half the depth. If the alcohol be inflamed at the surface, 
the thermometer near the surface will rise, but that which is at the 
middle of the depth will be scarcely afifected, and the ice at the bot- 
tom will not be dissolved. (See Appendix.) 

Bodies in the gaseous state are probably still more imperfect con- 
ductors than liquids. , 

1523. TemperaMLve equalized in these hy circulation. — ^The equi- 
librium of temperature is, however, maintained in liquid and gaseous 
bodies by other principles, which are more prompt in their action 
than the conductibility even of the solids which possess that quality 
in the highest degree. When the strata of fluids, whether liquid or 
gaseous, are heated, they become by expansion relatively lighter than 
those around them. If they have any strata above them, which 
generally happens, they rise by their buoyancy, and the superior 
strata descend. There are thus two systems of currents established, 
one ascending and the other descending, by which the heat imparted 
to the fluid is diffused through the mass, and the temperature is 
equalized. 

1 524 . Conducting power diminished hy jvhdivisimi and pulveri- 
zation, — The conducting power of all bodies is diminished by pul- 
verizing them, or dividing them into fine filaments. Thus sawdust, 
when not too mtf^h compressed, is one of the most perfect non-con- 
ductors of heat. A casing of sawdust is found to be the most efiec- 
tual method of preventing the escape of heat from the surface of 
Bteam boilers and steam pipes. 

K, however, the sawdust be either much compressed on the one 
band, or too loosely applied on the other, it is not so perfect a non- 
conductor. In the one case, the particles being brought into closer 
contact, transmit heat from one to another ; and, in the other case, 
the air circulating too freely among them, the currents are established 
by which the heat is difi'used through the mass. 



Digitized by LjOOQIC 



120 HEAT. 

To produoe, therefore, tbe most perfect non-conductor, the parti- 
cles of tbe body must have naturally little conductibility, and they 
must be sufficiently compressed to prevent tbe circulation of currents 
of air among them, and not sufficiently compressed to give them a 
facility of transmitting beat from particle to particle by contact. 

1525. Beautiful examples of {his principle in the animal econo- 
my. — The animal economy presents numerous and beautiful exam- 
ples of tbe fulfilment of these conditions. It is generally necessary 
to the well-being of the animal to have a temperature higher than 
that of tbe medium which it inhabits. In the animal organization^ 
there is a principle by which heat is generated. This heat has a 
tendency to escape and to be dissipated at the surface of the body^ 
and the rate at which it is dissipated depends on tbe difference be- 
tween the temperature of the surface of the body and the tempera- 
ture of the surrounding medium. If this diflPerence were too great, 
the heat would be dissipated faster than it is generated, and a lo3s 
of beat would take place, which, being continued to a certain ex- 
treme, would destroy the animal. 

Nature has provided an expedient to prevent this, which varies in 
its efficiency according to the circumstances of t^e climate and the 
habits of the animal. 

1526. Uses of the plumage of birds, — The plumage of birds is 
composed of materials which are bad conductors of heat, and are so 
disposed as to contain in their interstices a great quantity of air with- 
out leaving it space to circulate. For those species which inhabit 
the colder climates a still more effectual provision is made, for, under 
the ordinary plumage, which is adapted to resist the wind and rain, 
a still more fine and delicate down is found, which intercepts the 
heat which would otherwise escape through the coarser plumage. 
Perhaps the most perfect insulator of beat is swansdown. 

1527. The wool and fur of animals. — The wool and fur of ani- 
mals are provisions obviously adapted to the same uses. They vary 
not only with the climate which the species inhabits, but in the same 
individual they change with the season. In warm climates the furs 
are in general coarse and sparse, while in cold countries they are fine, 
close, light, and of uniform texture, so as to be almost impermeable 
to heat. 

1528. The hark of vegetables. — The vegetable, not less than the 
animal kingdom, supplies striking illustrations of this principle. 
The bark, instead of being hard and compact, like the wood which 
it clothes, is porous, and in general formed of discontinuous laminae 
and fibres, and for the reasons already explained is a bad conductor 
of heat, and thus prevents such a loss of heat from the surface of the 
wood under it as would be injurious to the tree. 

A tree stripped of its bark perishes as an animal would if stripped 
of its fleece, or a bird of its plumage. 
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1529. Properties of the artificial clothing of man, — Man is en- 
dowed with faculties which enable him to fabricate for himself oover- 
ing similar to that which nature hasprovided for other animals; and 
where his social condition is not sul&ciently advanced for the accom- 
plishment of this, his object is attained by the conquest of inferior 
animals, whose clothing he appropriates. 

Clothes are generally composed of some light non-conducting sub- 
stances which protect the body from the inclement heat or cold of 
the external air. In summer, clothing keeps the body cool ; in win- 
ter, warm. Woollen substances are worse conductors of heat than 
cotton, cotton than silk, and silk than linen. A flannel shirt more 
effectually intercepts heat than cotton, and a cotton than a linen one. 

1530. Effects of snow on the soil in winter. — What the plumage 
does for the bird, wool for the animal, and clothing for the man, 
snow does in winter for the soil. The farmer and the gardener look 
with dismay at a hard and continued frost which is not preceded by 
a fall of snow. The snow is nearly a non-conductor, and, when suf- 
ficiently deep, may be considered as absolutely so. The surface may 
therefore fall to a temperature greatly below 32°, but the bottom in 
contact with the vegetation of the soil does not share in this fall of 
temperature, remaining at 32°, a temperature at that season not in- 
compatible with the vegetable organization. Thus the roots and 
young shoots are protected from a destructive cold. 

1531. Matting upon exotics. — The gardener who rears exotic 
vegetables and fruit-trees protects them from the extreme cold of 
winter by coating them with straw, matting, moss, and other fibrous 
materials which are non-conductors. 

1532. Method of preserving %e in hot climates. — If we would 
preserve ice from dissolving, the most effectual means would be to 
wrap it in blankets. Ice-houses may be advantageously surrounded 
with sawdust, which keeps them cold by excluding the heat, by the 
same property in virtue of which it keeps steam-boilers warm by 
including the heat. 

Air being a bad conductor of heat, ice-houses are sometimes con- 
structed with double walls, having a space between them. This 
expedient is still more efiectual, if the space be filled with loose saw- 
dust. 

1533. Glass and porcelain vessels, why broken hy hot water. — 
Glass and porcelain are slow conductors of heat, which explains the 
fact that vessels of this material are so often broken by suddenly 
pouring hot water into them. If it be poured into a glass tumbler, 
the bottom, with which the water first comes in contact, expands, but 
the heat not passing freely to the upper part, this expansion is limited 
to the bottom, which is thus forced from the upper part and a oraok, 
is produced. 

II. 11 
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1534. Wine^cooleH. — When wine-coolers have a doable casing, 
l^e external space is filled with a non-conductor. 

1535. A heated globe cooh inwards, — When a solid body, a globe 
for example, is heated at the surface, the heat passes gradually from 
the surface to the centre. The temperature of the superficial stratum 
is greater, and the teinperature of the centre less than those of the 
intermediate parts, and the temperature of the suocessiye strata are 
gradually less proceeding from the surface to the centre. 

But if the globe be previously heated, so as to have an uniform 
temperature from the centre to the surface, and bo allowed to cool 
gradually, the superficial stratum will first fall some degrees below the 
stratum within it. This latter will fall below the next stratum pro- 
ceeding inwards ; and in the same way each successive stratum pro- 
ceeding from the surface to the centre will attain a temperature a 
little lower than the stratum under it, the temperatures augmenting 
from the surface to the centre. 

After an interval of greater or less duration according to the mag- 
nituBe of the globe, the conductibility and specific heat of the matter 
of which it is composed, the temperature to which it had been raised, 
and the temperature of the medium, it will be reduced to an uniform 
temperature, which will be that of the surrounding medium. 

1536. Example of fluid metal cast in spherical mould, — If a 
mass of fluid metal be cast in a spherical mould, the surface only 
will be solidified in the first instance. It will become a spherical 
shell, filled with liquid metal. As the cooling proceeds, the shell 
will thicken, and after an interval of time, the length of which will 
depend on the circumstances above mentioned, the ball will become 
solid to its very centre, the last portion solidified being that part of 
the metal which is at and immediately around the centre. 

It is evident that the superficial stratum will first cease to be incan- 
descent; and in the same way each successive stratum proceeding 
from the surface to the centre will cease to be incandescent before 
the stratum within it. 

If in the process of cooling, and after the globe ceases to be red 
hot, it were cut through the centre, it would be found that the cen- 
tral parts would be still incandescent ; and if its magnitude were 
sufficiently considerable, it would be found that even after the super- 
ficial stratum had been reduced to a moderate temperature, strata 
nearer the centre would be red hot, and the central part still fluid. 

1537. Cooling process may be indefinitely protracted, — ^The in- 
terval which must elapse before the thermal equilibrium would be 
established, might be hours, days, weeks, months, years, or even a 
long succession of ages, according to the magnitude and physical 
qualities of the material composing the globe. 

1538. Example of the castings of the hydraulic press, which 
raised the Britannia Bridge. — The cylinder of the hydraulic press 
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by wbich the tubes of the Britannia bridge were elevated was formed 
of a mass of fluid iron weighing 22 tons. This enormous casting, 
after being left in the mould for three days and nights, was still red 
hot at the surface. Aher standing to cool in the open air for ten 
days, it was still so hot that it could only be approached by men well 
inured to heat. 

1539. Example of streams of volcanic lava. — The torrents of 
liquid lava which flow from volcanoes become solid on their external 
surface only to a certain thickness. The lava in the interior of this 
shell still continues fluid. The stream of lava thus forms a vast tube^ 
within which that portion of the lava still liquid flows for a long 
period of time. Months and even years sometimes elapse, before 
the thermal equilibrium of these volcanic masses is established. 

1540. Example of the earth itsdf — ^The globe of the earth itself 
presents a stupendous example of the play of these principles. The 
vicissitudes of temperature incidental to the surface extend to an in- 
considerable depth. At the depth of an hundred feet in our climates, 
they are completely effaced. At this depth, the thermometer no 
longer varies with the seasons. In the rigour of winter, and the 
ardour of summer, it stands at the same point. This stratum, which 
is called the first stratum of invariable temperature, is found to be at 
Paris at the depth of 88*6 feet. The thermometer in the vaults 
under the Observatory at that depth has continued without variation 
at 11*^-82 cent. =53° -50 Fahr. for nearly two centuries. 

1541. Temperature increases with the depth. — At greater depths 
the temperature increases, but is always invariable for the same 
depth. An increase of temperature takes place in descending, at 
the rate of one degree for every 64i feet of depth. Thus the water 
which issues from the artesian wells at Grenelle near Paris, and 
which rises from a depth of 1800 feet, has a constant temperature 
of 27°.7 cent.=82° Fahr. 

It is apparent that the earth is a globe undergoing the gradual 
process of cooling, and that each stratum proceeding inwards towards 
the centre augments in temperature. It follows, therefore, that a 
part at least of the superficial heat of the earth proceeds from within. 
It is certain, nevertheless, by taking into account all the conditions 
of the question, that the cooling goes on so slowly, as to have no 
sensible influence on the temperature at the surface, which is there- 
fore governed by the solar heat, and the heat of the medium or space 
in which our globe, in common with the *other planets, moves. It 
has been computed that the quantity of central heat which reaches 
the surface in a year would not suffice 1;o dissolve a cake of ice a 
quarter of an inch thick. 

1542. The earth wa;s formerly in a state of fusion, and it is still 
cooling. — The globe of the earth therefore manifesting the effects of 
a mass which, having been at some antecedent period at an elevated 
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temperature; is undergoing the process of gradually cooling from the 
surface inwards, it is probable that its central parts may be still in a 
state of incandescence or fusion. 



CHAP. X. 

RADIATION. 

1543. Heat radiates like light — Heat, like light, is propagated 
through space by radiation in straight lines, and its rays, like those 
of lignt, are subject to transmission, reflection, and absorption by 
such bodies as they encounter in various degrees. 

All that has been explained (Hand-Book of Optics, 896, et seq!) 
respecting the reflection of light from unpolished, perfectly and im- 
perfectly polished surfaces, its refraction by transparent media, its 
interference, inflexion, and polarization, may, with little modification, 
be applied to the rays of heat submitted to Hke conditions. 

1544. Thermal analysis of solar light. — It has been already 
shown that solar light is a compound principle, consisting of rays 
differing one from another, not only in their luminous qualities of 
colour and brightness, but also in their thermal and chemical pro- 
perties (1076, et seq.'). 

Let s s, fig, 449., represent a pencil of solar light transmitted 
through a prism A B o, so as to be resolved into a divergent fan of 




Fig. 449. 

rays, and to form a spectrum as described in (1053) et sea. Let L 
and il be the limits of the luminous spectrum. If the bulb of a 
thermometer be placed at l, it will not indicate any elevation of 
temperature ; and if it be gradually moved downwards along the spec- 
trum, it will not begin to be sensibly affected until it arrives at the 
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boundary of the yiolet and blue spaces, where it will show an in- 
creased temperature. As it is moved downwards from this point, 
the temperature will continue to increase until it is brought to the 
lower extremity l' of the luminous spectrum. If it be then removed 
below this point, instead of falling to the temperature of the medium 
around the spectrum, as might be expected, and as would in fact 
happen if no rays of heat transmitted through the prism passed 
below l', it will descend slowly and gradually, and will in some cases 
even show an increased temperature to a certain small distance 
below l'. In fine, it will be found that the thermometer will not 
fall to the temperature of the surrounding medium until it arrives 
at a certain distance h' below l', the extremity of t^e luminous 
spectrum. 

1545. Thermal wlar rays differently reframgihle, — From this 
and other similar experiments, it is inferred that thermal rays which 
are not luminous, or at least not sensibly so, enter into the composi- 
tion of solar light, and that these rays are differently refrangible, 
their mean refrangibility being less than the mean refrangibility of 
the luminous rays. 

It has been explained (1077) that the chemical rays which enter 
into the composition of solar light are also differently refrangible, 
and have a mean re&angibility greater than that of the luminous 
rays. 

1546. Physical analysis of solar light — Three spectra. — Accord- 
ing to this view of the constitution of solar light, the prism a B 
must be regarded as producing three spectra, a chemical spectrum 
(/, a luminous spectrum l l', and a thermal spectrum h h'. The 
luminous or chromatic spectrum, the only one visible, lies between, 
and is partly overlaid by, the other two, the chemical spectrum ex- 
tending a little above, and the thermal a little below it. If we 
imagine a screen mn placed before the prism, composed of a material 
pervious to the luminous, but impervious to the chemical and thermal 
rays, then the luminous spectrum ll' alone will remain, and neither 
a thermometer nor the chloride of silver, nor any other chemical 
substance, will be affected when exposed in it. If the screen M N 
be pervious only to the thermal rays, then the luminous and chemical 
rays will be intercepted, and the thermal spectrum hh' alone will 
be manifested. The thermometer exposed in it will indicate the 
variations of caloric influence already explained, showing the greatest 
thermal intensity at or near that point at which the red extremity 
of the luminous spectrum would have been found, had the luminous 
rays not been intercepted. 

1547. Relative refrangihility of the constituents of solar light vary 
with the refracting medium, — If prisms composed of different ma- 
terials be used, it will be found that the mean refrangibility of the 
thermal rays will vary according to the material of the prism and 
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heat; consequently, the position of the point of greatest thermal in- 
tensity will be subject to a like variation. 

If a hollow prism be filled with water or alcohol, the point of 
greatest thermal intensity will be about the middle of the yellow 
space of the luminous spectrum. If a prism of sulphuric acid, or a 
solution of corrosive sublimate, be used, it will be in the orange space. 
With a crown glass prism it will be in the red space; and with one 
of flint glass, a little below that space. 

1548. Invisible rat/s Taay he luminous^ and all rays may he 
thermal, — In the preceding explanation, the solar light is regarded as 
consisting of three distinct species of rays, the chemical, the lumi- 
nous, and the thermal. It is not necessary, however, for the expla- 
nation of these phenomena, to adopt this hypothesis. The light may 
be considered as consisting of rays which, differing in refrangibility, 
possess the other physical qualities also in different degrees. So far 
as the sensibility of thermometers enables us to detect the thermal 
property, it ceases to exist at a certain point, H, near the boundary 
of the blue and violet spaces ; but the diminution of thermal intens- 
ity, in approaching this point, as indicated by the thermometer, is 
very gradual ; and it cannot be denied, that a thermal influence may 
exist above that point, which is, nevertheless, too feeble to affect the 
thermoscopic t^sts which are used. In the same manner it may be 
maintained, that a chemical influence may exist below the point d, 
but too feeble to affect any of the tests which have been applied to it. 

But it may be asked, if all the component rays possess all the pro- 
perties in different degrees, how happens it that the chemical rays 
above l, and the thermal rays below l', are not visible ? To this it 
may be answered, that the presence of the luminous quality is deter- 
mined by its effects on the eye ; and the discovery of its presence 
must therefore depend on the sensibility of that organ. To pronounce 
that there are no luminous rays beyond the limits of the chromatic 
spectrum, would be equivalent to declaring the sensibility of the eye 
to be unlimited. Now, it is notorious that the sensibility of sight, 
in different persons, is different ; and, even in the same individual, 
varies at different times. Circumstances render it highly probable 
that many inferior animals have a sensation of light, and a perception 
of visible objects, where the human eye has none; and it is therefore 
consistent with analogy to admit the possibility, if not the probability, 
that the invisible thennal rays below l', and the invisible chemical 
rays above l, may be of the same nature as the other rays of the 
spectrum, all enjoying the luminous, thermal, and chemical properties 
in common, the apparent absence of these properties in the extreme 
rays being ascribable solely to the want of sufficient sensibility in the 
only tests of their presence which we possess. 

Fortunately, however, the deductions of physical science; though 
they may be facilitated by these and other hypotheses, are not de- 
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pendent on them, but on observed facts and phenomena, and cannot^ 
consequently, be shaken by the failure of such theories. 

1549. Refractixm of invisihle thermal rays, — If a hole be made 
in the screen upon which the prismatic spectrum is thrown, in the 
space l' h' below the red extremity of the spectrum upon which the 
invisible thermal rays fall, these rays wiU pass through it, and may 
be submitted to all the experiments on reflection, redaction, inflexion, 
interference, and polarization, which have been explained in relation 
to light. This has been done, and they have been found to manifest 
effects similar to those exhibited by luminous rays. 

1550. Heat radiated from, each poinf on the surface of a hody, — 
It has been shown (902, et seq.) that when a body is either luminous, 
like the sun, or illuminated, like the moon, each point upon its sur- 
face is an independent centre of radiation ox focus, from which rays 
of light diverge or radiate in all directions. It is the same with re- 
gard to heat. All bodies, whatever be their state or condition, con- 
tain more or less of this physical principle; and rays of heat accord- 
ingly issue from every point upon their surface, as from a focus, and 
diverge or radiate in all directions through the surrounding space. 

1551. Why bodies are not therefore indefinitely cooled. — This 
being the case, it would follow that by such continual and unlimited 
radiation, bodies would gradually lose their heat, and indefinitely fall 
in temperature. It must be considered, however, that such radiation 
being universal, each body, while it thus radiates heat, receives upon 
its surface the rays of heat which proceed from other bodies around 
it So many of these rays as it absorbs tend to increase its tempera- 
ture, and to replace the heat dispersed by its own radiation. There 
is thus between body and body a continual interchange of heat by 
radiation ; and according as this interchange is equal or unequal, the 
temperature of the radiating body will rise or fall. If it radiate 
more than it absorbs, it will fall ; if less, it will rise. If it absorb 
as much exactly as it radiates, its temperature will be maintained 
stationary. 

1552. Radiation is superficial or nearly so. — Radiation takes 
place altogether from points either on the surface or at a very small 
depth below it. The circumstances which affect it have been made 
manifest by a beautiful series of experiments made by the late Sir 
John Leslie. The principles on which his mode of experimenting 
was founded, are easily explained. 

1553. Reflection of heat. — Let a cubical canister of tin,^. 450., 
be placed in the axis of a parabolic metallic reflector M, in tbe focus 
/of which is placed the bulb of a sensitive differential thermometer. 
If the canister be placed with one of its sides at right angles to the 
axis of the reflector, and be filled with boiling water, the therjnometer 
will instantly show an increase of temperature caused by the heat 
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radiated from the surface of the canister, and collected into a focus 
upon the ball by the reflector. 

The experiment may be varied by 
filling the canister with liquids at 
all temperatures, with snow and 
with freezing mixtures having va- 
rious degrees of artificial cold. The 
""--U \ /T surface of the canister may be Ytm 
^^ an ried in material by attaching to it 
^^ II different substances, such as paper, 
tiJ ^^^ metallic foil, glass, porcelain, &c. It 
may be varied in texture by render- 
Fig. 450. ing it rough or smooth, and in 
colour by any colouring matter. 
In this way the influence of all these physical conditions upon the 
radiation from the surface may be, and has been, ascertained. 

The results of such experimental researches have been briefly as 
follows : — 

1554. Mate of radiation proportional to excess of temperature of 
radiator above surrounding medium, — The rate at which the radiat- 
ing body loses or gains temperature, other things being the same, is 
proportional to the difference between its own temperature and that 
of the surrounding medium, where this difference is not of very ex- 
treme amount. 

1555. Intensity inversely as square of distance, — The intensity 
of the heat radiated is, like that of light, other things being the 
same, inversely as the square of the distance from the centre of 
radiation (907). 

1556. Influence of surf ace on radiating power, — The radiating 
power varies with the nature of the surface, and its degree of polish 
or roughness. 

In general, the more polished a surface is, the less will be its ra- 
diation. Whatever tarnishes or roughens the surface of metal in- 
creases its radiation. (See Appendix.) 

Metallic are in general less powerful radiators than non-metallic 
surfaces. 

1557. Reflection of heat — When the rays of heat encounter any 
surface, they are more or less reflected from it. Surfaces, therefore, 
in relation to heat, are perfect or imperfect, good or bad reflectors. 

In the experiments above described, the reflecting powers of diffe- 
rent surfaces were ascertained by constructing the concave reflector M 
of different materials, or by coating its surface variously, or, in fine, 
by submitting its surface to any desired physical conditions. Thus, 
when a reflector of glass is substituted for one of metal, the radiating 
surface of the canister remaining the same, it is found that the efiiect 
on the thermometer is diminished. Glass is therefore a less perfect 
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reflector than metal. If the surface of the reflector he coated with 
impblack, no effect whatever is produced on the thermometer. Such 
J surface does not, therefore, reflect the thermal rays. 

1658. Absorption of heat — To determine the physical conditions 
which affect the absorbing power of a surface, it is only necessary, 
in the experiment above described, to vary the surface of the ball 
/ of the thermometer, which is placed in the focus of the reflector, for, 
as the heat is radiated by c and reflected by M, it is absorbed by/. 

By coating the ball of the thermometer, therefore, with metallic 
foil, paper, lampblack, and other substances, and by rendering it in 
various degrees rough and smooth, the effects of these modifications 
on the thermometer are rendered manifest, and the comparative 
absorbing powers are ascertained. 

In this way it has been ascertained that the same physical condi- 
tions which increase the radiation and diminish the reflection, increase 
the absorption. The best radiators are the most powerful absorbers 
and the most imperfect reflectors. (See Appendix.) 

1559. Tabular statement of radiating and reflecting powers, — 
The relative radiating, absorbing, and reflecting powers of various 
surfaces have been submitted to a still more rigorous analysis by M. 
Melloni, whose researches were greatly favoured by the fine climate 
of Naples, where they were principally made. The results are given 
in the following table, in the first column of which the numbers 
express the radiating and absorbing powers, that of a surface covered 
with the smoke of a lamp being expressed by 100. The absorbiDg 
power of this surface is complete. The reflecting power is, ^s wiU 
be observed, the complement of the absorbing power. 

Table showing the absorbing and reflectiny Powers of various 
Surfaces^ according to the Experiments of Melloni. 



Smoke-blackened 81u:£dm» 

Carbonate of lead 

Writing paper 

Glass 

China ink 

Gnmlac 

Silver foil on glafls 

Cast iron polished 

Mercury (nearly) 

Wrought iron polished 

Zinc polished 

Steel « ;. 

Platinum, thick coat, imper- 
fectly polished 

" plate on copper.... 

" leaves 

Tin 



e 

* o 



1^ 



100 
100 
98 
90 
85 
72 
27 
26 
2S 
23 
19 
17 

24 
17 
17 
14 



a ^ 



Metallic mirrors a little tar- 
nished 

" nearly polished 

Brass cast, imperfectly po- 
lished 

** hamm.ered 

« « highly polished 
" oast 

Ciopper coated on iron 

" varnished 

« hammered or oast 

Gold plating 

Gold deposited on polished 
steel 

Silver, hammered and vrell 
polished. 

Silver, cast, and well polished 



II 

n 



8» 



86 



91 
93 
93 
93 
86 
93 
95 

97 

97 
97 
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1560. Singular anomcbly in the reflection from metallic swrfaces. 
— The numbers given in this table, which will be observed to differ 
considerably from those determined by Leslie and others, have been 
obtained by the recent elaborate experimental researches of MM. de 
la Provostaye and Besains. In these experiments an anomalous 
circumstance was observed on varying the angle of incidence of the 
thermal rays. It was found that, in the case of glass, the proportion 
of rays reflected increased with the angle of incidence, as happens 
with luminous rays, but that with polished metallic surfaces, the same 
proportion was reflected at all incidences up to 70°, and beyond this 
limit the proportion reflected, instead of increasing, as would have 
been expected, was greatly diminished. (See Appendix.) 

1561. Thermal equilibrium maintained ht/ the interchange of 
heat hy radiation and absorption. — From all that has been here 
explained it will be apparent that the state of thermal equilibrium 
is maintained among any system of bodies by a continual interchange 
of heat by radiation and absorption. The heat which each body 
receives from others in its presence, it partly absorbs and partly 
reflects. Those rays which it absorbs tend to raise its temperature ; 
and this temperature would soon rise above that which the thermal 
equilibrium requires, but that the body radiates heat from all points 
of its surface ; and the total quantity thus radiated is equal to the 
total quantity absorbed. If either of these quantities were perma- 
nently greater or less than the other, the temperature of the body 
would either indefinitely rise, or indefinitely fall; according as the 
heat absorbed or radiated might be in excess. 

If a body, at any given temperature, be placed among other bodies, 
it will immediately afFect them thermaUi/y just as a candle brought 
into a room illuminates all bodies in its presence, with this difference, 
however, that if the candle be extinguished, no more light is diffused 
by it; but no body can be thermally extinguished. All bodies, 
however low be their temperature, contain heat, and therefore 
radiate it. 

1562. Erroneous hypothesis of radiation of cold. — If a ball of ice 
be brought into the presence of a thermometer, the thermometer will 
fall ; and hence it was erroneously inferred that the ice emitted rays 
of cold. The effect, however, is otherwise explained. The ice and 
the ball of the thermometer both radiate heat, and each absorbs 
more or less of what the other radiates towards it. But the ice being 
at a lower temperature than the thermometer, radiates less than the 
thermometer, and therefore the thermometer absorbs less than the 
ice, and consequently falls. 

If the thermometer placed in presence of the ice had been at a 
lower temperature than the ice, it would, for like reasons, have risen. 
The ice in that case would have warmed the thermometer. 
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1563. Transmission ofTieat. — ^When rays of heat are incident on 
the surfaces of certain media, they penetrate them in greater or less 
quantity, according to the nature and properties of the medium, just 
as rays of light pass through bodies which are more or less transpa- 
rent or diaphanous. 

Media which are pervious to heat are said to be dtathermanotLSy 
and those which are impervious are called athermanoiis. 

Bodies are diathermanous in different degrees, or altogether ather- 
manous, according to their various physical characters, their thick- 
ness, the state of their surface, the nature of the heat which is 
incident upon them, and other conditions. 

1564. MsUoni*s thermoscopic apparatus. — ^Nearly all the know- 
ledge we possess in this branch of the physics of heat is the result of 
the recent researches of M. Melloni. The thermoscopic apparatus 
contrived and applied with singular felicity and success by him, con- 
sisted of a thermo-galvanic pile acting upon a highly sensitive 
galvanometer. It will be explained hereafter that if the thermal 
equilibrium be disturbed in certain metallic combinations, an electric 
current will be produced, the intensity of which will be proportional 
to the difference of temperature produced, and that the force of such 
a current can be measured by the deviation it produces in a magnetic 
needle, round which it is conducted spirally upon a coil of metallic 

wire coated with a non-conduct- 
ing substance. 

The general form and ar- 
rangement of this apparatus, 
and the manner of applying it 
to thermal researches, are re- 
presented in Jigs, 451., 452., 
453., and 454. 

Upon the stand s is placed 
the source of heat which is sub- 
mitted to experiment. Those 
which M. Melloni selected 
were a lamp L, with a concave 
reflector t; a spiral wire of 
platinum H, fg. 452., rendered 
incandescent by the flame of a 
spirit-lamp; a plate of copper 
I, Jig. 453., blackened with 
smoke, and raised to the tem- 
perature of 700° by a spirit- 
lamp; and, in fine, a cubical 
canister K, Jig. 454., similar to 
those used by Leslie. 




Fig. 451. 



Digitized by LjOOQIC 



182 




HEAT. 



Q^ 



• o. 



Fig. 452. 



M 



Fig. 453. 




Fig. 454. 



On the stand T was placed the body x, through which the rays of 
heat were to be transmitted, and which was formed into a thin plate. 
An athermanous screen / was interposed, having in it an aperture to 
limit the pencil of rays transmitted to x. Another athermanous 
screen was placed at c, movable upon a joint by which the pencil pro- 
ceeding from the lamp could be intercepted or transmitted at pleasure. 

The thermo-voltaic pile was placed at^, having one end present-ed 
to the thermal pencil, and movable in a case fitting it, in which it 
was capable of sliding. Its poles p and n were connected by con- 
ducting wires with the galvanometer, the needle of which indicated 
by its deflection the intensity of the heat by which, the pile^ was 
affected. 

1565. Results of MellonVs researches. — The series of experiments 
made with this apparatus gave the remarkable, and in many respects 
unexpected, results which we shall now briefly state. 

The only substance found to be perfectly diathermanous was rock- 
salt. Plates of this crystal transmit nearly all the heat which enters 
ttiem, no matter from what source. Of the incident rays 7*7 per 
cent, are reflected from both surfaces of the plate, and the whole of 
the remaining 92*3 per cent, are transmitted. There is no absorption. 

Bodies in general are l«ss athermanous the higher the tempera- 
ture of the radiator. 

1566. Transparent media not proportionally diathermanous, — 
Media are not diathermanous in proportion as they are transparent. 
On the contrary, certain media which are nearly opaque are highly 
diathermanous, while others which are highly transparent are nearly 
athermanous. Thus, black glass and plates of smoked quartz so 
opaque that the disk of the sun in the meridian is barely visible 
through them, are much more diathermanous than plates of alum, 
which are very transparent; and plates of quartz smoked to opacity 
are more diathermanous than when clean and transparent. In like 
manner, black glass is taiore diathermanous than colourless glass. 

1567. Decomposition of heat by absorption. — The thermal pencil 
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Is composed of rajs^ some of which are absorbed^ and others trans- 
mitted by certain media. This effect is altogether analogous to that 
which is produced bj coloured media on light. If a pencil of solar 
light be incident upon red glass^ the red rajs alone will be trans- 
mitted^ those of the other colours being absorbed ; but if the red 
light transmitted through such a plate be received upon a second red 
plate, there will be no further absorption, at least so far as depends 
on the colour of the light In like manner, when a thermal pencil 
enters certain diathermanous media, a part of its rays are intercepted, 
others being transmitted. If these last be received upon another 
plate of l^e same diathermanous substance, they will pass freely 
through it without further absorption. 

It is therefore inferred that such a medium decomposes by absorp- 
tion the thermal pencil, in the same manner as a coloured transparent 
medium decomposes by absorption a pencil of white light. This 
inference is confirmed by the fact that different partially diatherma- 
nous media absorb different constituents of the thermal pencil. Thus 
we may cause its entire absorption by causing it successively to pass 
through two media, each of which absorbs the rays transmissible by 
the other. 

This is also analogous to the effects of coloured transparent media 
upon luminous pencils. If a pencil of solar light be successively 
incident upon two plates, one of red and the other of the comple- 
mentary tint of bluish-^een, it will be wholly absorbed, the second 
plate absorbing all the rays transmitted by the first 

1568. Absorption not superficial, hut limited to a certain depth. 
— ^The partial absorption produced by such imperfectly diathermanous 
media is not effected at the surface. The rays are absorbed gradually 
as they pass through the medium. This, however, is not continual. 
All absorption ceases after they have passed through a certain thick- 
ness, and the rays transmitted by a plate of that thickness would, in 
passing through a second plate of the same substance, undergo no 
further absorption. 

Glass and rock crystal are each partially diathermanous, the ther- 
mal rays transmitted and absorbed however being different If a 
thermal pencil pass through a plate of glass of a certain thickness, 
a part of the rays composing it will be absorbed. If the rays trans- 
mitted be received on another similar plate of glass, they will be all 
or nearly all transmitted, no further absorption taking place. But 
if these rays thus transmitted by the glass be received upon a plate 
of rock crystal of sufficient thickness, a portion of them will be ab- 
sorbed. Now if the glass and the rock crystal had each the power 
of absorbing 'the rays transmitted by the other, their combination 
would be absolutely athermanous, just as two plates of coloured glass 
would be opaque, if each transmitted only the colours complementary 
to those transmitted by the other. 

u. 12 
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1669. Fhyskal cond{ti(m8 of diathermantsm. — It appears firom 
the researches of Melloni, that the physical conditions which render 
bodies more or less diathermanoas have no connection with those 
which affect their transparency. Water is one of the least diather- 
manous substances, although its transparency is so nearly perfect. 
If; therefore, it be desired to. transmit light without heat, or with 
greatly diminished heat, it is only necessary to let the rays pass 
through water; by which they will be strained of a great part of their 
heat. 

If the quantity of radiant heat transmitted through air be ex- 
pressed by 100, the following numbers will express the quantity 
transmitted through an equal thickness of the substances named below. 



Air 100 

Rocksalt (transparent) '.... 92 

Flint glass 67 

Bisulphuret of carbon 63 

Calcareous spar (transparent) 62 

Bock crystal 62 

Topaz, brown 67 

Crown glass 49 

Oil of turpentine.. 31 



Rape oil 30 

Tourmaline (green) 27 

Sulphuric ether..... 21 

Gypsum 20 

Sulphuric acid 17 

Nitric acid 15 

Alcohol 15 

Alum crystals 12 

Water 11 



It appears, therefore, that of all solid bodies rocksalt is the most 
diathermanous, and alum the least so. Of all liquids, bisulphuret 
of carbon is the most, and water the least, diathermanous. 

It is evident from this table, that bodies are not diathermanous 
and transparent in the same degree. . Eocksalt is less transparent but 
more diathermanous than glass. 

It has been found that the power of thermal rays to penetrate an 
imperfectly diathermanous body is augmented by raising the tempera- 
ture of the radiator. This is rendered very apparent in the case of 
glass, which is much more diathermanous to heat radiated by a body 
at a very high than by one at a moderate temperature. This may 
explain the fact that bodies in general are more diathermanous to 
solar light than to light proceeding from artificial sources. 

It is found that heat radiated by bodies which are in a state of 
ignition or incandescence penetrate diathermanous media more freely 
than those radiated by bodies which are not luminous. This is in 
accordance with the general principle already stated, that thermal 
rays penetrate diathermanous bodies more easily the higher is the 
temperature of the radiator. (See Appendix.) 

Experiments on the thermal analysis of solar light were made by 
transmitting a pencil of solar light, either obtained directly or by re- 
fiectioD, through the aperture in the screen/^ Jig, 451. 

1570. JRe/rdctton, rejlectwn, and polarization of heat — Experi- 
ments on the refraction, reflection, and polarization of heat were made, 
by placing on the stand T^fig, 451., prisms of various materials, re- 
flecting surfaces, polariscopes, or doubly refracting crystals. The 
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theHnodcopic apparatus was in each case placed in such a position bs 
to receive the deflected thermal pencil. 

In this manner pencils of heat proceeding from various sources were 
submitted to the same effects of refraction, reflection, and polarization as 
have been already described in Book IX. with respect to light, and 
analogous results were obtained ; the thermal rays being subject to 
the same general laws of reflection and refraction as prevail in rela- 
tion to luminous rays. . 

1671. Application of ^lese principles to eocplain various phenomena, 
— The general principles regulating the radiation, absorption, reflec- 
tion, and transmission of heat, which have been here stated, serve to 
explain and illustrate various experimental facts and natural pheno- 
mena, as will appear from what follows : — 

If two concave parabolic reflectors be placed as described in (Hand- 
book of Optics, 946), any radiator of heat placed in the focus of 
either will produce a corresponding effect upon a thermometer placed 
in the focus of the other, the rays of heat issuing from the radiating 
body being twice reflected and collected into the focus of the second 
reflector, upon the principle explained in (946). 

1672. Experiment of radiated and reflected heat toithpair of pan 
rabolic reflectors. — Let E and B.',flg, 464., be two such reflectors. If 
lighted charcoal be placed in the focus F of one, it will ignite amadou 
or any other easily inflammable substance in the other, even though 
the distance between the reflectors be twenty or thirty feet. 

If a sensitive thermometer, such as the differential thermometer 
(1349); be placed at f', it will show an increase or diminution of 




Fig. 454. 

temperature, according as a hot or cold body is placed at F. If a 
small globe flUed with hot water be placed there, an iucrease will be 
indicated ; and if the globe be filled with snow or with a freezing 
mixture, a decrease will be manifested. 

1573. Materials fitted for vessels to keep liquids warm. — ^Vessels 
intended to hold liquids at a higher temperature than that of the 
suiroanding medium^ should be constructed of materials which are 
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bad ndiatoTS. Thus iearurns, tea-pots, &c., are best adapted for their 
purpose when made of polished metal, and worst when of black por- 
celain. A tearkettle keeps water hotter more effeotnally if clean and 
polished, than if covered with the black of soot and smoke. Polished 
fiie-irons remain longer before a hot fire without being heated than 
rough unpolished ones. 

1574. AdvarUoffe of an unpolished stave, — ^A polished stoTe is a 
bad radiator; one with a rough and blackened surfiice a good radiator. 
The latter is therefore better adapted for wanning an apartment ihsji 
the former. 

1575. Melmets and cuirasses should he polished. -^The helmet and 
cuirass worn by cavalry is a cooler dress than might be imagined, 
the polished metal being nearly a perfect reflector of heat, and thrown 
ing off the solar rays. 

1576. Deposition of moisture on window pomes, — ^When the ex- 
ternal air, which generally happens, is at a lower temperature tHan 
the air included in the room, it will be observed that a deposition of 
moisture will be formed upon the inner sur&ce of the panes of glass 
in the windows. This is produced by the vapour suspended in the 
atmosphere of the room being condensed by the cold surface of the 
glass. If the external air in this case be at a temperature below 32^, 
tiie deposition on the inner surface of the glass will be congealed^ 
and a rough coating of ice will be exhibited upon it. 

Let two small pieces of tinfoil be fixed, one upon a part of the ex- 
ternal surfisuse of one of the panes, and the other upon the internal 
surf)EU» of another pane, in the evening ; it will be found in the morn- 
ing that that part of the internal surface of the pane upon which is 
placed the external foil will be nearly free from ice, while the sur&oe 
of the internal foil will be more thickly covered with ice than the 
parts of the inner surface of the glass which are not covered with 
foil : these effects are easily explained by radiation. When the fin- 
foil is placed on the external surface, it reflects the heat which strikes 
on that sur£su$e, and protects that part of the sur&ce which is covered 
from its action. The heat radiated from the objects in the room 
striking on the inner surface of the glass penetrates it, and encounter- 
ing the foil attached to the exterior surface, is reflected by it through 
the glass,' and its escape into the external atmosphere is intercepted; 
the portion of glass, therefore, opposite to the tinfoil, is subject to the 
action of the heat radiated from the chamber, but protected from the 
option of the external heat. The temperature of that part of the 
glass is therefore less depressed by the external atmosphere than the 
temperature of those parts which are not covered by tinfoil. Now 
glass being a bad conductor of heat, the temperature of that part 
opposite to the external foil does not immediately affect the remainder 
of the pane, and consequently we find that, while the remainder of 
the interior surface of the pane is thickly covered with ioe^ the por- 
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tion of it oppc»ite the tinfoil is comparatively free from it. On the 
contrary, when the tinfoil is applied on the internal surface, it reflects 
perfectly the heat radiated from the objects in the room, while it ad- 
mits through the dimensions of the glass the heat proceeding from 
the external atmosphere. The portion of the glass, therefore, covered 
by the tinfoil, becomes colder than any other part of the pane, and 
the tinfoil itself partakes of this temperature, which is not raised by 
the effect of the radiation of objects in the room, because the tinfoil 
itself is a good reflector and a bad absorber. Hence the tinfoil pre- 
sents a colder surface to the atmosphere in the room, than any odier 
part of the surface of the pane, and consequently receives a more 
abundant deposition of ice. 

1577. Principles which explain the phenomena of dew and hoar 
froit, — A clear unclouded sky in the absence of the sun radiates 
but little heat towards the earth ; consequently, if good radiators be 
exposed to such an aspect, they must suffer a fall of temperature, 
since they lose more by radiation than they receive. 

Let a glass cup, for example, be placed in a silver basin, and ex- 
posed during a cold night to a clear sky ; it will be found in the 
morning that a copious deposition of moisture will have been made 
on the glass, from which the silver vessel is perfectly free. Revers- 
ing the experiment, let a silver cup be placed in a glass basin, and 
similar results will ensue, the basin being perfectly covered with 
moisture, from which the cup is free. This is easily explained : the 
metal, being a bad radiator of heat, preserves its temperature \ the 
glass, being a good radiator of heat, loses by radiation much more 
than it receives, and, consequently, its temperature feills, and it con- 
denses the vapour in the air around it. 

The result of experiments of this kind supplied Dr. Wells with 
his celebrated theory, by which he explained the phenomenon of 
dew. 

According to what has been explained, it appears that the objects 
which are good radiators, exposed to a clear sky at night, will become 
colder than the surrounding atmosphere, and will consequently con- 
dense the water suspended in the air around them ; while objects 
which are bad radiators will not do this. Grass, foliage, and other 
products of vegetation are in general good radiators. The vegeta- 
tion, therefore, which covers the surface of the ground in an open 
country on a clear night will receive a deposition of moisture from 
the atmosphere ; while the objects which are less perfect radiators, 
such as earth, stones, &c., do not in general receive such depositions. 
In the close and sheltered streets of cities, the deposition of dew is 
rarely observed, because there the objects are exposed to reciprocal 
radiation, and an interchange of heat takes place which maintains 
their temperature. 

The effect of the radiation of foliage is strikingly manifested by 
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the foUowitg example. Of two thermometers, one laid among 
leaves and grass, and the other suspended at some height above 
them, the latter will be observed to fall at night many degrees 
below the former. 

1578. Dew not deposited under a dovded %hy, — In a cloudy 
night, dew is not deposited, because in this case, although vegetation 
radiates as perfectly as before, the clouds also radiate, and an inter- 
change of heat takes place between them and the surface of the 
earth, by which the fall of temperature producing dew is prevented. 

1579. Productixm of artificial ice by radiation in hot climates. — 
Artificial ice is sometimes produced in hot climates by the following 
process. A position is selected, not exposed to the rsuiiation, of sur- 
rounding objects, and a quantity of dry straw is spread on the 
ground, on wbich pans of porous earthenware are disposed in which 
the water to be cooled is placed. The water radiates heat to the 
firmament, and receives no heat in return. The straw upon which 
the vessels are placed, being a bad conductor, intercepts the hea^ 
which would otherwise be imparted to the water in the vessels from 
the earth. The porous nature of the pans also allowing a portion 
of the water to penetrate them, produces a rapid evaporation, by 
which a considerable quantity of the heat of the water is carried off 
in a latent state by the vapour. Heat is thus dismissed at once by 
evaporation and radiation, and the temperature of the water in the 
pans is diminished until it attains the freezing point. In the morn- 
ing the water is found frozen, and is collected and placed in cellars 
surrounded with straw or other bad conductor, which prevents its 
liquefaction. 



CHAP. XI. 

COMBUSTION. 

1580. Seat developed or absorbed in chemical combination. — It has 
been already explained, that when two substances enter into chemical 
combination, so as to form a new compound, heat is generally either 
developed or absorbed, so that although the components before their 
union have the same temperature, the temperature of the compound 
which results will be generally above or below this common temper- 
ature, and sometimes considerably so. 

1581. This effect explained by specific heat of compmmd being 
less or greater than that of components. — If no change in the state 
of aggregation of the constituents is produced by their union, this 
phenomenon is explained by the specific heat of the compound being 
less or greater than that of the components, according as the temper- 
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atnre of the compound is greater or less than that of the components. 
If greater, it is because, the specific heat being less, the actual quan- 
tity of heat contained in the compound gives it a higher tempera- 
ture ; if less, because .it giyes it a lower temperature. 

1582. Or hy heat being developed or absorbed by change of state, 
— If the state of aggregation of either or both oi the components be 
changed; heat which was latent becomes sensible, and raises the tem- 
perature of the compound; or heat which was sensible becomes 
latent, and lowers it. Thus when a solid mixed with a liquid is dis- 
solved in it, the solid in liquefying absorbs and renders latent the 
same quantity of heat which would have been necessary to melt it. 
This heat being abstracted from the sensible heat of the compound 
lowers the temperature. This phenomenon has been already noticed 
in the case of freezing mixtures. (See Appendix.) 

1688. Combustion, — But of all the cases in which heat is deve- 
loped by chemical combination, the most important are those in 
which combustion is produced. 

When the quantity of heat suddenly developed by the chemical 
combination of two bodies renders the Isompound luminous, the 
bodies are said to bum, and the phenomenon is- called combustion. 
If the product of the combination be solid it is called Jire; if 
gaseous, fiam^, 

1584. Flams, — Flame, therefore, is gas rendered white hot by the 
excessive heat developed in the combination which produces it. 

1585. Agency of oxygen,, — It happens that, among thie infinite 
variety of substances whose combination is productive of this class 
of phenomena, one of the two combining bodies is almost invariably 
oxygen gas. A few other substances, such as chlorine, bromine, and 
iodine, produce similar effects ; but in all ordinary cases of combus- 
tion, and universally where that effect is resorted to as a source of 
artificial heat, one of the combining substances is oxygen gas. 

On this account this gas has been called a supporter of combustion, 

1586. Combustibles. — The substances which combining with it 
produce the phenomenon of combustion are called combustibles, 

1587. Combu^stion eaplained, — One of the circumstances which 
render combustion so ordinary a phenomenon, is the fact that the 
oxygen which forms one of the constituents of the atmosphere is 
either mechanically mixed in it, or, if chemically united, is held in 
combination by the weakest possible affinity. It therefore floats in 
the air in a state of almost complete freedom, ready to combine with 
any body for which it has the least affinity. When the temperature 
of a combustible, therefore, is so elevated as to weaken sufficiently 
its cohesion, its molecules enter into combination with the oxygen 
of the air, and heat and light, and all the effects of combustion, are 
manifested. 

1588. Temperature necessary to produce combustion, — The tem- 
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perature necessary to produce this combination is different for diffe^ 
rent substances; phosphorus combines with oxygen, and bums in 
the atmosphere if raised to 148*^. Hydrogen gas will not burn till 
raised to incandescence. According to Sir H. Bayy, the tempera- 
tures necessary to the combustion of the several combustibles here 
named are in the following order : — 



1. Phosphorus. 

2. Phosphuretted hydrogen. 

3. Hydrogen and chlorine. 

4. Sulphur. 

5. Hydrogen and oxygen. 

6. Olefiant gas. 



7. Sulphuretted hydjr ogen. 

8. Alcohol. 

9. Wax. 

10. Carbonic oxide. 

11. Carburetted hydrogen. 



The heat developed in the process of combustion is itself the 
means of sustaining and rendering continuous the combustion. If 
any source of heat of sufficient intensity be applied to the wick of a 
candle, the matter of the wick will combine with the oxygen of the 
air and will bum. The heat evolved in this combustion will dissolve 
the wax or tallow, which ascending through the meshes of the wick 
is converted into vapour, smd being thus raised to the necessary tem- 
perature, enters into combustion ; and so the process is continued so 
long as a supply of tallow or wax is conveyed to the wick. 

1589. lAght of flame only swperfl/dcd, — ^It is evident the light of 
the flame is only superficial, that part alone being in combustion 
which is in contact with the air. The flame of a candle or lamp is 
therefore, so far as regards light, hollow. It is a column of gas with 
a luminous surface. As the gas within the surface rises, it gets into 
contact with the air and becomes luminous, and this continues until 
the column is brought to a point. Thus the flame of a candle or 
lamp gradually tapers until all the combustible vapour proceeding 
from the oil, wax, or tallow receives its due complement of oxygen 
from the air and passes off. It speedily loses that high temperature 
which renders it luminous, and the flame terminates. ? 

1690. lUuminating power of combmtibles.-'^— The light afforded 
by lamps or candles formed of different substances has different 
illuminating powers, according to the constituents of these substances 
and the heat developed in their combustion. 

The light, however, is not proportional to the heat. Hydrogen 
gas which developes in its combustion a very intense heat, produces 
but a feeble light. 

1591. CcmstUu&nts of cornbustihUs used for illumination, — The 
chief constituents of the combustibles which are used for the purposes 
of illumination are carbon and hydrogen, and the whiteness of the 
flame is determined in a great degree by the proportion of carbon. 

The combination in this case produces carbonic acid and water, 
carbon combining with the oxygen to produce the former, and the 
hydrogen to produce the latter. 
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1592. Sp&ii^ plaUwum rendered incandescent hy hydrogen,-—'!! 
a jet of hydrogen gas be directed upon a soxbII mass of spongy 
platinum^ the metal will become incandescent, and will continue so 
as long as the gaa aets upon it, without, however, suffering any per- 
manent change. 

An apparatus for producing an instantaaeous Hght hss been con- 
I irived on thia principle. By turning a stc^p-coek communicating 
with a small bottle in which the gas is g^serated in the usual way, 
the jet of gas is thrown upon a small cup containing the spongy 
metal, which immediately becoming incandescent, is capable of 
lighting a match. 

Some other metals, palladium, iridium, and rhodium, are suscepti- 
ble of the same effect. 

This effect has not been yet explained in a clear or satisfactory man- 
ner. See Turner's Chemistry, by Liebig and Gregory, 8th edit. p. 542. 

1593. Quantity of Jieat developed by combustibles, — The deter- 
mination of the quantity of heat evolved by different combustibles, 
is a question not only of great scientific interest, but of considerable 
importance in the arts and manufactures. . The mutual relation be- 
tween the quantities of the combustible, the oxygen, and the heat 
developed, if accurately ascertained, could not £m to throw light, 
not only on the theory of combustion, but on the physics of heat in 

feneral. In the arts and manufactures, the due selection of com- 
ustible matter depends in a great degree upon the quantity of heat 
developed by a given weight in the process of combustion. 

Nevertheless, there is no part of experimental physics in which 
less real progress has been made, and in which the process of investi- 
gation is attended with greater difficulties. Ex{>eriment8 were made 
on certain combustiblesl)y Lavoisier and Laplace, by burning them 
in their calorimeter, and observing the quantity of ice dissolved by 
the heat which they evolved. Drs. Dalton and Crawford, Count 
Kumford and Bespretz, as well as Sir H. Davy, made variouB experi* 
ments with a like object. It was not, however, until the subject 
was taken up by Dulong that any considerable progress in discovery 
was made. Unhappily, that eminent experimental inquirer died 
before his researches were completed. Much valuable information 
has been collected from his unfinished memoranda. The inquiry 
has since been resumed by MM. Eavre and Silbermann, and has been 
prosecuted with much zeal and success. The estimates which they 
have obtained of the quantities of heat developed in the combustion 
of various substances, are found to be in general accordance with 
those which appear to have been obtained by Pulong, in the cases 
where they have operated on the same combustible. Thus, in the 
case of hydrogen, the most important of the substances under 
inquiry, Bulong found the heat developed to be expressed by 3460 1, 
while MM. Favre and Silbermann estimated it at 34462, with rela* 
tion to the same thermal unit. 
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1594. TaMe of the qttanUHes of heai evolved in the comhustujn 
ofvariouB bodies, — In the following table is given the heat developed 
in the combustions of the substances named in the first column ; the 
thermal unit being the heat necessary to raise a weight of water equal 
to that of the combustible one degree of the scale of Fahrenheit's 
thermometer. (See Appendix.) 



Fonaala. 



quutitjr of Heat 
^ven by 1° of 
CoBbucUon. 



Hydrogen, at 59°. 

Carbon, from C to 00». 

" firom sugar, from to 00* 

« from gas retorts 

Graphite, natural, No. 1 

^ from high Aimaoes, No. 1 %,.. 

** natural, No. 2 

Diamond 

Oraphite, from high Aimaoes, No. 2. 

Diamond heated 

Oarbonio oxide, to 00* 

Gas, marsh 

« oleflant : 

Amylene 

Paramylene 



Oetene. 

Metamyline 

Ether, sulphuric » 

« Taleric 

Spirit of wood , 

idoohol, wine 

** Taleric 

« ethalic 

Acetone » 

Aldhyde, ethalic 

« stearic. 

Formiate of methylene 

Acetate «* «< 

Vormiate of alcohol 

Ether, acetic , 

Bntyrate of methylene »... 

Ether, butyric 

Valeriate of methylene 

« « alcohol 

Acetate of alcohol, valeric 

Ether, yaleramilic 

Add, fi)rmic 

« aceUo 

« butyric 

« Taleric 

« ethalic 

" stearic 

** phrenic , 

Terebene 

Essence of turpentine 

« citron 

Sulphur, native or melted 

** at instant of crystallization 

Sulphuret of carbon , 

Oarbon burnt with peroxide of asote at 60° 

Decomposition of peroxide of azote 

*^ ** water oxygenated, 1 gr. oxygen ., 

Decomposition of oxide of silver absorbs , 

Iceland spar for 00* and to 0, absorbs , 

Aragonite combined gives 

" separated absorbs , 

« separated after comUnation absorbs 



C»H* 
C*H* 
C»o H" 

C«H« 

C»H» 

C«»H*» 

H0*+0>H« 

H0*+C*> H«» 

H0*+C»H« 

HO»+C* H* 

H0*-f C*» H»» 

H0»+C«H»» 

0»H«+0" 

C**H»0» 

C"H"0* 

C*H*0* 

C«H«0* 

C«H«0* 

O'H'O* 

C» H*» 0* 

0»* H»a 0* 

0" H" 0* 

0»* H" 0* 

C*>H«>0* 

C*>BP»0* 

0*+C*H* 

0*+0* H* 

0*+C*H« 

0*+C»» H" 

0«+0» H» 

0*+C« H» 

0**BP0» 

0»H« 



e2,031-6 
14,^4-7 
14,471-6 
14,4851 
14,060-7 
14,013-6 
14,006-7 
13,086-2 
13,926-8 
14,181-7 
4,824-9 
23,513-4 
21,344-0 
20,683-8 
20,346-3 
20,278-8 
19,941-3 
19,671-3 
16,248-6 
18,338-4 
9,642-7 
12,931-2 
16,125-6 
19,132-6 
13,149-0 
18,616H) 
18,892-8 
7,555-3 
9,615-6 
9,502-2 
11,326-9 
12,237-3 
12,763-6 
13,276-1 
14,102-8 
14,348-2 
16,378-5 
3,600*0 
6,309-4 
10,121-4 
11,590-2 
16,956-0 
17,676-0 
14,116-1 
19,193*4 
19,533-6 
19,726-2 
8,9980 
4,066-1 
6,120-9 
20,084-2 
19,962-9 
SV345-4 

— 89-8 
— «64-e 
+ 68-9 
—664-6 
—485^ 
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CHAP. XII. 
ANIMAL HEAT. 

1595. Temperature of organized bodies not in equilibrium with 
mirrounding medium, — Organized bodies in general present a striking 
exception to the law of equalization of temperature, since, with some 
rare exceptions, these bodies are never at the temperature of the 
medium which surrounds them. The human body, as is well known, 
has a permanent and invariable temperature much more elevated 
than that of the atmosphere. The animals of the polar regions are 
much warmer than the ice upon which they rest, and those which 
inhabit tropical climates colder in general than the air they respire. 
The temperatures of the bodies of birds is not that of the atmo- 
sphere, nor of fishes that of the sea. 

There is therefore, in organized bodies, some proper source of heat, 
or rather some provision by which heat and cold can be produced at 
need ; for the ponderable matter which composes the bodies of these 
creatures must, like all ponderable matter, be subject to the general 
law of equilibrium of temperature. It is therefore necessary to 
ascertain what is the temperature of organized creatures ; what are 
the quantities of heat which they evolve in a given time to maintain 
this temperature ; and what is tiie physical apparatus by which that 
heat is elaborated. 

1596. Temperature of the bhod in the human species. — The tem- 
perature of the blood in the human species is found to be the same 
throughout the whole extent of the body, and is that which is indi- 
cated by a thermometer, whose bulb is placed under the tongue and 
held there until the mercurial column becomes stationary. This 
temperature is 98^-6, subject to extremely small variations, depending 
on health, age, and climate. 

1597. Researches of Davy to determine the temperature of the 
blood. — Dr. John Davy, Inspector of Army Hospitals, availed him- 
self of the importunities presented by his professional appointment, 
and of a voyage made by him to the East, to make an extensive and 
valuable series of observations on the temperature of the blood in 
man, in different climates, at different ages, and among different 
races, as well as upon the inferior animals. These observations were 
made between 1816 and 1820. 

The first series of observations were made during a voyage from 
England to Ceylon, and, therefore, under exposure to very various 
climates and temperatures. The temperature of the blood was ob- 
served by means of a sensitive thermometer applied under the tongue 
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near its root, wilih every precaution necessary to ensore accuracy. 
The principal results obtained are collected and arranged in the 
following tables : — 

Table I. 

1598. SJunoing the Temperature$ of the Bhod of 13 Individtuxls 

in different Climates. 



Aje. 


Air, flOO. 


Air, 78°. 


Air, 79-600. 


Air, 80O. 


24 


98-5 


99 


100 


99-5 


28 




99-5 


99-6 


99-6 


26 


96-26 


98-76 


98-6 


90-76 


17 


m^ 


99 


99 


100 


25 


98 


99 


99 


99-6 


20 


98-75 


98 


99-6 


100 


28 


98-25 


98-75 


99 


99-6 


25 


98 


.» 




101 


40 




_ ^ 


.^ 


99-76 


43 


— 


^. 


.. 


99 


40 


» 


i_ 


_ 


99-6 


13 


.. 


_ 


_ 


100 


4 


— 


— 


— 


99-5 



Table U. 

Showing the Temperatures of the Blood of 6 IndividwUs in 

diff&rent ClimcUes. 



Are. 


Air, 9BP. 


Air, 83°. 


Air, ao. 


Air, 84®. 


85 


98 


99 


102 


98-6 


20 


98 


99 


101 


98 


40 


99 


99 


98-6 


96 


86 


98 


99-76 


99 


98 


20 


98 


99-5 


99 


— 


24 


98 


99-5 


100 


— 



Table III. 

Showing the Temperatures of the Bhod in the same Individual 

at different Hours of the Day, 



Boor. 


Air 


Blood. 


SeDMtioB. 


6 a.m. 


60-6 


98 


Cool. 


9 


66 


97-6 


Cold. 


IP.IC 


78 


98-5 


Cool. 


4 


79 


98-5 


Warm. 


6 


71 


99 


Wftrm. 


11 


60 


98 


Cool. 



Table IV. 

Shovnng the Limits between which the Temperature of th^ Blood 

in different Races was observed to vary in India. Air, 75° toSl^, 



RacM. 


Temperatnre. 


Race*. 


Tomperatnre. 


Cape Hottentots 

Singaleee. 

Albinoes 

Half caste 

White Children 


96-5 to 99-5 

100 101-5 

101 101-75 

100 102 

101 102 
97-6 99 


YaidAfl 


98 to 98-5 
98-6 99-6 
98-5 99-6 
98 100 
98 101 




Malays 


Sepoys 


Eijgllflh « 


KandianB 
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• Table V. 

Shovying ike Temperatare of£h^ Blood ohterved in different Spedet 
of Animals, 



Temperature. 



PlMw of ObeerratioB. 



MammdUa. 



Monkey.. 

Pangolia 

Bat 

Tampyxe , 

Squirrel 

Rat 

Ouinearpig ... 

Hare , 

Ichneumon- 
Jungle cat.... 

Cur dog. 

Jackal 

Oat 



Felix parduB .. 

Horse 

Sheep 



Goat.. 
Ox 



Elk... 
Hog.. 



Elephant.. 
Porpoise... 



8(J» 
80 
82 
70 
81 



80 
81 
80 

84 
60 
79 
61 



67 
78 
78 
Summer. 
80 
78 
76 
80 



Birds. 



Faleon 

Screech-owl.., 

Jackdaw 

Thrush ........ 

Sparrow 

Pigeon , 



Jungle fowl.. 



Cknnmon fowl.. 



Guinea fowl 

Turkey 

Procellaria equinoxialis . 

** capensis 

Oommon hen 

« cock 

Chicken 

Malay eock 

Goose 

Buck 

Teal 

Snipe 

FloTer 

Peacock 



Amphibitu 
Teetudomydas 



** geometrica < 

tt u 

Bana Tentrioosa 

IL 



72 



77*6 

60 

86 

60 

80 

60 

78 

78 

83 

40 

78 



79 
69 
77 

77 
77 



83 



79-6 

80 

86 

61 

80 

80 

13 



90 
100 
100 
102 
102 
102 
100 
103 

99 
103 
101 
101 
102 
102 

99-5 
101 to 104 

103 to 104 

104 to 106 
103 to 104 
100 

102 
103 
106 
106 
99*6 
100 



99 
106 
107 
109 
108 
108 
109-6 
107-6 
108-6 
108-6 
110 
108 
110 
100 

103-5 to 106-6 
106-6 
110 
111 
111 
110 

106 to 107 
110—111 
108— 109H 

98 
105 
106—108 



84 

88-6 

86 

62-6 

87 

77 



Golomho. 



Chathaio. 
Colombo. 



Kandy. 

Colombo. 

London. 

Kandy. 

Colombo. 

Sandy. 

Scotland. 

Cape. 

Colinnbo. 



Edinburgh 

Kandy. 

Bfount LaTJnia. 

Doombera. 

Mount LaTinia. 

Colombo. 

Lat N. 8o 23^ at fl 



Colombo^ 

London. 

Kandia. 

London. 

Kandia. 

London. 

Mount Lavinia. 

Ceylon. 

Edinburgh. 
Mount Layinia. 



Lat. S. 340 r at • 
Mount Layinia. 



Colombo. 

Ceylon. 

Kornegalle. 



Lat N. ^ V. 

Colombo. 
Cape. 
Colombo. 
Kandy. 
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Gommon frog.. 

Iguaaa 

Serpents ...\ 



IVthes. 



Shark... 
Bonito .. 
Trout... 



Eel 

Flying-fish.. 



MoOmoa, 



Oyster. 
Snail.... 



Crwtacea. 



Crayfish ,. 

Crab 

Imects. 

ScarabflBUS pilolarius... 
Glow-worm. ....*....„..... 

Blatta orientalis 

Qryllns hoematopus ? .. 

Apis ichneumonia? 

Papillio agamemnon..., 

Scorpio afer 

Julns 



60 
82 
811^ 



56 
56. 
51 

77 



7^ 



72 



76 
73 
83 
62 
75 
78 
79 
80 



Temperature. 



77 



58 

51 
78 



82 

76 to 76H 



79 
72 



77 
74 
74—75 

If" 

80 



Place of Observatioa. 

Edinburgh. 
Colombo. 



Lat S. 8° 23'. 
Lat. 8. V> 14'. 
Edinburgh. 
L. Katrine. 
Chatham. 
Lat.N.6P67'. 



Mount LaTinia. 
Kandy. 



Colombo. 
Kandy. 

Kandy. 



Cape. 
Kandy. 



1599. Deductions from these observations. — The conclusions de- 
duced from these observations and experiments are^ that the temper- 
ature of maU; although nearly constant, is not exactly so f that it is 
slightly augmented with the increased temperature of the climate to 
which the individual is exposed ; that the temperature of the inha- 
bitants of a warm climate is higher than those of a mild ', and that the 
temperature of the different races of mankind is, cseteris parihtiSj 
nearly the same. This is the more remarkable; inasmuch as among 
those whose temperatures thus agree, there is scarcely any condition 
in common except the air they breathe. Some, such as the Yaida, 
live almost exclusively on animal food; others, as the priests of 
Boodho, exclusively on vegetables ; and others, as Europeans and 
Africans, on both, 

1600. Birds have the highest^ and amphibia the lov)est temperor 
ture, — Of all animals birds have the highest temperature ; mam- 
malia come next; then amphibia, fishes, and certain insects. 
MoUusca, Crustacea, and worms stand lowest in the scale of temper- 
ature. 

1601. Experiments of Breschet and Becqtierel — ^Experiments 
were made by MM. Breschet and Becquerel to ascertain the varia- 
tion of the temperature of the human body in a state of health and 
sickness. They employed for this purpose compound thermoscopic 

* This was the temperature of the heart, which lies near the surface. In 
the deeply-seated muscles the temperature was 99^ 
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needles, composed of two different metab, which being exposed to a 
change of temperature, indicated with great sensitiveness the sensible 
heat by which they were affected, by means of a galvanometer on a 
principle similar to the electroscopic apparatus used by M. Melloni, 
already described, (1564.) The needles were adapted for use by the 
method of acupuncture. 

1602. Comparative temperature of blood in health and sickness. 
— It was found that in a state of fever, the general temperature of 
the body sometimes rose from l°-8 to '3° -6. 

It was also ascertained in several cases of local chronic and acci- 
dental inflammation, that the temperature of the inflamed part was a 
little higher than the general temperature of the body, the excess 
however neVer amounting to more than from l°-8 to 3° '6. 

1603. Other experiments hy Breschet and BecquereL — It resulted 
from these researches that, in the dog, the arterial blood exceeds in 
temperature the venous by about l°-8. It was also found that the 
temperature of the bodies of the inhabitants of the valley of the 
Bhone, and those of the Great St. Bernard, both men and. inferior 
animals, were the same. 

1604. Eaperim^ents to ascertain the rate of devehpmen^ of animal 
heat — A series of experiments was made by Lavoisier and "Laplace 
to determine, by means of their calorimeter already described, the 
quantity of heat developed in a given time by various animals ; but 
mo^d recently much more extensive researches in this department 
were made by Dulong, which have produced important results. In 
these experiments the animal under examination was shut up in a 
copper cage suflSiciently capacious to be left at ease, and being sub- 
merged in a glass vessel of water, the air necessary for respiration 
was supplied and measured by a gasometer, while the products of 
respiration were carried away through the water, to which they im- 
parted their heat, and were afterwards collected and analyzed. Each 
experiment was continued for two hours. After the proper correc- 
tions had been applied, the heat developed by the animal wto calcu- 
lated by the heat imparted to the water. 

Dulong determined these thermal quantities with great precision 
for numerous animals of different species, young and adult, carnivo- 
rous and frugivorous. The animals during the experiment being 
subject neither to inconvenience nor fatigue, it might be assumed 
the heat they lost was equal to that which they reproduced. On 
analyzing the products of respiration it was found that they were 
changed as air is which has undergone combustion. The oxygen of 
the atmospheric air which was introduced into the cage was in fact 
combined with carbon and formed carbonic acid. So far, therefore, 
as concerned this point, a real combustion may be considered as 
having taken place in the lungs. Thus much was inferred in 
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general fts to tbe sotiroe of animal heat from the disGOveries of 
Lavoisier. (See Appendix.) 

1605. Total guantUy of heat eocplained by chemical laws vnthout 
any especial vital cause, — ^It remaiuedy however, to verify this disco- 
very by showing that the exact quantity of heat evolved in the animal 
system could be accounted for by the chemical phenomena manifested 
in respiration ; and this Dulong accomplished. 
• After having determined the quantity of heat lost by the animal, 
he calculated the quantity of heat produced by respiration. The air 
which was furnished to the animal was measured by the gasometer, 
and the changes which it suffered were taken into account by ana- 
lyzing the prcSucts of combustion discharged through the water from 
the cage. These products were as follows : 

1. The vapour of water. 

2. Carbonic acid, 
8. Azote. 

The vapour of water analyzed gave a certain quantity of oxygen 
and hydrogen, the carbonic acid a certain quantity of carbon and 
oxygen, and the azote was sensibly equal to the quantity of that gas 
oontained in the atmospherio air supplied to the animal. It followed 
that the oxygen of the atmospherio air which had been supplied 
combined in the liuigs partly with carbon and partly with hydrogen, 
producing by respiration carbonic acid and the vapour of the water, 
being exactly the produots resulting from the combustion of a lamp 
or candle. Now &e quantity of heat produced by the combustion of 
given quantities of carbon and hydrogen being taken and compared 
with the quantity of animal heat developed, as given by the heat 
imparted to the water, was found exactly to correspond ; and thus it 
followed that the source of animal heat is the same as the source of 
heat in ihe common process of combustion. 

When these researches were first made, it appeared that the quan- 
tity of heat actually developed in the animal system exceeded the 
quantity computed to result from the chemical change which the air 
suffered in respiration, and it was consequently inferred that the 
balance was due to a certain nervous energy or original source of 
heat existing in the animal organization independently of the common 
laws of physics. Dulong, however, had the sagacity to perceive that 
the phenomenon admitted of a more satis&ctory and simple explana- 
tion, and succeeded at length in showing that the difference which 
had appeared between the quantity of heat developed in respiration, 
and the quantity due to the chemical changes which the air suffered 
in this process, was accounted for by the fact that the quantity of 
heat developed in the combustion of hydrogen and oxygen had been 
ande]>«8timat6d^ and tiiai when the correct coefficient was ap^ed, 
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the quantity of heat due to chemical changes suffered bj the idr in 
respiration was exactly equal to the quantity of heat developed in 
the animal system. (See Appendix.) 



CHAP. xin. 

THE SENSATION OF HJBAT. 

1606. Indtcatipns of the senses fallacious, — ^The senses, though 
appealed to by the whole world as the most unerring witnesses of 
the physical 'qualities of bodies, are found, when submitted to the 
severe scrutiny of the, understanding, not only not the best sources 
of exact information as to the qualities or degrees of the physical 
principles by which they are severally affected, but the most fallible 
guides that can be selected, often informing us of a quality which is 
absent, and of the absence of cme which is present. 

Nor should this be any matter of surprise. Our Maker in giving 
us organs of sense did not design to supply us with philosophicid 
instruments. The eye, the ear, and the touch, though admirably 
adapted to serve our purposes, are not severally a telescope, a mono- 
chord, and a thermometer. An eye which would enable us to see 
the inhabitants of a planet, would ill requite its owner for that ruder 
power which guides him through the town he inhabits, and enables 
him to recognize the friends who surround him. The comparison 
of the instruments which are adapted for the uses of commerce and 
domestic economy with those destined for scientific purposes supply 
an appropriate illustration of these views. The delicate balance 
used by the chemist in determining the analysis of the bodies upon 
which he is engaged would, by reason of its very perfection and sen- 
sibility, be utterly useless in the hands of the merchant or the house- 
wife. Each class of instruments has, however, its peculiar use, and 
is adapted to give indications with that degree of accuracy which is 
necessary, and required for the purposes to which it is applied. 

1607. Sense of t<mch afaUa/dovA measure of heai, — The touch 
is the sense by which we acquire a perception of heat. It is evident, 
nevertheless, that it cannot inform us of the quantity of heat which 
a body contains, much less of the relative quantities contained in 
any two bodies. In the first place, the touch is not affected by heat 
which exists in the latent state. Ice-cold water and ice itself have 
the same degree of cold to the touch, and yet it has been proved that 
the former contains 140° of heat more than the latter. 

1608. Its indications contradictory, — But it may be said that 
«ven the thermometer does not in this case indicate the presence of 

13* 
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the excess of heait in the liquid. The sense of feeling will however 
be found almost as fallacious as regards the temperature of bodies ; 
for it is easy to show that the sense of warmth depends as much 
upon the condition of the part of the body which touches or is sur- 
rounded by the warm or cold medium; as on the temperature of that 
medium itself. 

If the two hands be plunged, one in water at the temperature of 
200^ and the other in snoW; and being held there for a certain time 
are transferred to water of the intermediate temperature of 100°, 
ihis water will appear warm to one hand and cold to the other ; warm 
to the hand which had been plunged in the snow, and cold to the 
hand which had been plunged in the water at 200°. 

If on a hot day in summer we descend into a deep cave, it will 
feel cold ; if we descend into the same deep eaye on a frosty day in 
winter, it will feel warm ; yet a thermometer in this case will prove 
that in the winter and in the summer it has exactly the same tem- 
perature. 

1609. These contradtctione explained. — ^These apparent anomalies 
are easily explained. The sensation of heat is relative. When the 
body has been exposed to a high temperature, a medium which has 
a lower temperature will feel cold, and when it has been exposed to 
a low temperature it will feel warm. 

If in a room raised to a high temperature, as in a vapour or hot- 
air bath, we touch with the hand different objects, they will appear 
to have very different temperatures ; a woollen carpet will feel cold, 
marble slabs warm, and metallic objects very hot. If, on the other 
hand, we are in a room at a very low temperature, all these proper- 
ties will be reversed ; the carpet will feel warm, the marble slabs 
cold, and the metallic objeotfr colder still. 

These effects are easily explained; A woollen carpet is a non- 
conductor of heat. When surrounding objects are at a more ele- 
vated temperature than that of the body, the woollen earpet partak- 
ing in this temperature will when touched feel cool, because, being 
a non-conductor of heat, the beat which pervades it does not pass 
freely to the part of the body which touches it. A marble slab 
being a better conductor, and a metallie object a still better, the heat 
will pass from them more freely to the part of the body which touches 
them, and they accordingly appear hotter. 

But if the room be at a temperature much lower than the body, 
then when we touch the woollen carpet the heat does not pass from 
our body to the carpet because it is a non-conductor, and as we do 
not lose heat the carpet feels warm ; but when we touch the marble, * 
and still more a metallic object, the heat passes more and more freely 
from our body to these objects, and being sensible of a loss of heat 
more or less rapid, we feel cold. 
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1610. Examples of the faUadoui impressions produted by ohjects 
on the totbch. — When we plunge in a cold bath, we are accustomed 
to imagine that the water is colder than the air and surrounding ob- 
jects ; but if a thermometer be immersed in the water, and another 
suspended in the air, they will indicate the same temperature. The 
apparent cold of the water arises from the fact that it abstracts from 
Qur bodies heat more rapidly than air does, being a denser fluid and 
a greater number of particles of it coming into contact at once with 
the surface of the body. A linen feels colder than a cotton, and a 
cotton colder than a flannel shirt, yet all the three are at exactly the 
same temperature. Linen is a better conductor of heat than cotton, 
and cotton than flannel, and, consequently, the heat passes more 
freely through the first than the second, and through the second than 
the third. 

The sheets of a bed feel cold, and the blankets warm, and yet 
they are of the same temperature, — a fact which is explained in the 
same manner. 

The air which is impelled against a lady's face by her &n feels 
cold, while the same air at rest around Her feels warm ; yet it is cer- 
tain that the temperature of the air is not lowered by being put in 
motion. The apparent coolness is explained in this case by a slight 
evaporation, which is efiected upon the skin by the motion given to 
the air by the fan. 

1611. Feats of fire-eaters explained, — Some of the feats per- 
formed by quacks and fire-eaters in exposing their bodies to fierce 
temperatures may be easily explained upon this principle. When a 
man goes into an oven raised to a very high temperature, he takes 
care to place under his feet a cloth or mat made of wool or other 
non-conducting substance upon which he may stand with impunity 
at the proposed temperature. His body is surrounded with air raised 
it is true to a very high temperature, but the extreme tenuity of this 
fluid causes all that portion of it in contact with the body at any 
given time to produce but a slight effect in communicating heat. 
The exhibitor always takes care to be out of contact with any good 
conducting substance, and when he exhibits the effect produced by 
the oven in which he is enolos^ upon other objects, he takes as 
much care to place them in a situation very diffierent from that 
which he himself has occupied. He exposes them to the efiiect of 
metal or other good conductors. 

Meat has been exhibited dressed in the apartment with the exhi- 
bitor. A metallic surfiu^ is in this case provided, and probably 
raised to a much higher temperature than the atmosphere in which 
the exhibitor is placed. 
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CNoTB. — The sections of the Appendix have prefixed to th«a the numbert 
of the corresponding sections in the Text.] 



1343*. Chamge of zero in thermoTnefers, — De La Rive and 
Maioet attribute the gradual diminution in the capacity of the bulbs 
of mercurial thermometers, to the pressure of the external air, inas- 
nuch as there is a vacuum in the instrument above the mercury. In 
consequence of this contraction, and in the course of time, the mer- 
eory of a thermometer immersed in melting ice, will be observed to 
stand firom 1^ to 2^ above the freezing point. 

This chronic change must be distinguished from the sudden change 
which takes place when a thermometer is exposed to a high temper- 
ature, which appears to act by modifying the molecular arrangement 
of the partides of the glass* Person finds that at the temperature 
of 600°, the change sometimes amounts to from 20° to 30° in a few 
hours. Hence, a thermometer before gradualaon should be exposed 
to as high a temperature as it is intend^ for. 

1347*-8*. The air ^lermometer. — The indications of the air 
thermometer are affected by changes of atmospheric pressure. Thus, 
supposing the coloured liquid to stand in the tube as represented in 
fig. 426., and that, without change of temperature, the barometrical 
column should rise from 28 to 30 inches, the increase of atmospheric 
pressure would at the same time cause the liquid to ascend in the 
tube, indicating an apparent fall of temperature* When this source 
of error is avoided, air possesses two advantages as a thermosoopio 
substance: — great sensibility in indicating slight changes of ten^ 
pcrature, and almost perfect uniformity of dilatation. 

1350*-!*. Pifrometeri. — The air pyrometer of Pouillet, which is 
one of the most reliable instruments fbr the measurement of high 
temperatures, consists of a hollow sphere of platinum fitted with an 
escape-tube. The hotter the fire to which the platinum vessel is 

(153) 
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exposed, the greater is the quantity of air driven out of it, and this 
is received over water and measured. 

Mr. John Wilson has devised a new mode of measuring high 
temperatures. According to his plan, a given weight of platinum is 
exposed for a few minutes to the fire, the temperature of which is 
required to be measured, and then plunged into a vessel containing 
water of a determined weight and temperature. After {he heat of 
the platinum has been communicated to the water, the temperature 
of the water is ascertained ; and from this is estimated the tempera- 
ture to which the platinum was subjected. Thus, if the piece of 
platinum employed be 1000 grains, and the water into which it is 
plunged be 2000 grains, and its temperature 60°, should the heated 
platinum, when dropped into the water, raise its temperature to 90^^ 
then 90® — 60=30°; which, multiplied by 2 (because the water is 
twice the platinum), gives 60°, that an equal weight of water would 
have been raised. Again : should the water, in another case, gain 
40°, then 40°x2 = 80°, the temperature measured by the pyro- 
meter. To convert the degrees of this instrument into degrees of 
Fahrenheit, we must multiply by 81 ; because the quantity of heat 
which will raise a given weight of water 1 degree, will raise an equal 
weight of platinum 31 degrees. Thus, 80° X 31 =2480°. And 
60° X 31 = 1860°. In order to attain very accurate results by this 
method, it is necessary to guard against the dissipation of heat by 
conduction and radiation. 

W 1357*. Oo^ffid&iii of dilatation. — The fraction which expresses 
the ratio of the increase of length to the primitive length of any 
solid, is called the linear coefficient of dilatation of that solid. 
Thus, 340 inches of zinc at 32°, becoming 341 inches at 212°, the 
fraction ^^^ is said to be the linear co-efficient of dilatation of sdno 
for 180°. If we assume the solid to expand proportionally in its 
three dimensions of length, breadth, and thickness, its geometrical 
figures in different stages of dilatation will be similar, and conse- 
quently its surface will be proportionid to the square, and its volume 
to the cube of its length. 

Let s = surface at 32°. 

s' = sur£iice at any other temperature. 

= co-efficient of dilatation for the increase of temperature; and, 

L = length at 32°. 

We shall then have 

s : s' : : L^ : (l+cl)», 
:: L* : 'L^(l-\-cf, 
: : 1 : (1-f c)«, 
:: 1 : 1+20 + 0^, 
: : 1 : l-i-2c, nearly; 
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since G*> is yerj smalL Hence, the coefficient of dilatation for a 
Borfaoe is doable the linear co-efficient 

Similarly, bj placing 

V = volume at 32°, and 

Y' = Yolnme at any other temperature, we shall have 



V : V 



1 : (1+0)', 



1 = (1 . , 

1 : l+So+Sc^+c*, 

1 : 1+ 3c, nearly; 

since 3d" and c* are both very small. Hence, the co-efficient of dila- 
tation for volume is triple the linear co-efficient. 

1359*. The co-^ffiderU of dilatation increases with the tempera- 
ture. — ^That the rate of dilatation of a solid increases, as the temperar 
ture is raised, is evident from the following consideration. In 
producing expansion, heat has to overcome the cohesive force of the 
solid. Let us represent this cohesive force by 10 ; and let there be 
added to the solid a quantity of heat sufficient to expand it through 
a space which we may call 1, and to diminish its cohesion from 10 
to 9. A second and equal quantity of heat being applied, it will 
have to contend against a cohesive force not of 10, but of 9, and will 
consequently be able to produce an expansion of more than 1, and 
at the same time will still further reduce the cohesion. So that each 
successive and equal addition of heat will produce a greater degree 
of expansion ; or, technically, the coefficient of dilatation increases 
with the temperature. Thus, according to the experiments of Dulong 
and Petit, the co-efficients of iron for two different ranges of tempera- 
ture are : — 

From 32° to 212° (180 degrees), ^\^, 
From 32° to 572° (540 degrees), j^^. 

If the dilatation were uniform, the second co-efficient should have 
been triple the first, i, 6., -^^^ ; but being somewhat greater, shows 
that the dilatability increases with the temperature. 

Moreover, the increase of dilatability is unequal in different solids, 
as may be seen from the experiments of Dulong and Petit on plati- 
num, glass, iron, and copper (1361.); but this may be shown still 
more strikingly by determining the temperatures indicated by differr 
ent solids when used as thermoscopic substances. If the increase in 
volume which different bodies undergo between the temperatures of 
freezing and boiling water be divided into 180 equal parts or degrees, 
it will be found that when these several bodies are further and 
equally heated, their expansions will be expressed by different num- 
bers of such parts, and in the following proportion — the indications 
of the air thermometer, from its sensible uniformity of expansion, 
being used as the standard of comparison. 
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Temperatures indicated hy different Solids. 

Air. Platinum. Oopper. Iron. Olass. 

82.0 32.0 82.0 82.<» 82.» 

212.® 212.0 212.0 212.0 212.° 

672.0 692.9° , 623.8° 702.7° 667.2° 

1869.'*' Problem, — In coBQeetion with the compeDsatiDg penda- 
lum, we have the following problem : — '^Bequired to find the lengths 
(X and t) of two solids whose co-efficients of dilatation for one degree 
(0 and o') are known, so that the difference of their lengths shall be 
constant." 

Let A = the constant difference of length ; 

And T = the rise or fiill of temperature in degrees. 

Then X — T = A, (1.) 

X + CTX — T — (/ttis a, 

OTX — cfTY = 0, 
ox — O' T = 0, 

ox = (/y, (2.) 

Whence we obtain 

X : Y : : </ : c; 

that is, the length must he inversely as the co-ejficients of dtlatatiomf 
as stated in the text (1369.). 

Again, from equation (2.) we obtain 

</ 
X = T. 



Substituting this in (1.), we have 



0' 

Y — Y 



-t-y = a; 

'0 




1394*. AbtohUe dilatation of liquids distinguished from the 
ajppa/rent. — In liquids, there are to be diadngniahed two dilatations: 
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the apparent dilatatioo^ and the absolute dilatation. The apparent 
dilfttatba is that which the liquid appeturs to undergo in the yefisel 
which contains it — the ahsolnte dilatation is that which the liquid 
would undergo in a yessel which shoidd not itself suffer any dictation. 
The rate of dilatation of mercury has been inyestigated with extrap 
ordinary care by Dolong and Petit^ Rudberg, and Regnault; and has 
been found to increase pro^resdlYely ¥Fith the temperature, whether 
the absolute dilatation or the appanent dilatation in glass is taken into 
consideration. This will be evident from the following tables ; in 
which the first column contains the temperatures indicated by an air 
thermometer — the second^ the co-efficients of dilatation of mercury 
between the freezing point and each of the tem^ratures given in the 
first column — and the third, the temperatures which would be indi- 
eated by a thermometer constructed of mercury contained in a vessel 
whose expansion Mlowed the same law as itself. 

Absolute expansion o/Mercur^j according to Dvlong and FetU. 



Temperatures by 
Air Thermo- 
meter. 


Co-effldent8 for 
Intervals of Tem- 
perature. 


Temperatures In- 
dioated by Mer- 
cury, perse. 


32° 
212° 
392° 
572° 



■svnz 


32° 
212° 

400-3° 
597-5° 



In estimating temperatures by the lur thermometer^ Dulong and 
Petit adopted Gay Lussao's co-efficient of dilatation for air, which has 
since been found too great, as stated in (1377.). 

Begnault avoided this source of error m his experiments. 



Absolute eapansion of Mercury ^ according to Regnault, 



Temperatures by 


Ck)^fflcient8 for the 


Temperatures in- 


Air Thermo- 


Intervals of Temper- 


dicated by Mer^ 


meter. 


ature. 


oury, per se. 


82° 


•0000000 


32° 


1220 


1(-0090120) 


121-40 


2120 


2C0090716) 


212-'» 


302° 


8( -0091310) 
4( •0091910) 


808'8» 


3920 


396-70 


482^ 


6(-0092500) 
6('O093100) 


490-90 


5720 


686-20 


6620 


7( -0093700) 


682-70 



II. 



14 
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Ajpparent eogmnnon of Mercury in Glass, cuxarding to Dtdang 
and Petit, 



Temperatures by 
Aur Thermo- 
meter. 


Co^ffleivnts ftit 
the InterraU of 
lampentaiaa. 


82" 
212' 
392<» 
572° 






The rate of expansion of mercury, however, is sensibly uniform in 
comparison with other liquids ; and the increase in the co-efficient is 
not uniform, but varies considerably in different liquids, as may be 
seen from the following table, which is extracted from the researches 
of M. J. Isidore Pierre on this subject. 



Names of the Liquids. 


Ghemioal For- 
mulae. 


Oo-efflcient for !<> Cent 


Increase 
percent, 
in the co- 
efficient. 


:At320F. 


AtthebolUng 

point of the 

liquid. 


Aldehyde. 


C*H*0» 

C*H»0,C*HO" 

C*H«0,C*H«0« 

C*H»0,C*H*0» 

C»H'0«,HO 


•001663523 
•001325205 
•001295954 
•001258496 
•001025720 


•002121090 
•001679323 
•001687434 
•001719623 
•001598958 


28-33 
26-73 
30-21 
36-69 
56-87 




Acetate of methyl 

" ethyl 


Monohydrated butyric add 



Pierre found, however, that two of the above liquids, namely, the 
formiate of the oxide of ethyl (formic ether) and the acetate of the 
oxide of methyl, both of which may be represented by the same 
empirical formula (C*H®0*), and are therefore examples of what is 
known in Chemistry as metamerism,* follow the same law of con- 
traction for equal intervals of temperature, setting out from their 
respective boiling points. This may be seen from an inspection of 
the following table : — 

* This term is applied by Berzelius to two chemical compounds -which 
contain the same uUimaie, but different jE^roztma^e, elements; and such com- 
pounds occur only among organic bodies. For example, the formula 
G^H«0' will represent both glacial acetic acid and the formiate of methylic 
ether, the ultimate elements in each being the same ; but the proximate 
elements of the former are C^H^O* and HO — of the latter, C'HO» and 
C*H»0. 
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IMstanoe of Temperature 


Yolvme of the Formiate of 


Volume of the Aoetate of 


below the toiUng Point. 


Ethyl. 


Methyl. 


Oo 


1-0000 


1-0000 


9 


0-9923 


0-9923 


18 


0-9848 


0-9848 


27 


0-9774 


0-9775 


86 


0-9702 


0-9703 


45 ^ 


0-9632 


0-9633 


54 


0-9563 


0-9564 


63 


0-9496 


0-9497 


72 


0-9430 


0-9431 


81 


0-9366 


0-9367 


90 


0-9303 


0-9304 


99 


0'9241 


0-9248 


108 


0-9181 


0-9183 


117 


0-9122 


0-9124 


126 


0-9064 


0-9065 


135 


0-9008 


0-9010 


144 


0-8953 


0-8965 



In experimenting upon other isomeric liqoidS; Pierre found that 
they followed different laws of contraction. 

It will be noticed in the above table, as illustrating the general 
fact, that the contraction for each successive 9 degrees is less than 
for the preceding: for the first interval .0077, and for the last .0055. 

1396.* Temperature ofmo/ximum density, — The existence of a 
point of maximum density (38-8® F.) in water is of very great im- 
portance in the economy of nature ; for it is by its means that the 
great mass of water in our rivers and fresh-water lakes is prevented 
from being converted into solid ice during our long and severe win- 
ters. To illustrate this, let us suppose that water, at all tempera- 
tures, obeys the general law of contraction from cold. The sur- 
face being exposed to the cooler temperature of the atmosphere, im- 
parts heat to it and contracts, and, becoming thereby specifically 
heavier, sinks, the warmer and lighter water at the bottom rising to 
take its place. This, in its turn, becoming cooled and specifically 
heavier, sinks ; and thus, by this process of circulation, the temper- 
ature of the whole mass of water would speedily be reduced to the 
freezing point. But it has been arranged, by the wisdom of the 
Creator, that, when the water at the suiface attains the temperature 
of 38.8^, it no longer contracts, but expands, from the abstraction 
of heat, and being therefore specifically lighter, remains at the sur- 
face. The circulating process ceases below 38*8°, and the warmer 
water beneath can be cooled only by its heat being conducted from 
particle to particle towards the surface. It is shown in the text 
(1522.) that liquids, generally, are almost absolute non-oonductors 
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of lieat; and tiiiis Is explained the &ct diat our rivers are froKen 
only to comparaliTely small depths, although the thermometer may 
standi for many ^ooeosiTe days, at tempezatores much below the 
freezing point. 

Sea-water, and solutions of different salts, at different degrees of 
saturation, have also points of maadmum density, which are some* 
times above, imd sometimes below, the respective freezing points of 
the different solutions. H. Despretz has made the most complete 
series of researches on this subject, and a few of his results are 
^ven in the following table : — 



8at)0taii«iB8ohi1iaiL 


Spedilo 
OrmTity of 
Solution. 


Point of Mud- 
ULum PeuBity. 


ai^Miing 
Point 


Weight of the 

tebetanoein 

997-46 of Wft- 

ter. 


Sea-water 


1027 


26-4940 


27-410O 




Chloride of sodioni.... 


1009 


84142 


29-822 


12-846 


do. 


1-018 


28-968 


27-968 


24-692 


do. 


1027 


28-450 


27-014 


87-039 


do. 




8-200 


24-260 


74-078 


Chloride of calciiim... 


1-005 


87-832 


81-516 


6-178 


do. 


1-010 


85-690 


81-046 


12-846 


do. 


1-020 


82-108 


29-984 


24-692 


do. 


1081 


27.626 


. 24-944 


87-089 


do. 


1-060 


18-226 


22-496 


74-078 


Sulphate of soda 


i-006 


86-686 


81-028 


6-178 


do. 


1-012 


•84070 


29-948 


12-846 


do 


1-028 


29-292 


80-506 


24-692 


do 


1084 


24-206 


27-698 


87-089 


do. 


1-066 


9-982 


28-094 


74-078 



Pierre concludes, from his ezpenments, that water is the only 
liquid ^ich has a point of maximum density ; and that, although 
9uch a point is obs^ed in liquids which are difficult to be deprived 
completely of water, this is owing to the presence of a smidl qoan^ 
tity of water. 

1411*. The «pec{/ic heat tncrecues with the femp^o^we.-— DuloDg 
and Petit found that the capacities of bodies for heat, as well as their 
dilatabilides, increased with the temperatures at which they were 
observed. This may be seen from the following tables, in which 
the mean capacity of water, between 32^ and 212^ ¥., is taken for 
unity. 

Mean capacity of iron from 82» to 212® = -1098 

« 820 to 892® « .1160 

" » 820 to 672* =^ 1218 

32<» to 662« = 'im 
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» 
Names of the Snbstanoes. 


Mean Oapadtiee. 


Between 82o ^nd 213P. 


Between 32° and 672°. 


Mercury 

Zinc 

Antimony 

Silver 


•0380 
•0927 
•0607 
•0667 
•0949 
•0886 
•1770 


•0860 
•1016 
•0649 
•0611 
•1018 
•0866 
•1900 


CoDPer 


Platinum 

Glass 





Ponillet, in experimenting by the method of mixtures; obtained 
the following results for platinum : — 

Mean capacity of platinum from 82<' to 212<' = -03860 
" " 320 to 672® = -08484 

«• " 82° to 9820 = -08618 

« " 820 to 12920 = -08602 

" " 82° to 18320 = -08728 

" " 82° to 2192° = -08818 

The speciiie heat of water itself is not^ as stated in the text^ uni- 
form between 82^ and 212° ; for^ according to the experiments of 
Nauman and Eegnault, the specific heat of water^ at 32°^ being 
put ;= 1, the specific heat at 212° is 1-010. 

M. Eegnault (Annales de Chimie et Physique^ 3"* »ene, torn, ix., 
p. 324) 1^ shown that the specific heat of certain liquids augments 
rapidly with the temperature. He found, for example, that the 
mean specific heat of the oil of turpentine, which is about 0*420 
between 59° and 68°, already becomes 0-467 between 68° and 212°. 
It is probable that the increase of specific heat is most marked in 
liquids whose co-efficient of dilatation is considerable ; and we ought, 
accordingly, to expect to find a much less variation for water than for 
the oil of turpentine. 

The following table contains the varying specific heats of water at 
different temperatures, as determined by the elaborate experiments 
of Regnault: — 



14* 
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Temperatures hj the 
Air Thermometer. 


32° and the giyen Tempera- 
ture. 


SpedfioHeatatiheTeia. 
perature. 


8^o 


1-0000 


10000 


dO 


1-0002 


1-0006 


ea 


10006 


1-0012 


B& 


1-0009 


1-0020 


1Q4 


1-0018 


1*0080 


122 


10017 


10042 


140 


10023 


1-0056 


158 


10030 


. 1-0072 


176 


1-0035 


1-0089 


194 


1-0042 


1-0109 


212 


10060 


1-0180 


230 


1-0068 


1-0163 


248 


1-0067 


1-0177 


268 


10076 


X-0204 


284 


1-0087 


10232 


802 


10097 


1-0262 


820 


X-0109 


X-0294 


888 


10121 


1-0328 


866 


10188 


1-0364 


874 


10146 


10401 


892 


1-0160 


10440 


410 


10174 


10481 


428 


1-0189 


1-0524 


446 


1-0204 


1-0568 



1426*, Specific heat of soMne aolutions, — Person has shown : — 

1st. That the specific heat of saline solutions is always less than that 
of its components j that is to say, less heat is always required to 
heat a solution, than to heat separately the water and the salt 
which compose it. It is to be remarked, however, that this 
simple relation obtains only when we consider the salt in the 
Hquid state ; there is no regularity when it is supposed that the 
salt preserves^ in the solution, the specific heat proper to the solid 
state. 

2d. That the reduction of the specific heat has no relation to the 
affinity. For example, it must not be expected to be greater with 
the chloride of calcium, which has so strong an affinity for water, 
than with any other salt which has a much less affinity for that 
liquid. 

3d. That the diminution of specific heat has no relation to the dimi- 
nution of volume which takes place at the same time. 

1452*. Ee/ractoTy bodies, — M. Despretz, of Paris, has recently 
been engaged in a series of experiments for the purpose of deter- 
mining the effects, upon some of the more refractory bodies, of the 
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intense h&Skt obtaiaed by oonoenlraiing, upon one object, the heat 
of two pow^ul galyanic batteries ; one coneisting of 600 of Bun- 
sen's elementSy and the other of 135 of Munke's. He has, in this 
waj, snceeeded not only in fusing^ but in YolatiUsiDg; chareoal; 
and the pieces of charcoal fused by him havci in some instance^ 
exceeded in size a large pea. 

He also observed that charcoal, submitted to the aotion of this 
intense heat, became converted into ophite; a fact of great interest 
in a geological point of view. 

1479*-80*. SaturcOed soIiaHom. — Sulphate of soda is not, as 
might be inferred bom the text, the only exception to the general 
£^L that the solubility of different substances, in water, increases 
with the temperature. With regard to their solubility in water at 
different temperatures, substances may be divided into the following 



Ist TM same quantity is dissolved at aU temperatures, — This is 
the case with common salt. 

2d. The quantity dissolved continually increases unth the tempera- 
ture, — This is by far the most common ease ; and the solubility 
may increase in direct proportion to Uie temperature, or much 
Biore rapidly than the temperature. 

For example, 100 parts of water, at 32^, dissolve 29-23 of chlo- 
ride of potassium, and an additional 0-1521 for each additional 
degree of temperature. Hence, the solubility at 104® is equal to 
29-234-72x0-1521 =40-18. Similarly, with regard to the sul- 
phate of potassa and the chloride of barium. But the solubility of 
the nitrate of potassa increases much more rapidly than the tem- 
perature. 

3d. The solubility of the substance decreases as the temperature 
rises, — This rare peculiarity is exhibited by lime, citrate of lime, 
bntyrate of lime, and sulphate of cerium — solutions of which 
substances, saturated in the cold, deposit part of the dissolved 
matter when the temperature is raised. 

It may be regarded as almost a law for bodies in the gaseous form. 

4th. The solubility first increases, and, attaining a maximum at a 
certain point, diminishes slowly and continuously, as the tern- 
perature rises, — This is the case with the sulphate of soda. 
Among gaseous bodies, chlorine furnishes a striking example. 

Thus, 100 cubic inches of water at 82o dissolve 145 of cliloriD« 
« M 48.2« " 800 " 

*« " 62-60 « 287 ♦* 
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1512*. Latent heat of watery vapour, — Before the publication 
of the careful and elaborate researches of Eegnault, various experi- 
menters endeavoured to establish one or other of two laws with 
regard to the latent heat of watery vapour; namelj; Wat^9 Law^ and 
Southem^s Law, 

Watt assumed, as stated in the text (1511.), that the quantity of 
heat which must befumuhed to a pound of water ^ to convert it into 
vapour, under any pressure whaieoer, is constant; in other words, 
that the sum of the latent and sensible heats is constant. 

This proposition, known as the Law of Watt, can only be consi- 
dered as an hypothesis of that celebrated man, for he did not attempt to 
establish it by direct experiments; only one experiment, and that a 
?ery imperfect one, as he himself admits, having been made by him. 
Southern and Oreighton, who instituted more extensive experiments, 
in 1803, concluded that th^ latent heat is constant under all pres- 
sures ; and that the total heat is to he obtained by adding to the 
constant latent heat the temperature of the steam. 

This proposition is known as Southern* s Law ; and necessarily 
includes the. proposition that the total heat increases equally with the 
temperature — a conclusion which was apparently confirmed by the 
experiments of Despretz and Dulong. 

Machinists, however, generally adopted Watt's Law, which was 
very convenient for their calculations, and which, moreover, seemed 
to be confirmed by the fact that it required about the same quantity 
of combustibles to produce a pound of steam under a high or a low 
pressure. 

The results of Eegnault's experiments, stated in the text, show 
that neither the law of Watt nor that of Southern is correct; but 
that the increase in the sum of the latent and sensible heats is very 
nearly three-tenths of the increase of temperatures. 

It will be perceived that the statement in the text (1497.), that a 
vapour cannot be reduced to the liquid state by mere compression, as 
well as the example by which it is illustrated in (1498.), imply the 
truth of Watt's law, and therefore require to be slightly qualified. 
The total heat of vapour at 68° is 1185*4° ; and when the tempera- 
ture is raised by compression to 212°, the latent heat will be only 
1135-4° —212° = 923-4°, a quantity somewhat less than is required 
for the maintenance of the vaporous state at 212°. Hence, a por- 
tion of the vapour will be condensed into a liquid by mere compres- 
sion, and, imparting its latent heat to the remaining vapour, will 
enable it to retain that form. 

1522*. Liquids do conduct heat. — It was long a debated question 
whether liquids conduct heat at all. Experiments, similar to 
those mentioned in the text, (1522.) and (1400.), were inconclusive ; 
for, when the ice at the bottom of the vessel melted, as sometimes 
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happened, it was alleged that this result was produced by heat con- 
ducted downwards, not by the water, but by tiie sides of the yessel. 
This source of doubt was happily avoided in an experiment of Dr. 
Murray, of Edinburgh. A vessdi was constructed Gi ioe, and fiUed 
with oil at 32° ; and, heat being applied above, it was observed that 
a l^ermometer at the bottom of the vessel rose 5^ degrees in seven 
minutes. Liquids, then, do eonduct heat, but very imperfectly; 
and, although no accurate numbers have been obtained, their con- 
ducting ^wer appears to be generally in proportion to their density 
— mercury being the best liquid conductor, and alcohol and ether 
among the worst. 

1556*. Influence of $wfcLce on radiating p&yoer^ -^ The diminu- 
tion of radiating power which ordinarily accompanies increased poHsh 
of surface, is not a consequence of me polish, per se, bat of the 
increased density of the outer surface, produced by the act of polish- 
ing ; and the effect of roughening a polished surface of metal is to 
be ascribed to the removal of the outer and denser coating. 

Eor example, Melloni found that east silver, wkicfa is less ^ftense 
than hammered silver, has, with the same polish d sur&oe, <«e- 
third more radiating power. 

He found also that the radaating power of the hammered ^ver is 
inoreased, while tbiM^ of the east is dimmisfaed, by scratehing, which, 
it may be remarked^ dunioisb^ the density of Hke first, and inereaees 
that of the seoond. 

It was formerly supposed that the radiating poww of a surfeee 
was somewhat influenced by ita ooldori dark-«oloQred suifaees «f tiie 
same nature being better radiators thm lighter ones. T^s was 
hastily inferred from the experiments of Sir Jdm Lei^, and was 
apparently confirmed by those of Professor Stark; but the more 
recent experiments of Psofesaor A. D. Bache have placed it beyond 
doubt that the radiating power of a sor&oe is not affected, at least 
in an appreciable degree, by its colour. 

1558*. Absorhinff power of the dome aurfajse different for heat 
coming from different sources, — MM. de la Prevostaye and Desains 
have shown that ^e absorbing power of a sur&ce is not the* same 
for heat of all temperatures ; in other words, that the nature of the 
heat has an effect on the quantity of heat absorbed. 

This may be seen from the foUowiog table : — • 
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AhxyrUng jfmoers of polished Meiah/or RecU/rom different 
Sources. 




MetalB. 


Source of the Heat 




Bun. 


Arguid 
Lamp. 


LooateUi 
Lamp. 


Lamp of 
salted 
AlcohoL 


^5??5Sr*^ 


steel 


0-42 
0-84 
0-39 

0-08 


0-84 
0-80 
0-30 
0-32 
0-82 
016 


0175 
0146 
"017 
019 
016 
007 
0046 

0025 


012 
014 

006 


0106 

0055 
0045 


Speculum metal 


Platinum 




Zinc 




Tin 




Brass 

Gold 




Silver plate, very bril- 
liant 


0-085 











These values are applicable, or very nearly so, to all angles of 
inddenoe between 0^ and 70^. 

1560*. Intensify of reflection influenced by the nature of tlie 
heat, — MM. de la Plreyostaje and Desains have found that the 
quantity of heat reflected from surfaces is dependent, not only on the 
nature of the reflecting surface, and the angle of incidence^ but also 
upon the refrangibility of the heat, its being polarized or not, aad 
the direction of the plane of polarization. 

A few of their results are given in the following tables, to illus- 
trate the above statement. 

I. Heat from the red extremity of the Spectrum polarized parallel^ 
to the Plane of Incidence. 



Angles of 
Inddenoe. 


Intensity of the Beflectlon on 


Specolum Metal. 


Platinum. 


80<> 

50 

70 

72J 

76 


0-65 
0-74 

0-87 


0-65 
0-72 

0-856 
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Same Heat polarized perpendicularly to the Plane of Incidence, 



Angles of 
Inddenoe. 




8peoalamM«tal. 


Platinum. 


80O 

60 

70 

72J 

76 


0-62 
0-577 

0'42"6 


0-688 

0-51 

0-427 

0-40 



These results show that the intensity of reflection augments with 
the angle of incidence for heat polarized parallelly to Sie plane of 
incidence, while it diminishes for heat polarized perpendicularly to 
that pkne. 

!!• Vhpolarized Beat reflected at an Angle of Incidence = 70**. 



BefrsngiMUIj of the Bays. 




Steel. 


Platinum. 


Zina 


Speculum Metal. 


Brass. 


Bays from the green 
part of the spectrum 
Rays from the red part 
Rays taken from the 
invisible part of the 
spectrum, at some 
distance from the red 


0-76 


0-69 
0-60 


0-65 
0-60 


0-58 
0-66 


0-68 
0-75 

0-90 







This tahle shows how a difference in the refrangihility of the rays 
affects the reflecting power of a metal, the angle of ii^cidenoe 
remaining the same. It may be seen, from a mere inspection, that, 
for certain metals, brass, for example, the intensity of the reflection 
varies greatly with the degree of refrangihility of the ray employed. 
For others, on the contrary, such as steel and platinum, the rays from 
all parts of the visible spectrum are reflected in the same proportion. 
Notwithstanding these differences, however, it was found by the 
experimenters that, for all the mirrors employed by them, the inten- 
sity of the reflection was much increased when they operated on 
invigible rays, taken in the calorific spectrum, at some considerable 
distance from the red. 

The preceding results were obtained by experimenting with solar 
heat ; but the heat derived from lamps was found to be subject to 
the same laws. 
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in. EBOtfvom an Argand Lamp polarized par aO^ »» the Fiene 

of Incidence, 



VP 
60 
00 
70 
76 



R«fl«etiii9 powen of 



SpeevdumMetftl. Steel. I Flatiiiiim. 



0-70 to 0-73 
0-766 to 0^8 
0-83 
0-847 to 0-86 
0-886 to 0-806 



0^ 
0^7 



0-90 



0^677 to 0-696 
0-77 



0-837 
0-866 



0-69 



0-786 
0-837 



ZixiB. SilTer. 



0H)86 



0-98 



0-96 



0-876 



0-887 
0-806 



Same Heat polarized perpendicularly to the Plaiie of Incidence. 



Anglsof 
InoMenoe. 


Befleotixig Powen of 




SteeL 


PUtinum. 


Tin. 


line 


SilTW. 


BnaB. 


80° 
60 
60 
70 
76 


0-665 to 0-70 
0*684 to 0H)6 
0-60 
0^ to 0-62 
0-425 to 0-46 


0-62 
0-56 

0^42*' 
0-66 


0-656 to 0-686 
OHS 100-648 


0H»4 

0-62 

0-60 

0-645 

0-496 


0-676 
0-666 

O-OO" 
0-656 


'o-m' 


0-81 
0-788 

O'TSS 
0-72 


0-627 
0-44 toO-46 



These taUea show that, for heat polarized ia the plaae of inei^ 
dence, the reflecting power increases with the asgle; and th*t, for 
heat polarized perpendicularly to that plane, it diminishes as the 
angle increases up to 76^. 

1569*. On the trammisnbility of heat. — It is stated ia the text 
that the transmissibility of heat increases with the temperature of 
the source from which it is radiated; but this statement is neither 
accurate nor discriminating. 

It has, indeed, been directly disproved by Knoblauch, by a series 
of ezp^ments on hydrogen flame, an Argand lamp, the flame of 
alcohol, and red-hot platinum, whose temperatures are in the order 
of enumeration, be^ning with the highest. He found that the 
heat of the hydrogen flame, and the red-hot platinum, notwithstand- 
ing the great di&rence in their temperature, is capable of passing 
through a plate of colourless glass 1*3 millim. thick to an equal extent, 
but tbit the heat of the alcohol flame possesses this power in a less 
degree than that of the red-hot platinum, although its temperature is 
higher than that of the latter; and the heat of the Argand lamp in 
a much greaier degree than that of the hydrogen flame^ notwith- 
standing its temperature is decidedly lower. 

When the glass screen was exchanged for a plate of aliim, 1*4 
millim. in thi<£nes8, it was found that the heat of the hydrogen and 
alcohol flame, with great difference in the temperature^ passed 
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throagh the plate of alum to the same extent; and that the heat of 
the Argand lamp^ and even that of the red-hot platinum^ passed 
throagh more copiottdy than the heat of the hydrogen flame, 
although their temperature is far less. 

It is evident that the transmission of heat through diathermanous 
bodies has no relation to the temperature of the source, in the cases 
cited above. 

To render the result as decisive as possible, M. Knoblauch also 
observed the transmission of the heat emitted by radiation from one 
and the sams body, at different temperatures, from 100^ F. to a 
white heat; and thus placed it, experimentally, •beyond all doubt, 
that the passage of radiant heat through diathermanous bodies is 
not directly/ proportional to the temperature of the source, hut 
depends only on the structure of the diathermanous substance — each 
substance being penetrated by certain rays of heat more readily than 
by others, whether those rays are emitted at a higher or lower tem- 
perature, 

Kays of heat differ in their refrangibility as do the rays of light; 
and each diathermanous substance is chiefly permeable to rays of a 
certain refrangibility. Hence the mere proportion or per-centage of 
heat transmitted by a screen is not the essential characteristic. To 
take the per-centage, simply, is ambiguous ; for the body of rays is 
not homogeneous. Nor is the ambiguity removed by referring to 
the difference of source ; for rays from the same source are hetero- 
geneous, including rays of all degrees of refrangibility. Heat, 
emitted ^om bodies at a low temperature, consists chiefly of the less 
refrangible rays ; and the higher the temperature of the source, the 
greater is the number of the more refrangible rays emitted from it. 

Kock-salt, coated with lamp-black, transmits the less refrangible 
rays, and hence is more permeable to heat of a low than of a high 
temperature. This is seen from the following table, which contains 
the results of transmitting, through a plate of coated rock-salt, 
radiant heat from a Leslie's cube at 212° F., red-hot platinum, the 
flame of alcohol, and an Argand lamp. The quantity of heat trans- 
mitted is measured by the number of degrees to which the needle is 
deflected. 





Deflection 
by direct 
Radiation. 


Deflection by tranBmission of Heat firom 


Leslie's 
Cube, 
2129. 


Red-hot 
Plati- 
num. 


Mameof 
Alcohol. 


Argand 
Lamp. 


Bock-salt coated with 
lamp-black — thickness 
of plate = 2-9 milli- 
metre 


20° 
25 
80 
36 


13 

14-26 
16-75 
20-25 


11-75 
13-76 
16-50 
19-50 


11-75 
13-60 
16-25 
19-25 


10 
12 

13-75 
16-50 





u. 



15 
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Water, on the oontrary, transmits the more refian^hle rajs^ ab- 
sorbing those which are less refrangible ; and hence may be explained 
the effect of a stratum of water in altering the position of the point 
of maximum heat in the solar spectrum. When the light of the 
sun is transmitted through a prism of crown-glass, which throws the 
maximum of heat into the red, and the dark part of the heat- 
spectrum situated beyond the red is divided into six zones, the outer- 
most of which shows the same temperature as the violet, the next 
the same as the indigo, &o., it is found, <m interposing a film of 
water, 1 millim. in thickness, between the prism and the spectrum, 
that the proportional diminution in the heating power is greater and 
greater, as the distance from the violet increases. 

:3 I s i I I ^ ^^' 

P ^ ^ ^ >* O n 1. 2. S. 4. 6. 6. 
Without the fflm of water.. 2° 6° »» 12° 26° 29° 320 29© 26° 12° 9° fiP 2» 
With the film 2 4-5 8 10 20 21 20 14 9 8 10-5 

This explains the fact, stated in (1547.)> that the maximum of 
heat is found in different parts of the spectrum, according to the 
nature of the prism. The smaller the number of calorific rays which 
any substance transmits, whilst it retains the less refrangible rays, 
the more nearly does the maximum of heat in the spectrum, formed 
by a prism made of that substance, approach to the violet. 

With respect to the radiating poioers of different substances at 
the same temperature, Knoblauch confirms the law laid down by 
Melloni, and already stated in this Appendix (1556*.), viz., that 
the radiating 'power of a body is influenced, hy scratching its sur- 
face, only in so far as its density and hardness are thereby altered, 
Knoblauch likewise observes that the equality of the radiating and 
absorbing powers is absolutely true as regards one and the same 
body ; but that, with respect to different bodies, it cannot be main- 
tained that a body which, at a certain temperature, exhibits a higher 
radiating power than another, necessarily, also, possesses a greater 
absorbing power; — ^for the proportion between the quantities of heat 
absorbed by two bodies varies with the nature of the calorific rays. 

1581*-1582*. — Heat developed or absorbed in chemical combi- 
nation, — The development and absorption of heat, which accompany 
the action of chemical affinity, are, in the te:^t, ascribed either to a 
change of specific heat, or to an evolution or absorption of latent 
heat, consequent upon a change of state. 

These causes are entirely inadequate, as will be evident from the 
following facts and considerations. 

We must, in the first place, distinguish between the cases in which 
there is development of heat from those in which cold is produced. 
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Heat is always evolved wliere the action of chemioal affinity is defi- 
nite ; that is to say, where it results in the formation of a definite 
compound; — as water, e. g.y from t^e union of hydrogen and oxygen. 
Cold, on the contrary, is produced only when the action of affinity is 
indefinite, as in the case of the solution of a solid in a liquid, where 
no definite compound is formed. 

L The heat developed h^ the definite action of chemical ajjmitif 
cannot be explained either hy diminution of specific Jieaty or fty 
the eoohiMon of latent heat, consequent upon a chamge ofttate. 

(a) Because, in the first places the formation of definite chemical 
compounds is often attended with an actual increase of specific 
heat, so that the result would be a production of eold, if heat were 
not developed from some other cause. 

Thus, 1 pound of hydrogen, of 3*2936 s^cific heat, eombines, under 
the most violent evolution of heat, with 8 pounds of oxygen, of 
specific heat 0*2361, producing 9 pounds of watexy vapour^ of 
specific heat 0*8470, — ^whereas calculation gives 

y 

as the mean of the two specific heats. If, tJien, watery vapour had 
a specific heat = 0*5758, the quantity of sensible heat in the 
hydrogen and oxygen gases together would be exactly sufficient to 
bring the watery vapour to the same temperature as the gases 
themselves ; but since the actual specific heat of watery vapour is 
0*847, the quantity of sensible heat in the gases is not sufficient 
for lliis purpose ; and if heat were not developed from some other 
cause during the combination of oxygen and hydrogen, the vapour 
produced would be much colder than the two gases before combi- 
nation. 
(h) And because, in the second place, the formation of such com- 
pounds is often unaccompanied by either change of state or con- 
densation, and in many cases there is even a passage from the 
solid or liquid' to the gaseous state. 

When 'two gases, in combining, pass into the liquid or solid state, 
there is, according to the principles developed in die text, an evolu- 
tion of the latent heat which was essential to their assumption of 
that state; and similarly, there must be evolution of latent heat, 
when two liquids combine to form a solid. But the heat evolved in 
combustions, and other combinations, is often intense; and the latent 
heats of gases and liquids, in comparison with such developments of 
heat, are small. Moreover, as already stated, the combination is, 
in many cases, not attended with condensation ; for example, in the 
combustion of charcoal and sulphur in oxygen gas, and of hydrogen 
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in chlorine gas. Bat, what is still more conolnsive, gaseous prodncis 
are formed frpm solid bodies, great heat being at the same time 
evolved, as in the explosion of gunpowder, of nitre with charcoal, &c. 

In fact, the present state of science compels us to admit as an 
ultimate fact, not capable of further explanation, that the definite 
action of chemical affinity is always attended with evolution of heat. 
Heat, light, electricity, and affinity, are great natural forces, so mu- 
tually correlated that each^ under proper circumstances^ may produce 
' or modify all the others. 

Perhaps the most striking illustration of the entire inadequacy of 
the two aforesaid reasons to explain the production of heat in definite 
chemical combination, may be found in the following &cts. Two 
volumes of nitrogen and one volume of oxygen are condensed, in 
the formation of nitrous oxide, into two volumes. The resolution, 
therefore, of this compound into its elements should he productive of 
cold. But MM. Favre and Silbermann found that the heat disen- 
gaged by the combustion of wood-charcoal in nitrous oxide exceeded 
the heat due to its combustion in pure oxygen. In pure oxygen, 
the combustion gave 14544 units of heat, whue that in nitrous oxide 
gave 19623. Hence we draw the conclusion that the oxygen mnd 
the nitrogen of the nitrous oocide, in separating, and, at the same 
tims, enlarging their volume by one-half disengage heat; a conclu- 
sion consistent only with the assumption that the action of chemical 
affinity iS; per se, productive of heat. 

n. The cold 'produced hy the indefinite auction of chemical affinity, 
asin ^ solutUm of a solid in water, is esyplained hy the absorp^ 
tion of latent heat in the liquefaction of the solid. 

This is sufficientiy enlarged upon in the text (1467.); but the 
results of Person's researches on the specific heats of saline solutions, 
as already stated in this Appendix (1426*.), and perhaps also the 
heat produced by the action of the feeble affinity which brings about 
the solution^ must form a part of the explanation. 

The mutual reaction of concentrated sulphuric acid and snow con- 
stitutes a case of peculiar interest. The acid, by its affinity for 
water, necessitates rapid liquefaction of the snow; and this Hque- 
flEiction is productive of cold, from absorption of latent heat. But 
the combination of the acid with the water thus produced evolves 
heat ; and it is only the relative proportions of the two ingredients 
which determine whether there shall be elevation or depression of 
temperature. There will be the former when the heat which results 
from the action of affinity exceeds the cold produced by the liquefac- 
tion of the snow, and vice versd. Thus, if 4 parts of the concen- 
trated acid are rapidly agitated with 1 part of snow or pounded ice, 
the temperature will rise to 212^ F.; but, if we mix 1 part of acid 
with 4 parts of ice, the temperature will fall to — 4°. 
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The liesi de?eloped in the combination of seyeral acids with water, 
has been investigated by Heas and Graham ; and a few of the results 
obtained by the former are given in the following tables : — 

L SiBOt disengaged hy. Ae hydration of Svlphwric Acid^ according 

to Mess, 

Oompoflition of fhe 
Add emplpyed. TJaitg of Heat 

I S0« gives, with HO, 12,432= 8 x 1664 

' -RO^Siy " HO, 3,108= 2x1664 

2H0,S0» « HO, 1,664= 1x1664 

8H0,S0» « 3H0, 1,664= 1x1564 

6HO,80» « aj*HO, 1,664= 1x1664 

20,202=13x1554 

In this table, when it is said that one atom of snlphnrio add 
(SO*), in combining with one atom of water (HO), produces 12,432 
units of heat, it is to be understood that 40 parts of sul|^uric add 
(= 1 atom) develop in this combination a quantity of heat suffident 
to laise the temperature of 12,482 parts of water from 82"^ to dS"". 

n. ffecU disengaged hy the hydration of Nitric Acidy according 

to Bess, 

Oompoflition of the 
Add employed. Units of Heat 

HO,NO« gives, with HO, 1654 = 1 x 1654 



2H0,N0» 


« 


HO, 1554 = 1x1654 


SHCNC 


(( 


2H0, 1554 = 1x1554 


5H0,N0' 


« 


HO, 777 = ix 1654 


6H0,N0» 


« 


2H0, 777 = ix 1554 
xHO, 1554 = 1x1554 


8H0,N0» 


a 




7770 = 5x1564 



By comparing this with the preceding table, it will be seen that 
monohydrated sulphuric acid (HO^SO^ and monohydrated nitric 
add (HO,NO0 develop, on the whole, the same quantity of heat 
(7770 units), in combining with water. 

Andrews has examined, particularly, the reciprocal actions of adds 
and bases ; and his experiments tend to establish the following laws, 
which merit the attention of physicists and chemists. 

1st Law cf acids, — An equivalent of different a^cids, in combining 
with ^ same base, disengages vexy nearly the same quantity of 
heat. 

* That is, with such a quantitj of water that any further addition would 
produce no more development of heat. 

16* 
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2d. Law of hoses, — An equivalent of different bases, in combining 
with the same acid, disengages different quantities of heat. 

3d. Law of acid salts. — ^When a neutral salt is converted into an 
acid salt, by combining with one or several equivalents of aoid, no 
change of temperature is observed. 

4th. Law o/lxzsic salts. — ^When a neutral salt is converted into a 
basic salt; the combination is accompanied by a disengagement of 
heat. 

Mr. Andrews, however, has himself stated some remarkable ex- 
ceptions to the above laws. Thus, the peroxide of mercury gives 
the same disengagement of heat with nitric and with acetic acid ; 
but with the hydrochloric, hydrocyanic, and hydriodic acids, it dis- 
engages three times, five times, and nine times more heat. 

1594*. Beat of combustion: — MM. Favre and Silbermann have 
deduced, from their researches, a very interesting law relative to the 
heat of combustion of the carburets of hydrogen of the formula 
(C^H*)** ; and this law may be thus expressed : — 

Ihr every time that the elements of the carburet (C^H*) enter once 
more into the constitution of a new polym^eric"^ carburet, the heat 
of combustion diminishes 67*5 units of heat. 

Let us take, for example, the difference between the heat of com- 
bustion of G^W^ (amylene) and of C^H^ (metamylene), and divide 
by 15 j for C^°H»<;+ (C»H«)»' = C^'H^. This will give us 

20683-8 — 19671-3 1012-5 ^^ ^ 
15 = "^5""= ^^'^- 

There are 14 carburets, known or unknown, which may be 
inserted between C*°H*° and C*°H**; and the application to them of 
the law of Favre and Silbermann may be best seen from the following 
table: — 

- *Two or more compounds, possessing different physical and chemical 
properties, and composed of tiie same elements in the same proportion, are 
said to he polymeric, when their differences may be explained by supposing 
that their compound atoms contain different numbers of simple atoms. 
Thus, amylene (C*°H") and metamylene. (C**'H*) are polymeric compounds 
of carbon and hydrogen. 
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Series of Ischequivalent Carbo-hydrogens. 
MnllapleB. Units of Heat. 

((?W) 5(amylene) 20683-8 

6 20616-3 = 20683-8 — (1x67-5) 

7 20548-8 = 20883-8 — <»2x67-5) 

8 20481-3 = 20683-8 — (3x67-5) 

9 20413-8 = 20683-8 — (4x67-5) 

10 (paramylene)... 20346-3 = 20683-8 — (5 X 67-5) 

11 20278-8 = 20683-8 — (6x 67-5) 

12 20211-3 = 20683-8 — (7x67-5) 

13- 20143-8 = 20683-8 — (8x67-5) 

14 20076-3 = 20683-8 — (9x67-5) 

15 20008-8 =20683-8 — (10x67-5) 

16 (cetene) 19941-3 = 20683-8 — (11x67-5) 

17 19873-8 =20683-8 — (12x67-5) 

18 19806-3 = 20683-8 — (13x67-5) 

19 19738-8 =20683-8 — (14x67-5) 

20 (metamylene).. 19671-3 = 20683-8 — (15 X 67-5) 

The heat of combustion of defiant gas (C^H*)^, calculated by the 
law, should be, 

20683-8 + (3 X 67-5) = 20886-3, 

a number which evidently differs somewhat from that obtained by 
experiment, which is 21344. (See table, p. 142.) This discre- 
pancy is no doubt caused by the latent heat of vaporization of the 
olefiant gas. 

Liebig, in his New Letters on Chemistry, has pointed out the 
existence of a similar law with regard to the boiling points of certain 
chemical compounds, which differ in composition only in the number 
of times that the carbo-hydrogen, C*H^, enters into their consti- 
tution. 

Wood-spirit (methylic alcohol) boils at 138-2°, the spirit of wine 
(ethylic or ordinary alcohol) at 172*4°, and the oil of potato-spirit 
(amylic alcohol) at 275°. If we compare together . these three 
points of ebullition, we shall find that ordinary alcohol boils at 
34-2 degrees (138-2° +34-2° =172-4°), and the oil of potato-spirit 
at four times 34-2 degrees (138-2° +4x34-2=275°) above the 
boiling point of wood-spirit. It will be seen from the following 
table, in which the formulae of these three alcohols are given, that 
each fixation of the carbo-hydrogen, C*H*, corresponds to an elevation 
of 34-2 degrees in the temperature of ebullition. 

Names of the Alcohols. Formulae. Boiling Points. 

Wood-«pirit CaH*0a 138-20 

Spirit of wine. C*H«0* — CPH*0« + 1((?W) 172-40 =- 138-2o + 1 X 34-2o 

Oil of potatcvspirit C*"HW0> — C»H*0» + 4(C«H«) 276° =. 138'2o + 4 X 34-2Q 
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EacH of these alcoholic liquids, placed in the same conditions, 
gives, by oxidation, a particular acid : wood-spirit is converted into 
formic acid, the spirit of wine into acetic acid, and the oil of potato- 
spirit into valerianic add. In their tarn, these three acids have each 
' a constant point of ebullition : formic acid boils at 178-2^ F., acetic 
add at 212*4*, and valerianic add at 315^. If we compare together 
these three degrees, it will immediately be perceived that they pre- 
sent the Efame relation as the boiling points of l^e liquids from which 
they are derived. Li ^t, acetic acid boils at 34*2 degrees, and va- 
lerianic acid at four times 34*2 degrees above the boiSng point of 
formic add. The following table, in which are given the formulas 
of the three adds, with their corresponding points of ebullition, 
shows &at, with respect to them also, each fixation of the carbo- 
hydrogen, C'H', corresponds to an elevati<m of 34*2 degreies in the 
temperature of ebullition. 

NuuM of the adda. Formnto. Boiling Points. 

Formic add. (?H*0* ' ^m-^ 

Aoetto wsM.... C«H*0« — G*ffH)« + 1(C«B«> 244'4P — aiOJZo + 1 X 84-JP> 

Vaterlanio ad(i....w. G*»H»«0* — 0»H»0* + 4<0»H») 847-o — 2X0-29 + 4 X 34*2t> 

Experiment proves, indeed, the constancy of this relation between 
bodies belonging to the same chemical group, and, consequently, the 
possibility of dancing the compodtion of a body from its boiling 
point. 

The formiate of methyl, for example, boils at 96-8**, and the for- 
miate of ethyl at 131^. The difference between these two points is 
34-2°. This indicates that the first body differs from the second by 
the carbo-hydrogen, C^H'; and this is confirmed by analyses,^ ^ o^^y 
be seen from the following table : — 

Namet of the Sutetaims. Formiito. Boiling fblntk 

Formiate of methyl G«H«0« ...... 06^ 

Formiate of etliyU C»H«0* — C*H*0* + 1(C*IP) 181-o — 90-8 + 1 X 84'2o 

The following are additional examples : — 
Butyric acid bdls at 312*8*^ ; and this point of ebullition is ex- 
actly three times 34-2° above the boiling point of formic add. Now, 
on comparing the formulae of formic and of butyric acids, we find 
that butyric acid may be considered as formic acid plus three times 
C»H«. Thus: — 

Formic acid = C^W 

Butyric add = C«HW = C^ff 0H3(C*H^). 

Toluidine and aniline are two organic alkalies of a compodtion 
such that the former differs from the latter only by the fixation of 
{?W ; and we accordingly find that the boiling point of toluidine is 
superior to that of aniline by 34*2**. 

It is imposdble not to see, in these relations, a natural law;, and 



Digitized by LjOOQIC 



APPENDIX. 177 

it is beyond doubt that the properties of a body have some definite 
connection with its chemical constitntion — any change in the latter 
involving a corresponding change in the former. 

MM. Favre and Silbermann have also shown that the quantity of 
heat evolved in the combustion of isomeric bodies is not the same ; 
in other wordS; that isomerism does not involve equality in heat of 
combustion. 

This will be evident from the following tables : — . 

I. Isomeric Bodies comprised under the Formula (C'H*)''+0*. 

p9TTa\vk4 5 Aoetic acid 6809 units of heat. 

{%ja.)'\j ) Formiate of methylene 7664-6 « 

( Metacetic or propionic acid 8406 « 

(C*B[*)»ON Formic ether 9602-2 " 

(Acetate of methylene 9619-2 «« 

,p.T«x4rt4 5 Butyric acid 10164-6 « 

(O M J u ^ Acetic ether 11327-4 « 

/r«iT«\»A4 5 V*l®^*"^o *<^^^ 11690-2 " 

(O M ; ^ J Butyrate of methylene 12238-2 «< 

rCaproic acid 12600 " 

(Cr»ff»)«ON Butyric ether 12763-8 « 

(Valerianate of methylene 13276-8 " 

r(Enanthylicacid 13374 " 

(OH")'0N Valerianic ether. 14103 «* 

(Acetate of amylene 14347-8 " 

n»Tr»^»w/^*P^® acid 16012 " 

^^^ " tValeramylio ether 16879-2 " 

n. Lom,eric Carho-Hydrogens comprised under the Formula 

1. T^r^bfene... C*H" 19191-6 units of heat 

2. Oil of turpentine Cr*H" 19533-6 « 

8. Oil of lemons C"H' 19726-2 « 

The difference in the heat of combustion, in each of the several . 
groups of isomeric bodies given above^ is to be ascribed to differences 
in molecular arrangement^ and in the degree of condensation. 

The alcohols constitute a well-marked chemical family^ being all 
represented by the formula (C*H*)'»+ 2H0. Thus : — 

Wood-spirit (methylio alcohol) = C"H*0* = (C*H«)* + 2H0 

Spirit of wine (ethylio alcohol) = C*H*0' = (CH*)» + 2H0 

Oil of potato-spirit (amyUo alcohol) == C**H«0» = (C^BP)! + 2H0 
Ethal (ethaHc alcohol) = C"H«0»= (CH*) • + 2H0 

In the following table, which is taken from the researches of MM. 
Favre and Silbermann, are given the units of heat evolved in the 
combustion of these and all the alcohols, known or unknown. 



Digitized by LjOOQIC 



m 



APPENDIX. 



Yaloes 


Units of 




ofn. 


Heat. 












1 


9642-7 


9542-7 


2 


12931-2 


8388-6 


8 


14486, 


1604-8 


4 


16408 


972 


6 


16126-6 


717-6 


6 


16632 


606-6 


7 


17064 


482 


8 


17424 


860 


9 


17730 


806 


10 


18000 


270 


11 


18234 


284 


12 


18441 


207 


18 


18621 


180 


14 


18792 


171 


16 


18963 


171 


16 


19132-6 


169-6 


17 


19301-4 


168-8 


18 


19468-8 


167-4 


19 


19638 


169-2 


20 


19800 


162 



SolpHur is an allotropic body, presenting several modifications, 
either in its crystalline form, or in its other physical properties ; 
for example^ it crystallizes in two incompatible forms^ and may be 
obtained also in a soft and amorphous state. It is^ moreover, easy to 
cause, artificiallv> the passage from one modification to another ; and 
hence, the combustion of sulphur in its difierent states, by oxygen, 
oflers a case of peculiar interest. The results obtained by MM. 
Favre and Silbermann are given in the following tables. 

I. First Series of Experiments. 

Units of Heat. 

1. Sulphur, melted seven years before the experiment 8990*24 

2. Sulphur prepared in the soft, amorphous state, three 

months and a half before the operation 8984-84 

8. Sulphur crystallized from the bisulphuret of carbon..... 4006-44 

4. Natite sulphur, from Sicily, in rery fine crystftls, of a pure 

yellow colour «.i .„.. 8997-62 

Mean of tii6 first deries^ 8994-78 
n. S&xynd Series of Ea^periments. 

Units <yf Heat 

1. Soft, amorphous sulphur, burnt } hour after its preparation, 4066-7& 

2. «< « 16hrs. «« 4071-6 
8. « « 20hr8. « I stm raft 4066-84 
4. « « 20 hrs. " \ eilSia 4067-64 

Mean of the second series, 4066-21 
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This difierenoe of over 70 units of Heat, or calories, between the 
means of the two series, is significatiYe ; for, according to the expe- 
rimenters, it is beyond the possible errors of observation. It must 
be connected with a difference in the molecular constitution of the 
different varieties of sulphur. 

Closely connected with the subject of the quantitative measure- 
ment of heat, there is a principle of great practical importance, 
which has long been conjectured to be true, but which has only 
within the last few years been proved experimentally, that aU the 
different forms of physical energy, whether chemical action, light, 
heat, electricity, magnetism, or visible motion and mechanical power, 
are convertible into each other ; and that, although physical energy 
may be converted from one form to another, or transferred from one 
portion of matter to another, its whole amount in the universe is 
unchangeable. This principle may be justly considered as the foun- 
dation of the whole of the physical sciences. It embraces, as a par- 
ticular case, the principle of the conservation of vis-viva, which is 
the foundation of that physical science which treats of visible motion 
and ordinary mechanical power. In its general form, it is obviously 
of paramount practical importance in the working of all machines 
which act by the transformation of one kind of physical energy into 
another, such as steam-engines and air-engines, which transform heat 
into expansive power and visible motion. In such engmes, the gross 
mechanical power given out is the exact equivalent of the heat which 
disappears in the working ; that is to say, the difference between the 
quantities of heat possessed by the expansive material, whether 
steam or air, or any other substance, on entering and on leaving the 
cylinder, or other working part of the machine, allowance being 
made for the waste of heat by conduction and radiation. 

The mechanical value of heat has been very accurately determined 
by Mr. Joule, by means of experiments on the production of heat 
by friction. He has found that so much heat as is capable of rais- 
ing the temperature of oiie pound of liquid water by one degree of 
Fahrenheit, is equivalent to so much mechanical pou)er as is capable 
of lifting a weight of one pound to a Iteight of 772 feeL Conse- 
quently, for every 772 foot-pounds of power given out by a steam or 
air engine, so much heat must disappear, during the expansion of 
the steam or air, as is capable of heating one pound of liquid water 
by one degree of temperature on Fahrenheit's scale. Rankine has 
tested this principle by several comparisons with the actual per- 
formance of steam-engines^ and has found it to be corroborated in 
every instance. 

The knowledge of the law of the convertibility of physical energy 
is the only safeguard against a tendency which has manifested itself 
in the minds of many iogenious persons, to devise machines which 
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shall produce power out of nothing ; a tendency from which some 
men of high scientific reputation' were not wholly free, before this 
law became a matter of experimental demonstration, as well as of 
reasoDing and conjecture. It was, indeed, a necessary consequence 
of the hypothesis of a fluid of heat,* that the visible mechanical 
power of engines, acting by the agency of heat, must be produced 
out of nothing. Sir Humphry Davy's experiment of melting two 
pieces of ice, by rubbing them together, was an instance of the con- 
version of mechanical power into heat ) and, in fact, established the 
following proposition : — " The phenomena of repulsion are not de- 
pendent on a peculiar elastic fluid for their existence ; or, in other 
words, there is no such thing as caloric.'' Heat consists of motion, 
excfted among the particles of bodies. 

A striking instance of the fallacious conclusions to which the ma- 
terial hypothesis of heat leads, is found in a passage of the descrip- 
tion, in the New York Trihunej of Captain Ericsson's Air-Engine, 
or " Caloric Engine," as it is called. The writer, after describing 
an apparatus called a ^^ regenerator," for saving as much as possible 
of the heat which would otherwise escape with the waste air of this 
engine, makes this remark : — ^^ The power of the steam-engine de- 
pends upon the heat employed to produce steam withi2i its boilers ; 
but that heat, amounting to about 1200 degrees, is entirely lost by 
condensation the moment it has once exerted its force upon the 
piston. K, instead of being so lost, all the heat used in creating the 
steam employed could, at the moment of condensation, be recon- 
veyed to the furnace, there again to aid in producing steam in the 
boilers, but a very little fuel would be necessary; none, in fact, 
except just enough to supply the heat lost by radiation." 

So that, if radiation, and other waste of heat, could be prevented, 
the engine, having been once set in motion, would go on for ever, 
producing power and overcoming resistance, without any fresh supply 
of heat — a conclusion opposed to common sense; and yet the leffitv- 
mate consequence of the hypothesis that heat is a stibstance, and 
there/ore inconvertible. 

Assuming, then, the truth of the undulatory theory of radiant 
heat and light, according to which both heat and light are vibrations, 
differing only in length and duration, it will be perceived that the 
elevation of temperature produced in a body, by the incidence of 
radiant heat upon it, is a mechanical effect of the dynamical kind, 
since the communication of heat to a body is merely the excitation 
or the augmentation of certain motions aniong its particles. Ac- 
cording to Pouillet's estimate of heat radiated from, the sun in any 
time, and Joule's mechanical equivalent of a thermal unit, it appears 
that the mechanical value of the solar heat incident perpendicularly 
on a square foot, above the earth's atmosphere, is about eighty-four 
foot-pounds per second. 
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The deozidation of carbon and hydrogen from oarbomo add and 
water, effected by the action of solar light on the green parts of 
plants, is (as was first pointed out by Helmholz, in 1847) a me- 
chanical effect of radiant heat. In virtue of this action, combustible 
substances are produced by plants ; and its mechanical value is to 
be estimated by determining the heat evolved bv burning them, and 
multiplyiDg by^ihe mechanical equivalent of the thermal unit. 
Taking, from Liebig's Agricultural Chemistry, the estimate, 2600 
pounds of dry fir-wood for the annual produce of one Hessian acre, 
or 26,910 square feet of forest-land, and assuming, as a very rough 
estimate, 7200 thermal units as the heat of combustion of dry &r- 
wood, it is found that the mechanical value of the mean annual pro- 
duce of a square foot of the land is nearly 550,000 foot-pounds (or 
the^work of a horse-power for 1000 seconds). Taking 50*^ 34' 
Ahat of Giessen) as the latitude of the locality. Professor W. 
Thomson has estimated the mechanical value of the solar heat 
which (were none of it absorbed by the atmosphere) would Mi 
annually on each square foot of the land to be 530,000,000 footr 
pounds. 

When the vibrations of light thus act during the growth of 
plants, to separate, against force of chemical affinity, combustible 
materials from oxygen, they must lose vw-viva to an extent equiva- 
lent to the statical mechanical effect thus produced ; and, therefore, 
quantities of solar heat are actually put out of existence by the 
growth of plants, but an equivalent of statical mechanical effect is 
stored up in the organic products, and may be reproduced as heat by 
burning them. iJl the heat of fires, obtained by burning wood, 
grown from year to year, is, in fact, solar heat reproduced. 

The question, — "Can animated creatures set matter in motion 
hy virtue of an inherent power of producing mechanical effect f — 
m^st be answered in the negative, according to the well-established 
theory of animal heat and motion, which ascribes them to the che- 
mical action (principally ooddation) experienced bv the food and tis- 
sues. It is to be remarked, that both animal heat, and weights 
raised, or resistance overcome, are mechanical effects of the chemical 
forces which act during this process of oxidation. The whole me- 
. chanical value of these effects, which are produced by means of the 
animal mechanism in any given time, must be equal to the me- 
chanical value of the work done by the chemical forces. Hence, 
when an animal is going up hill, or working against resisting force, 
there is less heat generated than the quantity due to the oxidation 
of the food, by the thermal equivalent of the mechanical effect pro- 
duced. From an estimate made by Mr. Joule, it appears that from 
J to ^ of the mechanical equivalent of the complete oxidation of all 
the food consumed by a horse, may be produced, from day to day, as 

u. 16 
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Weights raised. The oxidation qf the whole food consumed being, 
in reality, far from complete^ it follows that a less proportion than 
|, perhaps even less than |, of the heat due to the whole chemical 
action going on in the body of the animaL, is given out as heat 

Certainty regarding the means^ in the animal body, by which ex- 
ternal mechanical effects are produced from chemic»EiI forces acting 
internally, cannot be arrived at without more experiment and obser- 
vation than has yet been applied ^ but the relation of mechanical 
equivalence, between the work done by the chemical forces, and the 
final mechanical effects produced, whetiier solely heat, or partly heat 
and partly resistance overcome, may be asserted with confidence. 

Men can obtain mechanical efiect, for their own purposes, either 
by working mechanically themselves, and directing other animals to 
work for them, or by using natural heat, the gravitation of descend- 
ing solid masses, the natural motions of water and air, and the heat, 
or galvanic currents, or other mechanical effects produced by che- 
mical combination, but in no other way at present known. Hence, 
the stores from which mechanical effect may be drawn by man belong 
to one or other of the following classes : — 

I. The food of animals, 

n. Natural heat. 

III. Solid matter found in elevated positions. 

IV. The natural motions of water and air. 

y. Natural combustibles (as wood, coal, coal-gas, oils, marsh- 
gas, diamond, native sulphur, native mekls, meteoiie 
iron). 
VI. Artificial combustibles (as smelted or electrolytically-depo- 
sited metals, hydrogen, phosphorus). 

Known facts in natural history and physical science, with reference 
to the sources from which these stores have derived their mechanical 
energies, establish the following general conclusions : — 

1. JSeatf radiated from the sun (sunlight being included in this 
term), is the principal source of mechanical effect available to 
man. From it is derived the whole mechanical effect obtained by 
means of animals working, water-wheels worked by rivers, steam- 
engines, galvanic-engines, and part at least of the mechanical 
effect obtained by means of wind-mills, and the sails of ships not 
driven by the trade-winds. 

2. The motions of the earth, moon, and sun, and their mutual 
attractions, constitute an important source of available mechanical 
effect. From them all, but chiefly, no doubt, from the earth's 
motion of rotation, is derived the mechanical effect of water-wheels 
driven by the tides. The mechanical effect so largely used in 
the sailing of ships by the trade-winds is derived partly, perhaps 
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prindpally, from ihe earth's motion of rotation^ and partly from 
solar heat. 
3. The other known sources of mechanical effect available to man, 
are either terrestrial — that is, belonging to the earth, and avail- 
able without the influence of any external body; or meteoric-— 
that is, belonging to bodies deposited on the earth from external 
space. Terrestrial sources, including mountain quarries and 
mines, the heat of hot springs, and the combustion of native sul- 
phur, (perhaps also the combustion of inoreanic native combus- 
tibles,) are actually used ; but the mechanical effect obtained from 
them is very inconsiderable, compared with that which is obtained 
from sources belonging to the two classes mentioned above. Me- 
teoric sources, including only the heat of newly-fallen meteoric 
bodies, and the combustion of meteoric iron, need not be reckoned 
among those available to man for practical purposes, 

1604*. The carbonic add exhaled from the hmgs is not formed 
in those organs, — It is not true that ^^ a real combustion may be 
considered as taking place in the lungs/' Those organs are not the 
true seat of the formation of carbonic acid, nor are they a furnace. 
The truth is, that the arterial blood represents a current of oxygen, 
which, when circulating in the capillary vessels, determines the 
formation of products of oxidation, or of slow combustion, among 
which is carbonic acid. 

1605*. Office of the oxygen taken into the system in respiration. 
— ^We shall entertain a very inadequate idea of the part performed 
by oxygen in the animal economy, if we suppose that it is subser- 
vient only to the generation of heat. It is the principal agent in 
all the chemical changes which constantly take place in the system ; 
and all chemical action being of itself productive of heat, heat must 
necessarily be developed by those changes. But this is, in many 
oases, merely a secondary or incidental result. The different organs 
and tissues, in the performance of their various functions, are con- 
stantly wearing out; and, when worn out, require to be removed 
from the system, to which they are then so many poisons. To be 
removed, they must be rendered soluble, so as to be thrown into 
the circulation, by which they may be carried to the various 
excretory organs, and by them be excreted. They are transfwmed 
into soluble products by the action of oxygen upon them ; and in 
this is found one of the most important functions of the inspired 
oxygen. But the further development of this subject belongs more 
properly to physiology. 
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BOOK THE SECOND. 

- MAGNETISM. 

CHAP. I. 
DEFINITIONS AND FBIMABY PHENOMENA. 

1612. Natural magnets — Loadstone, — Certain ferruginous mineral 
ores are found in various countries, which being brought into proxi- 
mity with iron manifest an attraction for it. These are called 
I7ATUBAL MAGNETS or LOADSTONES; the former term being de- 
rived from Magnesia, a city of Lydia, in Asia Minor, where the 
Greeks first discovered and observed the properties of these minerals. 

1613. Artificial magnets, — The same property may be imparted 
to any mass of iron having any desired magnitude or form, by pro- 
cesses which will be explained hereafter. Such pieces of iron havine 
thus acquired these properties are called artificial magnets; and 
it is with these chiefly that scientific experiments are made, since 
they can be produced in unlimited qi:^ntity of any desired form and 
magnitude, and having the magnetic virtue within prax^tical limits in 
any desired degree. 

1614. Neutral line or eq;uator — Poles,'— This attractive power, 
which constitutes the peculiar chatticter of the magnet, whether 
natural or artificial, is not diffused uniformly over every part of its 
surface. It is found to exist in some parts with much greater force 
than in others, and on a magnet a certain line is found where it dis- 
appears. This line divides the magnet into two parts or regions, in 
whidi the attractive power prevails in varying degrees, its energy 
augmenting with the distance from the neutral line just mentioned. 

This neutral line thus dividing the magnet into two different re- 
gions of attraction may be called the equator of the magnet. 

The two regions of attraction separated by the equator are called 
the poles of the magnet. 

Sometimes this term j^oh is applied, not generally to the two parts 
into which the magnet is divided by the equator, but to two points 
upon or within them, which are the centres of all the magnetic at- 
imtions exercised by the surface, in the same manner as the centre 
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of gravity is the centre of all the gravitating forces ^bieb act upon 
the particles of a body. 

1615. Experimental {Uiutration of them. — Tbe neutral line and 
the varying attraction of the parts of the snrfiice of the magnet 
\?hich it separates may be manifested experimentally as follows. 
Let a magnet, whether natural or artificial, be rolled in a mass of 
fine iron filings. They will adhere to it, and will collect in two 
tufts on its surface, separated by a space upon which no filings will 
appear. The thickness with which the 
filings are collected will increase as the 
distance firom the space which is free 
from them is augmented. 

This efiecty as exhibited by a natural 
magnet of rough and irregular form, is 
represented in fg. 456. ; and as eidii- 
bited by an artificial ma^et in the form 
of a regular rod or cylinder whose length 
is considerable as o(Hnpared with its thidc* 
ness, is represented in fg. 457. } the equator b^ng rep^sented by 
B Q; and the poles by A and b. 




Fig.45«. 




Fig. 457. 

1616. JExperimentdl illustration of the distribution of the mag^ 
netic force. — The variation of the attraction of different parts of the 
magnet may also be illustrated as follows. Let a magnet, whether 
natural or artificial, be placed under a plate of glass or a sheet of 
paper, and let iron filings be scattered on the paper or glass over the 
magnet by means of a sieve, the paper or glass being gently agitated 
so as to give free motion to the particles. They wul oe observed to 
affect a peculiar arrrangement corresponding with and indicating the 
neutral line or equator and the poles of the magnet as represented 
in fg. 458., where £ Q is the equator, and A and b the poles of the 
magnet. 

1617. Varying intensity of magnetic force indicated hy a pen- 
dulum. — The varying intensity of the attraction of different parts 
of the sur&ce of tlie magnet may be ascertained by presenting such 
surface to a small ball of iron suspended by a fibre of silk so as to 
form a pendulum. The attraction of the surfitce will draw this ball 
out of die perpendicular to an extent greater or less, aoocNrding to 
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the energy of the attraction. If the equator of the magnet be pre- 
sented to it, no attraction will be manifested^ and the force of the 




Fig. 458. 

attraction indicated will be augmented according as the point pre- 
sented to the pendulum is more distant from the equator and nearer 
to the pole. 

1618. Curve representing the varying intensity, — This varying 
distribution of the attractive force over the surface of a magnet may 
be represented by a curve whose distance from the magnet varies 
proportionally to the intensity of this force. Thus if, in fig. 469., 
% Q be the equator and A and b the poles of the magnet, the curve 
E G D F may be imagined to be drawn in such a manner that the dis- 
tance of its several parts from the bar e b shall be everywhere pro- 
portional to the intensity of the attractive force of the one pole, and 
a similar curve £ o' d' f' will in like manner be proportional to the 




varying attractions of the several parts of the other pole. These 
carves necessarily touch the magnet at the equator E Q, where the 
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attraction ih nothing, and they recede from it more and more as iiheir 
distance from the equator increases.' 

1619. Magnetic aMraction and repulsion. — ^If two magnets, being 
so placed as to have free motion^ be presented to each other^ they 
will exhibit either mutual attraction ox mutual repulsion, according 
to the parts of their surfaces which lire brought into proximity. 
Let E and ^^ Jig. 460., be two magnets, their poles beixig respect- 

A b" ja' 



I'ig. 460. 

ively A B and a' B^ Let the two poles of each of these be success- 
ively presented to the same pole of a third magnet It will be found 
that one will be attracted and the other repelled. Thus, the poles 
A and a' will be both attracted, and the poles b and b' will be both 
repelled by the pole of the third magnet, to which they are success- 
ively presented. 

1620. Like poles repd^ vmlike aUract. — The poles A and A', 
which are both attracted, and the poles b b', which are both repelled 
by the same pole of a third magnet, are said to be like poles; and 
the poles A and b', and b and a', one of which is attracted and the 
other repelled by the same pole of a third magnet, are said to be 



Thus the two poles of the same magnet are always unlike poles,, 
since one is always attracted, and the other repelled by the same 
pole of any magnet to which they are successively presented. 

If two like poles of two magnets, such as A and a' or b and b\ 
be presented to each other, they will be mutually repelled ; and ir 
two unlike poles, as A and b' or b and a', be presented to each other, 
they will be mutually attracted. 

Thus it is a general law of magnetic force, that like poles mutually 
repel and unlike poles mutually attract. 

1621. Magnets arrange themselves mviually paraMd with poles 
reversed. — ^If a magnet ab be placed in a fixed position on a hori- 
zontal plane, and another magnet be suspended freely at its equator 
E^ by a fibre of untwisted silk, the point of suspension being brought 
so as to be vertical over the equator e of the fixed magnet, the magnet 
suspended being thus free to revolve round its equator e' in a hori- 
zontal plane, it will so revolve, and will oscillate until at length it 
comes to rest in a position parallel to the fixed magnet a b ; the like 
poles, however, beiug in contrary directions, that is to say, the pole 
a' which is similar to A being over b, and the pole b' irtiioh is 
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mmflar to B being OTer A. This phenomenon follows obviousl j from 
what has been just explained ; for if the magnet a' b' be tamed to 
any other direction^ the arm e b attracting the unlike arm s' a', and 
at the same time the arm E A attracting the unlike arm e' b', the 
suspended magnet a' b' will be under the operation of forces which 
have been already described (Hand-Book of Mechanics, 160), and 
which are called a ctmpley consisting of two equal and contrary 
forces whose combined effect is to turn the magnet round e' as a 
centre. When, however, the magnet a' b' ranges itself parallel to 
A b, the like poles being in contrary directions, the forces exerted 
balance each other, since the pole A attracts b' as much as the pole 
B attracts a'. 

1622. Magnetic axis, — ^It has been already stated that certain 
points within the two parts into which a magnet is divided by the 
equator, which are the centres of magnetic force, are the magnetic 
poles. A straight line joining these two points is called the magnetic 
aayU, 

1623. Bow ascertained experimentaUy, — If a magnet have a 
symmetrical form, and the magnetic force be uniformly diffused 
through it, its magnetic axis will coincide with the geometrical axis 
of its figure. Thus, for example, if a cylindrical rod be uniformly 
magnetized, its magnetic axis will be the axis of the cylinder ; but 
this regular position of the magnetic axis does not always prevail, 
and as its direction is of considerable importance, it is necessary that 
its position may in all cases be determined. This may be done by 
the following expedient : — 

Let the magnet, the direction of whose axis it is required to 
ascertain, be suspended as already described, with its equator exactly 
over that of a fixed magnet resting upon a horizontal plane. The 
suspended magnet will then settle itself into such a position that its 
magnetic axis will be parallel to the magnetic axis of the fixed mag- 
net which is under it. Its position when thus in equilibrium being 
observed, let it be reversed in the stirrup, so that without changing 
the position of its poles, its under side shall be turned upwards, and 
vice versd. If after this change the direction of the bar remains 
unaltered, its magnetic axis will coincide with its geometrical axis ; 
but if, as will generally happen, it take a different direction after 
being reversed, then the true direction of the magnetic axis will be 
intermediate between its directions before and after reversion. 

To render this more clear, let ab,^. 461., be the geometrical 
axis of a regularly shaped prismatic magnet, and let it be required 
to discover the direction of its magnetic axis. Let a & be the poleSy 
and the line M n passing through them therefore its magnetic axis. 

If this magnet be reversed in the manner already described over 
a fixed magnet, its magnetic axis in the new position will coincide 
with its direction in the first position, and the magnet when reversed 
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Bg. 461. 



will take the position represented by the 
dotted line, the geometrical axis being in 
the direction a' b', intersectiDg its former 
direction A B at o. The poles a h will coin- 
cide with their former position, as will also 
the magnetic asis M n. It is evident that 
the geometric axis o A will form with the 
magnetic axis o a the same angle as it forms 
with that axis in the second position, that is, 
the angle A o M will be equal to the angle 
a'oM; and consequently, the magnetic axis 
M N will bisect the augle A o a', formed by 
the geometric axis of the magnet in its 
second position. 

1624. Hi/poihem of two fluids^ horeaJ 
and austral. — These various phenomena of 
attraction and repulsion, with others which 
will presently be stated, have been explained 
by different suppositions, one of which 
assumes that all bodies susceptible of mag- 
netism are pervaded by a subtle impondera- 
ble fluid, which is compound, consisting of 
two constitueuts called, for reasons which 
will hereafter appear, the austral jiuid and the boreal fluid. Each 
of these is self-repulsive ; but they are reciprocally attractive, that is 
to say, the austral fluid repels the austral, and the boreal the boreal ; 
but the austral and boreal fluids reciprocally attract. 

1625. Condition of the natural or umnagnetised state. — ^When a 
body pervaded by the compound fluid is in its natural state and not 
magnetic, the two fluids are in a state of combination, each molecule 
of the one being combined by attraction with a molecule of the 
other ; consequently in such state, neither attraction nor repulsion is 
exercised, inasmuch as whatever is attracted by a molecule of the 
one is repelled by a molecule of the other which is combined with it. 

1626. Condition of the magnetized state. — When a body is mag- 
netic, and manifests the powers of attraction and repulsion such as 
have been described, the magnetic fluid which pervades it is decom- 
posed, the austral fluid being directed on one side of the equator, 
and the boreal fluid on the other. That side of the equator towards 
which the austral fluid is directed is the austral, and that towards 
which the boreal fluid is directed is the boreal pole of the magnet. 

If the austral poles of two magnets be presented to each other, 
they will mutually repel, in consequence of the mutual repulsion of 
the fluids which predominate in them ; and the same effect will take 
place if the boreal poles be presented to each other. If the austral 
pole of the one magnet be presented to the boreal pole of another, 
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mutual attraction \nll take place, because the austral and boreal 
fluids, though separately self-repulsive, are reciprocally attractive. 

It is in this manner that the hypothesis of two self-repulsive and 
mutually attractive fluids supplies an explanation of the general 
magnetic law, that like poles repel and unlike poles attract. 

It must be observed that the attraction and repulsion in this 
hypothesis are imputed not to the matter composing the magnetic 
body, but to the hypothetical fluids by which this matter is supposed 
to be pervaded. 

1627. Coercive fierce. — The force with which the particles of the 
austral and boreal fluids are combined, varies in different bodies, in 
some being so slight that their decomposition is readily effected, in 
others being so energetic that it is only accomplished with considera- 
ble diflficulty. It is found that in bodies where the decomposition of 
the magnetic fluids is resisted, its recomposition is also resisted, and 
that where the fluids are separated with difficulty, when once sepa- 
rated they are recombined with difficulty. 

This force, by which the decomposition and recomposition of the 
constituents of the magnetic fluid are resisted, is called the coercive 
force. 

A diffiBrent and more probable hypothesis for the explanation of 
the phenomena will be explained hereafter. 

1628. Coercive force insensible in soft iron — most active in highly 
tempered steel. — Of the magnetic bodies, that in which the coercive 
force is most feeble is soft iron, and that in which it is manifested 
with greatest energy is highly tempered steel. 

It might indeed be assumed hypothetically that the magnetic fluid 
pervades all bodies whatsoever, but that its coercive force in bodies 
which are said to be unsusceptible of magnetism is such as to yield 
to no method of decomposition yet discovered. 

1629. Magnetic substances. — The only substances in which the 
magnetic fluid has been decomposed, and which are therefore suscep- 
tible of magnetism, are iron, nickel, cobalt, chromium, and manganese, 
the first being that in which the magnetic property is manifested by 
the most striking phenomena. 

[Note. — Late researches by Faraday and others have shown that 
all matter, whether solid, liquid, or gaseous, is subject to magnetic 
influence. 

Bodies are divided into two great classes — the magnetic and the 
diamagnetic, 

I. Magnetic bodies are attracted, in their natural state, by either 
pole of a magnet — when magnetized, they exhibit the phenomena 
of attraction and repulsion — and, when shaped into bars and freely 
suspended between two opposite magnetic poles, arrange themselves 
axiaUy, that is to say, in a straight line between them. Thus the 

II. 17 
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needle places itself aziallj with reference to the terrestrial magnetic 
poles. 

The principal magnetic bodies are iron^ nickel, cobalt^ manganese, 
chromium, cerium, titanium, palladium, platinum, and osmium. The 
magnetic properties of the first three have been long known. 

II. Diiunagnetic bodies are repelled by either pole of a magnet, 
and, when placed between two magnetic poles, arrange themselves 
equatorialhf^ that is to say, at right angles to the line joining the two 
poles. 

Bismuth appears to be the most powerfully diamagnetic of all sub- 
stances. Among the metals, the order of diamagnetic energy is as 
follows : — ^Bismuth, antimony, zinc, tin, cadmium, sodium, mercury, 
lead, silver, copper, gold, arsenic, uranium, rhodium, iridium, and 
tungsten. 

1^ his first experiments on this subject, Faraday was led to the 
conclusion that gaseous bodies are indifferent to magnetic action; 
but it has since been found that they exhibit decided magnetic and 
diamagnetic relations — oxygen appearing to be the most magnetic of 
all gases.] 



CHAP. n. 

MAGNETISM BT INDUCTION. 

1030. Soft iron rendered temporarily magnetic, — ^If the extremity 
of a bar of soft iron be presented to one of the poles of a magnet, 
this bar will itself become immediately magnetic. It will manifest 
a neutral line and two poles, that pole which is in contact with the 
magnet being of a contrary name to the pole which it touches. 
Thus, if A B,^. 462., be the bar of soft iron which is brought in 
contact with the boreal pole h of the magnet a h, then A will be the 
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Fig. 462. 

austral and b the boreal pole of the bar of soft iron thus rendered 
magnetic by contact, and E will be its equator, which however will 
not be in the middle of the bar, but nearer to the point of contact. 

These effects are thus explained by the hypothesis of two fluids. 

The attraction of the boreal pole of the magnet ab acting upon 
the magnetic fluid which pervades the bar A B, decomposes it, attract- 
ing the austral fluid towards the point of contact A, and repelling the 
boreal fluid towards b. The austral fluid accordingly predominates 
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at the end A, and the boreal at the end b^ a neutral line or equator 
£ separating them. 

This state of the bar A B can be rendered experimentally manifest 
by any of the tests already explained. If it be rolled in iron filings^ 
they will attach themselves in two tufts separated by an intermediate 
point which is free from them ; and if the test pendulum (1617) be 
successively presented to different points of the bar^ the varying in- 
tensity of the attraction will be indicated. 

If the bar A B be detached from the magnet, it will instantly lose 
its magnetic virtue, the fluids which were decomposed and separated 
will spontaneously recombine, and the bar will be reduced to its 
natural state, as may be proved by subjecting it after separation to 
any of the tests already explained. 

Thus is manifested the fact that the magnetism of soft iron has no 
perceptible coercive force. The magnetic fluid is decomposed by the 
contact of the pole of any magnet however feeble, and when detached 
it is recomposed spontaneously and immediately. 

1631. This may he effected hy proximity vdihxmt contact. — It is 
not necessary, to produce these effects, that the bar of soft iron should 
be brought into actual contact with the pole of a magnet. It will 
be manifested, only in a less degree, if it be broueht into proximity 
with the pole without contact. If the bar A b be presented at a 
small distance from the pole 5, it will manifest magnetism in the 
same manner ; and if it be gradually removed from the pole, the 
magnetism it manifests will diminish in degree, until at length it 
wholly disappears. 

If the end B instead of A be presented to h, the poles of the tem- 
porary magnet will be reversed, B becoming the austral, and A the 
boreal. 

If a series of bars of soft iron A B, a' b', a" b", be brought into 
successive contiguity so as to form a series without absolute contact, 

' ' 

Fig. 463. 

as represented in Jig. 463., the extremity A of the first being pre- 
sented to the boreal pole h of the fixed magnet, then each bar of the 
series will be rendered magnetic. The attraction of the boreal fluid 
at h will decompose the magnetic fluid of the bar A B, attracting the 
austral fluid towards A, and repelling the boreal fluid towards B. 
The boreal fluid thus driven towards B will produce a like decompo- 
sition of the fluid in the second bar a' b', the austral fluid being 
attracted towards A' and the boreal repelled towards b' ; and like 
effects will be produced upon the next bar a" b", and so on^ 
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If the bars be brought gradually closer together, the intensity of 
the magnetism thus developed will be increased, and will continue to 
bo increased until the bars are brought into contact. 

1632. Induction^ — ^This process, by which magnetism is developed 
by magnetic action at a distance, is called induction; and the bars 
A B, a' b', &o. are said to be magnetized hy indnctum, 

1633. Magneto with poles reversed neutralize each other, — If a 
second magnet of equal intensity with: the first be laid upon a b with 
its poles reversed, so that its austral pole will coincide with h and its 
boreal with a, the bars A b, a' b', a" b" magnetized by induction 
will instantly be reduced to their natural state, and deprived of the 
magnetic influence. This is easily explained. The attraction of the 
pole hf which draws towards it the auatral and repels the boreal fluids 
of the bar A b, is neutralized by the attraction and repulsion of the 
austral pole of the second magnet laid upon it, which repels the 
austral fluid of the bar A b with a force equal to that with which the 
boreal fluid of the pole b attracts it, and attracts the boreal fluid 
with as much force as that with which the pole b repels it. Thus 
the attraction and repulsion of the two poles of the combined mag- 
nets neutralize each other, and the fluids which were decomposed in 
the bar A b spontaneously recombine; and the same efiects take 
place in the other bars. 

All these efiects may be rendered experimentally manifest by sub- 
mitting the bars A b, a' b', a" b" to any of the tests already explained. 

1634. A magnet broken at its eguator produces two magnets. — 
It might be supposed, from what has been stated,, that if a magnetic 
bar were divided at its equator, two magnets would be produced, one 
having austral and the other boreal magnetism, so that one of them 
would attract an austral and repel a boreal pole, while the other 
would produce the contrary attraction and repulsion. This, however, 
is not found to be the case. If a magnet be broken in two at its 
equator, two complete magnets will result, having each an equator 
at or near its centre, and two poles, austral and boreal ; and if these 
be again broken, other magnets will be formed, each having an 
equator and two poles as before ; and in the same manner, whatever 
be the number of parts, and however minute they be, into which a 
magnet is divided, each part will still be a complete magnet, with an 
equator and two poles. 

1635. Decomposition of magnetic fluid not attended by its transfer 
between pole and pole, — It follows from this, that it cannofe be sup- 
posed that the decomposition of the magnetic fluid which is pro- 
duced when a body is magnetized, is attended with an actual transfer 
of the constituent fluids towards those regions of the magnet which 
are separated by its equator. It cannot, in a word, be assumed that 
the boreal fluid passes to one, and the austral fluid to the other side 
of the equator; for if this were the case, the fracture of the magnet 
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at the equator would leave the two parts, one surcharged with austral 
and the other with boreal fluid, whereas by what has been just stated 
it is apparent that after such division both parts will possess both 
fluids. 

1636. The decomposition is molecular. — ^The decomposition which 
takes place is therefore inferred to be accomplished spontaneously iu 
each molecule which composes the magnet; each molecule is invested 
bj an atmosphere composed of the two fluids, and the decomposition 
takes place in these atmospheres, the boreal fluid passing to one side 
of the molecule, and the austral fluid to the other. When a bar is 
magnetized, therefore, the material molecules which form it are in- 
vested with the magnetic fluids, but the austral fluids are all pre- 
sented towards the austral pole, and the boreal fluids towards the 
boreal pole. When the bar is not magnetic, but in its natural state, 
the two fluids surrounding each molecule are diffused through each 
other and combined, neither prevailing more at one side than the 
other. 

1637. Coercive force of iron varies with its molecular structure, 
— Iron in different states of aggregation possesses different degrees 
of coercive force to resist the decomposition and recomposition of 
the magnetic fluid. Soft iron, when pure, is considered to be divested 
altogether of coercive force, or at least it possesses it in an insensible 
degree. In a more impure state, or when modified in its molecular 
structure by pressure, percussion, torsion, or other mechanical effects, 
it acquires more or less coercive power, and accordingly resists the 
reception of magnetism, and when magnetism has been imparted to 
it, retains it with a proportional force. Steel has still more coercive 
force than iron, and steel of different tempers manifests the coercive 
force in different degrees, that which possesses it in the highest de- 
gree being the steel which is of the highest temper, and which 
possesses in the greatest degree the qualities of hardness and 
prittleness. 

1638. Effect of indiiction on hard iron or steel. — If a bar of hard 
iron or steel be placed with its end in contact with a magnet in the 
same manner as has been already described with respect to soft iron, 
it will exhibit no magnetism ; but if it be kept in contact with the 
magnet for a considerable length of time, it will gradually acquire 
the same magnetic properties as have been described, in respect to 
bars of soft iron, — with this difference, however, that having thus 
acquired them, it does not lose them when detached from the magnet, 
as is the case with soft iron. Thus it would appear, that it is not 
literally true that a bar of steel when brought into contact with the 
pole of a magnet receives no magnetism, but rather that it receives 
magnetism in an insensible degree ; for if continued contact impart 
sensible magnetism, it must be admitted that contact for shorter in- 
tervals must impart more or less magnetism, since it is by the accu- 
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mulation of the effects produced from moment to moment that the 
sensible magnetism manifested by continued contact is produced. 

It appears^ therefore^ that the coercive energy of the bar of steel 
resists the actio^ of the magnet, so that while the pole of the magnet 
accomplishes the decomposition of the magnetic fluid in a bar of soft 
iron instantaneously, or at least in an indefinitely small interval of 
time, it accomplishes in a bar of steel the same decomposition, but 
only after a long protracted interval, the decomposition proceeding 
by little and little, from moment to moment during such interval. 

Various expedients, as will appear hereafter, have been contrived, 
by which the decomposition in the case of steel bars having a great 
coercive force is expedited. These consist generally in moving the 
pole of the magnet successively over the various points of the steel 
bar, upon which it is desired to produce the decomposition, the 
motion being always made with the contact of the same pole, and in 
the same direction. The pole is thus made to act successively upon 
every part of the surface of the bar to be magnetized, and being 
brought into closer contact with it acts more energetically ; whereas 
when applied to only one point, the energy of its action upon other 
points is enfeebled by distance, the intensity of the magnetic attrac- 
tion diminishing, like that of gravity, in the same proportion as the 
square of the distance increases. 

Since steel bars having once received the magnetic virtue in this 
manner retain it for an indefinite time, artificial magnets can be pro- 
duced by these means of any required form and magnitude. 

1639. Forms of Tfiagnstic needles and bars. — Thus a magnetic 

needle generally receives the 



form of a lozenge, as represented 
in Jiff, 464., having a conical 
cap of agate at its centre, which 
is supported upon a pivot in 
such a manner as that the needle 
is free to turn in a horizontal 
plane, round the pivot as a cen- 
tre. In this case the weight 
of the needle must be so regu- 
lated as to be in equilibrium on 
the pivot. 
Bar magnets are pieces of steel in the form of a cylinder or prism 

4Bfhose length is considerable compared with their depth or thickness. 

In producing such magnets certain processes are necessary, which 

will be explained hereafter. 

1640. Compound magnet. — Several bar magnets, equal and simi- 
lar in magnitude, being placed one upon the other with their cor- 
responding poles together, form a compound magnet. 

1641. Effects of heat on Tnagnetism. — It is evident from what has 




Fig. 464. 
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been stated respecting the varions degrees of coercive force mani- 
fested by tbe same metal in different states of aggregation^ that the 
magnetic qualities depend upon molecular arrangement^ and that the 
same body in different molecular states will exhibit different magnetic 
properties. 

Since the elevation or depression of temperature by producing 
dilatation and contraction affects the molecular state of a body, it 
might be expected to modify also its magnetic properties, and this is 
accordingly found to be the case. 

1642. A red heat destroys the magnetisufi of iron, — If a magnet, 
no matter how powerfal, natural or artificial, be raised to a red heat, 
it will lose altogether its magnetic virtue. The elevation of tem- 

^perature and the molecular dilatation consequent upon it destroys 
the coercive force and allows the recombination of the magnetic 
fluid. When after such change the magnet is allowed to cool, it 
will continue divested of its magnetic qualities. These effects 
may, however, be again imparted to it by the process already men- 
tioned. 

1643. Differerit magnetic bodies lose their magnetism at different 
temperatures. — M. Pouillet found that this phenomenon is produced 
at different temperatures for the different bodies which are suscepti- 
ble of magnetism. Thus the magnetism of nickel is effaced when 
it is raised to the temperature of 660°, iron at a cherry red, and 
cobalt at a temperature much more elevated. 

1644. Heat opposed to induction. — But not only does increased 
temperature deprive permanent magnets of their magnetism, but it 
renders 'even soft iron insusceptible of magnetism by induction, for 
it is found that soft iron rendered incandescent does not become 
magnetic when brought into contact or contiguity with the pole of a 
magnet. 

1645. Induced magnetism rendered permanent hy hammering 
and other mechanical causes, — If a bar of soft iron when rendered 
magnetic by induction be hammered, rolled, or twisted, it will retain 
its magnetism. It would follow, therefore, that the change of mole- 
cular arrangement produced by these processes confers upon it a 
coercive force which it had not previously. 

1646. Compounds of iron differently susceptible of magnetism. — 
'% Compounds of iron are in general more or less susceptible of mag- 
netism, according to the proportion of iron they contain. 

Exceptions, however, to this are presented in the peroxide, the 
persulphate, and some other compounds containing iron in small pro- 
portion, in which the magnetic virtue is not at all present. 

1647. Compounds of other magnetic bodies not susceptible. — 
Nickel, cobalt, chromium, and manganese are the only simple bodies 
which^ in commod with iron, enjoy the magnetic property, [see note to 
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1629,] and this property completely disappears in most of the chemi- 
cal compounds of which they form a part. 

Magnetism, however, has been rendered manifest under a great 
variety of circumstances connected with the development of electricity 
which will be fully explained in a subsequent Book. . 

1648. Magnets with consequent points. — In the production of arti- 
ficial magnets it frequently happens that a magnetic bar has more 
than one equator, and consequently more than two poles. This fact 
may be experimentally ascertained by exposing successively the 
length of a bar to any of the tests already explained. Thus, if pre- 
sented to the test pendulum, it will be attracted with a continually 
decreasing force as it approaches each equator, and with an increasing 
force as it recedes from it. If the bar be rolled in iron filings, they 
will be attached to it in a succession of tufts separated by spaces 
where none are attached, indicating the equators. 

If it be placed under a glass plate or sheet of paper on which fine 
iron filings are sprinkled^ they will arrange themselves according to a 
series of concentric curves, as represented inyi^'. 465. 




Fig. 465. 



It is evident that the magnetic bar in this case is equivalent to a 
succession of independent magnets placed pole to pole. 
The equators in these cases are called consequent points. 



CHAP. III. 

TERRESTRIAL MAGNETISM. 



1649. Analogy of the earth to a magnet. — If a small and sensi- 
tive magnetic needle, suspended by a fibre of silk so as to be free to 
assume any position which the attractions that act Upon it may have 
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a tendency to ^ve to it, be carried over a magnetic bar from end to 
end, it will assume in different positions different directions, depend- 
ing on the effect produced by the attractions and repulsions exercised 
by the bar upon it. 

Let a hjfig, 466., be such a needle, the thread of suspension o e 
being first placed vertically over the equator £ of the magnetic bar 
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Fig. 466. 

A B. The austral magnetism of A e will attract the boreal magne- 
tism of & e and will repel the austral magnetism of ae; and in like 
manner the boreal magnetism of B E will attract the austral magte- 
tism of ae and will repel the boreal magnetism of he. These 
attractions and repulsions will moreover be respectively equal, since 
the distances of a e and be from B A and be are equal. The needle 
a b will therefore settle itself parallel to the bar A B, the pole a being 
directed to B, and the pole b being directed to A. 

If the suspending thread oe be- removed towards A to Pe, the 
attraction of A upon b will become greater than the attraction of B 
upon by because the distance of a from b will be less than the dis- 
tance of B from a ; and, for a like reason, the repulsion of A upon a 
will be greater than the repulsion of b upon b. The needle a 6 will 
therefore be affected as if the end b were heavier than a, and it will 
throw itself into the inclined position represented in the figure, the 
pole a inclining downwards. 

If it be carried still further towards A, the inequality of the 

attractions and repulsions increasing in consequence of the greater 

Inequality of the distances of a and b from A and B, the inclination 

♦ of Z> downwards will be proportionally augmented, as represented 

at p', 

In fine, when the thread of suspension is moved to a point p"over 
the pole A, the needle will become vertical, the pole b attracted by A 
pointing downwards. 

If the needle be carried in like manner from E to B, like effects 
will be manifested, as represented in the figure, the pole a inclining 
downwards arising from the same causes. 
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A magnetic needle similarly suspended, carried over the sarfaoe 
of the earth in the directions north and south, undergoes changes of 
direction such as would be produced, on the principles explained 
above, if the globe were a magnet having its poles at certain points, 
not far distant from its poles of rotation. 

To render this experimentally evident, it will be necessary to be 
provided with two magnetic instruments, one mounted so that the 
needle shall have a motion in a horizontal plane round a vertical axis, 
and the other so that it shall have a motion in a vertical plane round 
a horizontal axis. 

1650. T^he azimuth compass. — ^The instrument called the azi- 
muth compass consists of a magnetic bar or needle balanced on a 
vertical pivot, so as to be capable of turning freely in a horizontal 
plane, the point of the needle playing in a circle, of which its pivot 
is the centre. 

The instrument is variously mounted and variously designated, 
according to the circumstances and purpose of its application. 

When used to indicate the relative hearings or horizontal direc- 
tions of distant objects, whether terrestrial or celestial, a mduated 
circle is placed under the needle and concentric with it. The divi- 
sions of this circle indicate the bearings of any distant object in rela- 
tion to the direction of the needle. 

The pivot in this form of compass is rendered vertical by means 
of a plumb-line or spirit-level. 

1651. The m^riner^s compass, — When the azimuth compass is 
used for the purpose of navigation, the pivot supporting the needle 
is fixed in the bottom of a cylindrical box, which is closed at the top 
by a plate of glass, so as to protect it from the air. The magnetic 
bar is attached to the under side of a circular card, upon which is 
engraved a radiating diagram, which divides the circle into thirty-two 
parts called points. The compass box is suspended so as to preserve 
its horizontal position undisturbed by the motion of the vessel, by 
means of two concentric hoops called gimbals, one a little less than 
and included within the other. It is supported at two points upon 
the lesser hoop, which are diametrically opposite, and this lesser 
hoop itself is supported by two points upon the greater hoop, which 
are also diametrically opposite, but at right angles to the former. By 
these means the box, being at liberty to swing in two planes at right 
angles to each other, will maintain itself horizontal, and will there- 
fore keep the pivot supporting the needle vertical, whatever be the 
changes of position of the vessel. 

This arrangement is represented in Jig. 468., a vertical section of 
the compass box being given in Jig. 467. 

The sides of the cylindrical box are b ft', its bottom //', and the 
glass which covers it v. The magnetic bar or needle is supported 
on a vertical pivot by means of a conical cup, and can be raised 
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Fig. 467. 



Fig. 468. 



and lowered at pleasure by means of a screw w. The compass 
card is represented in section at r/, Jig. 467., and the divisions 
upon it marked by radiating lines called the rose are represented in 
y^. 468. 

Two narrow plates, p and p\ are attached to the sides of the box 
so as to be diametrically opposed. In p there is a narrow vertical 
slit. In y there is a wider vertical slit, along which is stretched 
vertically a thin wire. The eye placed at o looks through the two 
slits, and turns the instrument round its support until the object of 
observation is intersected by the vertical wire, extended along the 
slit J)'. Provisions are made in the instrument by which the direc- 
tion thus observed can be ascertained relatively to that of the needle. 

The angle included between the direc- 
tion of the observed object, and that 
of the needle, is the hearing of the 
object relatively to the needle. 

The compass box is suspended 
within the hoop e e', at two points z z' 
diametrically opposed, and the hoop 
e e' is itself suspended within the fixed 
hoop c c'j at two points x x', also dia- 
metrically opposed, but at right angle* 
to z z\ 

1652. The dipping-needle. — The 
apparatus represented in fig, 469., 
called the dipping-needle y consists of a 
magnetic needle e e, supported and 
balanced on a horizontal axis, and 
playing therefore in a vertical plane. 
The angles through which it turns are 
indicated by a graduated circle 1 1', the 
centre of which coincides with the 
axis of the needle, and the frame which supports it has an azimuth 
motion round a vertical axis, which is indicated and measured by the 




Fig. 469. 
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graduated horizontal circle z z\ The iDstruinent is adjusted by 
means of a spirit-level, and regulating screws inserted in the feet. 

1653. Analysis of magnetic jphenmriena of the earth, — Supplied 
with these instruments, it will be easy to submit to observation the 
magnetic phenomena manifested at different parts of the earth. 

If the azimuth compass be placed anywhere in the northern hemi- 
sphere, at London for example, the needle will take a certain posi- 
tion, forming an angle with the terrestrial meridian, and directing 
one pole to a point a certain number of degrees west of the north, 
and the other to a point a like number of degrees east of the south. 
If it be turned aside from this direction, it will when liberated oscil- 
late on the one side and the other of this direction, and soon come 
to rest in it. 

Since an unmagnetized needle would rest indifferently in any di- 
rection, this preference of the magnetized needle to one particular 
direction must be ascribed to a magnetic force exerted by the earth 
attracting one of the poles of the needle in one direction, and the 
other pole in the opposite direction. 

That this is not the casual attraction of unmagnetic ferruginous 
matter contained within the earth, is proved by the fact that, if ihQ 
direction of the needle be reversed, it will, when liberated, make a 
pirouette upon its pivot, and after some oscillations resume its former 
direction. 

This remarkable property is reproduced in all parts of the earth, 
on land and water, and equally on the summits of lofty mountains, 
in the lowest valleys, and in the deepest mines. 

1654. Magnetic meridian, — The direction thus assumed by the 
horizontal needle, in any given place, is called the magnetic meri- 
dian of that place. 

The direction of a needle which would point due north and south 
is the TRUE MERIDIAN, or the Ti;RRESTRiAL MERIDIAN of the place. 

1655. Declination or variation. — The angle formed by the mag- 
netic MERIDIAN and the terrestrial meridian is called some- 
times the VARIATION, and sometimes the declination of the 
needle. We shall adopt by preference the latter term. 

The declination is said to be eastern or western, according as 
the pole of the needle, which is directed northwards, deviates to the 
east or to the west of the terrestrial meridian. 

1656. Magnetic polarity of the earth. — To explain these pheno- 
mena, therefore, the globe of the earth itself is considered as a 
magnet, whose poles attract and repel the poles of the horizontal 
needle, each pole of the earth attracting that of an unlike name, and 
repelling that of a like name. 

If, therefore, the northern pole of the earth be considered as that 
which is pervaded by boreal magnetism, and the southern pole by 
austrdi magnetism, the former will attract the austral and repel the 
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boreal pole, and the latter will attract the boreal and repel the aus- 
tral pole of the needle. Hence it will follow that the pole of the 
needle which is directed northwards is the austral, and that which is 
dir^ted southwards is the boreal pole. 

1657. Change of direction of the dipping-needle, — ^It was shown 
(in 1649) that when a needle which is free to play in a vertical 
plane was carried over a magnet, it rested in the horizontal position 
only when suspended vertically over the equator of the magnet, and 
its austral and boreal poles were inclined downwards, according as 
the needle was suspended at the austral or boreal side of the equator, 
and that this inclination was augmented as the distance from the 
equator at which the needle was suspended was increased. Now it 
remains to be seen whether any phenomenon analogous to this is 
presented by the earth. 

For this purpose let the dipping-needle. Jig, 469., be arranged 
with its axis at right angles to the direction of the needle of the 
a^muth compass. It will then be found, that in general the dip- 
ping-needle will not rest in a horizontal position, but will assume a 
direction inclined to the vertical line, as represented in the figure, 
one pole being presented downwards, and the other upwards. 

The angle which the lower arm of the needle makes with the 
horizontal line is called the dip. 

If this apparatus be carried in this hemisphere northwards, in the 
direction in which a horizontal needle would point, the austral pole 
will be inclined downwards, and the dip will continually increase ; 
but if it be carried southwards, the dip will continually diminish. 
By continuing to transport it southwards, the dip continually dimi- 
nishing, a station will at length be found where the needle will rest 
in the horizontal position. If it be carried further southwards, the 
boreal pole will begin to turn downwards ; in other words, the dip 
will be south instead of north, and as it is carried further south- 
wards, this dip will continue to increase. 

If the needle be carried northwards, in this hemisphere the dip 
continually augmenting, a station will at length be attained where 
the needle will become vertical, the austral pole being presented 
downwards, and the boreal pole upwards. 

In the same manner, in the southern hemisphere, if the needle be 
carried southwards, a station will at length be attained where it will 
become vertical, the boreal pole being presented downwards, and the 
austral pole pointing to the zenith. 

Complete analogs/ of the earth to a magnet. — By comparing these 
results with those which have been already described in the case 
where the needle was carried successively over a magnetic bar, the 
complete identity of the phenomena will be apparent, and it will be 
evident that the earth and the needle comport themselves in relation 
to each other exactly as do a small and a great magnet, over which 

II. 18 
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it might be carried, the point ^here the needle is horizontal being 
over the magnetic equator, and those two points where it is verticid 
being the magnetic poles. 

1658. The magnetic equator. — ^The needle being brought to that 
point where it rests horizontal, the magnetic equator will be at right 
angles to its direction. By transporting it successively in the one 
or the other direction thus indicated, the successive points upon the 
earth's surface where the needle rests horizontal, and where the dip 
is nothing, will be ascertained. The line upon the earth traced by 
this point is the magnetic equator. 

Its form and position not regular. — This line is not, as might be 
expected, a great circle of the earth. It follows a course crossing 
the terrestrial equator from south to north, on the west coast of Af- 
rica, near the island of St. Thomas, at about 7° or 8° long. E., in a 
direction intersecting the equator at an angle of about 12° or 13°. 
It then passes across Africa towards Ceylon, and intersects that 
island near the point of the Indian promontory. It keeps a course 
from this of from 8° to 9° of N. lat. through the Indian Archipe- 
lago, and then gradually declining towards the line again intersects 
it at a point in the Pacific Ocean in long. 170° W., the angle at 
which it intersects the line being more acute than at the other point 
of intersection. It then follows a course a few degrees south of the 
line, and striking the west coast of South America near Lima, it 
crosses the South American continent, attaining the greatest south 
latitude near Bahia; and then again ascending towards the line, tra- 
verses the Atlantic and strikes the coast of Africa, as already stated, 
near the island of St. Thomas. 

The magnetic equator, unlike the ecliptic, is not any regular curve, 
but follows the course we have just indicated in a direction slightly 
sinuous. 

Variation of the dipy" going north or south. — It has been ex- 
plained, that proceeding from north or south, from the magnetic 
equator, the needle dips on th^ one side or on the other, the dip in- 
creasing with the distance from the magnetic equator to which the 
needle is transported north or south. 

Lines of equal dip. — The lines of equal dip, therefore, may be 
considered as bearing the same relation to the magnetic equator, 
which parallels of latitude bear to the terrestrial equator, being ar- 
ranged nearly parallel to the former, though not in a manner so 
regular as in the case of parallels of latitude. 

1659. — Magnetic meridians. — If the horizontal needle be trans- 
ported north or south, following a course indicated by its direction, 
it will be carried over a magnetic meridian. These magnetic meri- 
dians, therefore, bear to the magnetic equator a relation analogous to 
those which terrestrial meridians bear to the terrestrial equator, but^ 
like the lines of equal dip,' they are much more irregular. 



Digitized by LjOOQIC 




TERRESTRIAL MAGNETISM. 207 

1660. Method of ascertaining the declination of the needles. — 
Astronomy supplies various methods of determining in a given place 
the declination of the needle. It may be generally stated that this 
problem may be solved by observing any object whose angular dis- 
tance from the true north is otherwise known, and comparing the 
direction of such object with the direction of the needle. Let p, 
Jig, 470., be the place of observation ; let p n be the direction of 

the true north, or, what is the same, the direction 
of the terrestrial meridian; and lot P n' be the di- 
rection of the magnetic needle, or, what is th« 
same, the magnetic meridian. The angle npn' 
will then be the declination of the needle, being 
the angle formed by the terrestrial and magnetic 
meridians (1655). 

Let be any object seen on the horizon in the 
direction po; the angle opn is called the true 
azimuth of this object, and the angle O P n' is 
called its magnetic azimuth. 
Fig. 470. This magnetic azimuth may always be observed 

by means of an azimuth compass. 
If, then, an object be selected whose true azimuth is otherwise 
known, the declination of the needle may be determined by taking 
the difference between the true and magnetic azimuths of the object. 
There are numerous celestial objects of which the azimuths are 
either given in tables, or may be calculated by rules and formulae 
supplied by astronomy;- such, for example, as the sun and moon at 
the moments they rise or set, or when they are at any proposed or 
observed altitudes. By the aid of such objects, which are visible oc- 
casionally at all places, the declination of the needle may be found. 

Local declinations. — At different places upon the earth's surface 
the needle has different declinations. In Europe its mean declina- 
tion is about 17°, increasing in going westward. 

1661. Lines of no declination called agonic lines. — There are 
two lines on the earth's surface which have been called agonio 
LINES, upon which there is no declination ; and where, therefore, 
the needle is directed along the terrestrial meridian. One of these 
passes over tho^ American and the other over the Asiatic continent, 
and the former has consequently been called the American and the 
latter the Asiatic agonic. These lines run north and south, but 
do not follow the course of meridians. 

It has been ascertained that their position is not fixed, but is liable 
to sensible changes in considerable intervals of time. 

1662. Declination in differentlongitudesy at equator^ and in laU 
45°. — In proceeding in either direction, east or west from these 
lines, the declination of the needle gradually increases, and becomes 
a maximum at a certain intermediate point between them. On the 
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west of the Asiatic agonic th^ declination is west^ on the east it is 
east. 

At present the declination in England is about 24^ W. } in Bos- 
ton in the United States it is 5i° W. Its mean value in Europe is 
17° W. At Bonn it is 20°, at Edinburgh 26°, Iceland 38°, Green- 
land 50°, Konigsberg 13°, and St. Petersburg 6°. 

The following table, however, will exhibit more distinctly the va- 
riation of the declination in different parts of the globe. The lon- 
gitudes expressed in the first column are measured westward from 
the meridian of Paris, and the declinations given in the second 
column are those which axe observed on the terrestrial equator, those 
in the third column corresponding to the mean latitude of 45°. 

Table of the Declinations of the magnetic Needle in different 
LoTigitudeSf and in Lat. = atid Lat. =45°. 





DeclinatioBB. I 




Declinations. 


Longitudes West 






Lonritudes West 




of the Meridian 






of the Meridian 






ofParii. 


Lat. s=o. 


Lat =45'. 


of Paris. 


Lat. =0. 


LaL =400. 





19° W 


220 W 


190 


90 E 


11° E 


10 


19 W 


25 W 


200 


8 E 


8 E 


20 


16 W 


26 W 


210 


6 B 


4 E 


30 


11 W 


25 W 


220 


8 B 


2 E 


40 


4 W 


24 W 


230 


2 B 


1 B 


60 


S E 


24 W 


240 





1 W 


60 


5 B 


20 W 


260 








.70 


8 B 


11 W 


260 


1 B 


3 E 


80 


10 B 


3 W 


270 


8 B 


4 E 


90 


10 B 


4 B 


280 . 





4 E 


100 


8 E 


11 B 


290 





4 E 


110 


E 


17 B 


300 


2 W 


2 E 


120 


5 B 


18 B 


810 


n W 


1 W 


130 


6 B 


19 E 


320 


11 w 


6 W 


140 


6 B 


19 E 


330 


13 W 


10 W 


150 


6 E 


19 B 


340 


17 W 


14 W 


160 


7 B 


19 B 


350 


18 W 


17 W 


170 


B 


17 B 


• 360 


19 W 


22 W 


180 


10 B 


. 14 B 









1663. Isogonic lines, — Lines traced upon the globe at a point at 
which the magnetic needle has the same declinations, are called iso- 
gonic jiiNES. . These, as well as the isoolinio lines, or lines of 
equal dip, are irregular in their arrangement, and not very exactly 
ascertained. 

1664. Local dip. — The local variations of the dip are also imper 
fectly known. In Europe it ranges from 60° to 70°. In 1836 the 
dip observed at the under-mentioned places was as follows : — 

Pekitt 54° 49' 

Borne 61° 42' 

Brussels 68° 32' 

St Petersburg 71° 

St Helena 14° 60' 

Bio de Janeiro 13° 30' 
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1665. Position of mctgnetic poles. — The determination of the pre- 
cise position of the magnetic poles, or the points where the dip is 
90°, is attended with considerable difficulty, inasmuch as for a con- 
siderable distance round that point the dip is nearly 90°. Hansteen 
considered that there were grounds for supposing that there were two 
magnetic poles in each hemisphere. One of these in the northern 
hemisphere he supposed to be west of Hudson's Bay in 80° kt. N., 
and 96° long. W. ; and the other in Northern Asia in 81° lat. N., 
and 116 long. E. The two southern magnetic poles he supposed to 
be situate near the southern pole. This supposition, however, ap- 
pears to be at present abandoned, and the observations of Gauss 
lead to the conclusion that there is but one magnetic pole in each 
hemisphere. 

In the northern voyages made between 1829 and 1833, Sir James 
Boss found the dipping-needle to stand vertical in the neighbourhood 
of Hudson's Bay at 70° 5' 17" lat. N., and 114° 65' 18" long. W. 
The dipping-needle, according to the observations of Sir James Ross, 
was nowhere absolutely vertical, departing from the vertical in all 
cases by a small angle, amounting generally to one minute of a de- 
gree. This, however, might be ascribed to the error of observation, 
or the imperfection of instruments exposed to such a climate. 

The existence of the magnetic pole, however, at or near the point 
indicated, was proved by carrying round it at a certain distance a hori- 
zontal needle, which always pointed to the spot in whatever direction 
it was carried. Gauss has fixed the position of the magnetic pole in 
the southern hemisphere by theory at 72° 35' lat. S., and 152° 30' 
long. E. 

1666. Magnetic poles not antipodal. — It will be perceived, there- 
fore, that the magnetic poles, unlike the terrestrial poles, are not 
antipodal to each other ; or, in other words, they do not form the 
extremities of the same diameter of the globe : they are not even on 
the same meridian. If Gauss's statement be assumed to be correct, 
the southern magnetic pole is on a meridian 152° 30' E. of the me- 
ridian of Greenwich, and therefore 207° 30' W. of that meridian, 
whereas the northern magnetic pole is on a meridian 114° 55' 18" W. 
The angle, therefore, under the two meridians passing through the 
two poles will be about 92i°. It would follow, therefore, that these 
points lie upon terrestrial meridians nearly at right angles to each 
other, and that upon these they are at nearly equal distances from 
the terrestrial poles ; the distance of the northern magnetic pole from 
the northern terrestrial pole being nearly 20°, and the distance of 
the southern magnetic pole from the southern terrestrial pole being 
about 17i°. 

1667. Feriodical variations of terrestrial magnetism. — It appears, 
from observations made at intervals of time more or less distant for 
about two centuries back, that the magnetic condition of the earth 

18* 
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is subject to a periodical change ; but neither the quantity nor the 
law of this change is exactly known. It was not until recently that 
magnetic observations were conducted in such a manner as to supply 
the data necessary for the development of the laws of magnetic 
variation, and. they have not been yet continued a sufficient length 
of time to render these laws manifest. 

Independently of observation, theory affords no means of ascer- 
taining these laws, since it is not certainly known what are the 
physical causes to which the magnetism of the earth must be 
ascribed. 

In the following table are given the declinations of the needle 
observed at Paris between the years 1580 and 1885, and the dip 
between the years 1671 and 1835. 

Table of Decimations observed at Paris. 



Tear. 


DecIinatioD. 


Tear. 


Declination. 


1680 


UOSVE 


1816 


220 25'W 


1618 


8 


1817 


22 19 


1663 





1823 


22 23 


1678 


1 SOW 


1824 


22 23 


1700 


8 10 


1825 


22 22 


1780 


19 65 


1827 


22 20 


1786 


22 


1828 


22 5 


1808 


22 5 


1829 


22 12 


1813 


22 28 


1832 


22 8 


1814 


22 84 


1835 


22 4 



Tahle of the Dip observed at Paris. 



Tear. 


Dip. 


Tear. 


Dip. 


1671 


73° 


1819 


68© 26^ 


1754 


72 15' 


1820 


68 20 


1776 


72 25 


1821 


68 14 


1780 


71 48 


1822 


68 11 


1791 


70 52 


1823 


68 8 


1798 ' 


69 51 


1825 


68 


1806 


69 12 


1826 


68 


1810 


68 60 


1829 


67 41 


1814 


68 36 


1831 


67 40 


1816 


68 40 


1835 


67 24 


1818 


68 35 







1668. Intensity of terrestrial magnetism. — The intensity of ter- 
restrial magnetism, like that of a common magnet, may be estimated 
by the rate of vibration which it produces in a magnetic needle sub- 
mitted to its attraction. This method of determining the intensity 
of magnetic force is in all respects analogous to those by which the 
intensity of the earth's attraction is determined by a common pen- 
dulum (Handbook of Mechanics, 549). The same needle being ex- 
posed to a varying attraction will vary its rate of vibration, the force 
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wbicli attracts it Being proportional to the square of the number of 
vibrations which it makes in a given time. Thus, if at one place it 
makes ten vibrations per minute, and in another only eight, the 
magnetic force which produces the first will be to that which produces 
the second rate of vibration, as 100 to 64. 

1669. Increases from equator to 'poles. — In this manner it has 
been found that the intensity of terrestrial magnetism is least at 
the magnetic equator, and that it increases gradually in approaching 
the poles. 

1670. Isodynamic lines, — Those parts of the earth where the 
magnetic intensities are equal are called isodynamic lines, and re- 
semble in their general arrangement, without however coinciding 
with them, the isoclinic curves or magnetic parallels of equal dip. 

1671. Their near coincidence vnth isothermal lines. — It has been 
found that there is so near a coincidence between the isodynamic and 
the isothermal lines, that a strong presumption is raised that terres- 
trial magnetism either arises from terrestrial heat, or that these phe- 
nomena have at least a common origin. 

1672. Equatorial and polar intensities. — It appears to follow 
from the general result of observations made on the intensity of ter- 
restrial magnetism, that its intensity at the poles is to its intensity 
at the equator nearly in the ratio of 3 to 2. 

1673. Uffect of the terrestrial magnetism on soft iron. — If any- 
thing were wanted to complete the demonstration that the globe of 
the earth is a true magnet, it would be supplied by the effects pro- 
duced by it upon substances susceptible of magnetism, but which are 
not yet magnetized. It has been already shown that when a bar of 
soft iron is presented to the pole of a magnet, its natural magnetism 
is decomposed, the austral fluid being attracted to one extremity, and 
the boreal fluid repelled to the other, so that the bar of soft iron 
becomes magnetized, and continues so as long as it is exposed to the 
influence of the magnet. Now, if a bar of soft iron be presented to 
the earth in the same manner, precisely the same effects will ensue. 
Thus, if it be held in the direction of the dipping-needle, so that 
one of its ends shall be presented in the direction of the magnetic at- 
traction of the earth, it will become magnetic, as may be proved by any 
of the tests of magnetism already explained. Thus, if a sensitive needle 
be presented to that end of the bar which in the northern hemisphere 
is directed downwards, austral magnetism will be manifested, the 
boreal pole of the needle being attracted, and the austral pole re- 
pelled. If the needle be presented to the upper end of the bar, 
contrary effects will be manifested; and if it be presented to the 
middle of the bar, the neutral line or equator will be indicated. If 
the bar be now inverted, the upper end being presented downwards, 
and vice versd, still parallel to the dipping-needle, its poles will also ^ 
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be inverted, tlie lower, which previously was boreal, being austral, 
and vice versd. 

If the bar be held in any other direction, inclined obliquely to the 
dipping-needle, the same effects will be manifested, but in a less 
degree, just as would be the case if similarly presented to an arti- 
ficial magnet 3 and, in fine, if it be held at right angles to the direc- 
tion of the dipping-needle, no magnetism whatever will be developed 
in it. 

1674. Its effects on sted bars. — If the same experiments be made 
with bars of hard iron or steel, no sensible magnetism will at first be 
developed ] but if they be held for a considerable time in the same 
position, they will at length become magnetic, as would happen lender 
like conditions with an artificial magnet. Iron and steel tools which 
are hung up in workshops in a vertical position are found to become 
magnetic, an effect explained by this cause. 

1675. Diurnal variation of the needle. — Besides the changes in 
the magnetic state of the earth, the periods of which are measured 
by long intervals of time, there are more minute and rapid changes 
depending apparently upon the vicissitudes of the seasons and the 
diurnal changes. 

The magnitude of the diurnal variation depends upon the situation 
of the place, the day, and the season, but it is obviously connected 
with the function of solar heat. At Paris it is observed that during 
the night the needle is nearly stationary; at sunrise it begins to 
move, its north pole turning westwards, as if it were repelled by the 
influence of the sun. About noon, or more generally between noon 
and three o'clock, its western variation attains a maximum, and then 
it begins to move eastward, which movement continues until some 
time between nine and eleven o'clock at night, when the needle re- 
sumes the position it had when it commenced its western motion in 
the morning. 

The amplitude of this diurnal range of the needle is, according to 
Cassini's observations, greatest during summer and least during 
winter. Its mean amount for the months of April, May, June, July, 
August, and September is stated at from 13 to 15 minutes; and for 
the months of October, November, December, January, and March, 
at from 8 to 10 minutes. There are, however, occasionally, days 
upon which its range amounts to 25 minutes, and others when it 
does not surpass 5 or 6 minutes. Cassini repeated his magnetic ob- 
servations in the cellars constructed under the Paris observatory at a 
depth of about a hundred feet below the surface, and therefore re- 
moved from the immediate influence of the light and heat of the 
day. The amplitude of the variations, and all the peculiarities of 
the movement of the needle here, were found to be precisely the 
same as at the surface. 

In more northern latitudes, as, for example, in Denmark, Iceland; 
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and North America^ the diurnal variations of the needle are in 
general more considerable and less regular. It appears^ also, that in 
these places the needle is not stationary during the night, as in Paris, 
and that it is towards evening that it attains its maximum westward 
deviation. On the contrary, on going from the north towards the 
magnetic equator the diurnal variations diminish, and cease altogether 
on arriving at this line. It appears, however, according to the ob- 
servations of Captain Dupeirey, that the position of the sun north or 
south of the terrestrial equator has a perceptible influence on the 
oscillation of the needle. 

On the south of the magnetic equator the diurnal variations are 
produced, as might be expected, in a contrary manner ; the northern 
pole of the magnet turns to the east at the same hours that, in the 
northern hemisphere, it turns to the west. « 

It has not yet been certainly ascertained whether in each hemi- 
sphere these diurnal variations of the needle correspond in the places 
where the eastern and western declinations also correspond. 

The dip is also subject to certain diurnal variations, but much 
smaller in their range than in the case of the horizontal needle. 

As a general result of these observations it may be inferred, that 
if a magnetic needle were suspended in such a manner as to be free 
to move in any direction whatever, it would, during twenty-four 
hours, move round its centre of suspension in such a manner as to 
describe a small cone, whose base would be an ellipse or some other 
curve more or less elongated, and whose axis is the mean direction 
of the dipping-needle. 

1676. IHsturbances in the magnetic intensity. — The intensity as 
well as the direction of the magnetic attraction of the earth at a given 
place are subject to continual disturbances, independentiy of those 
more regular variations just mentioned. 

These disturbances are in general connected with the electrical 
state of the atmosphere, and are observed to accompany the phe*- 
nomena of the aurora borealis, earthquakes, volcanic eruptions, 
sudden vicissitudes of temperature, storms, and other atmospheric 
disturbances. 

1677. Influence of aurora horealis, — ^During the appearance of 
the aurora borealis in high latitudes, a considerable deflection of the 
needle is generally manifested, amounting often to several degrees. 
So closely and necessarily is magnetic disturbance connected with 
this atmospheric phenomenon, that practised observers can ascertain 
the existence of an aurora borealis by the indications of the needle^ 
when the phenomenon itself is not visible. 
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CHAP. ly. 

MAGNETIZATION. 

1678. Effects of induction. — ^The process by which artificial mag- 
nets are produced are all founded upon the property of induction 
(Ch. 11.). When one of the poles of a magnet is presented to any 
body which is susceptible of magnetism^ it will have a tendency to 
decompose the magnetic fluid in the body to which it is presented, 
attracting one of its constituents and repelling the other. K the 
coercive force by which the fluids are combined be greater than the 
energy of the attraction of the magnet, no decomposition will take 
place, and the body to which the magnet is presented will not be 
magnetized, but the coercive force with which the fluids are united 
will be more susceptible of being magnetized than before. 

If, however, the energy of the magnetic force of the magnet pre- 
sented to it be greater than the coercive force with which the fluids 
are united, a decomposition will take place, which will be more or 
less in proportion as the force of the magnet exceeds in a greater or 
less degree the coercive force which ugites the magnetic fluids. 

1679. TTieir a^lication in the proauction of artifwiaZ magnets, 
— ^These principles being well understood, the methods of producing 
artificial magnets will be easily rendered intelligible. 

It has been already explained, that pure soft iron is almost, if not 
altogether, divested of coercive force, so that a bar of this substance 
is converted into a magnet instantaneously when the pole of a mag- 
net is presented to it; but the absence of coercive force, which 
renders this conversion so prompt, is equally efficacious in depriving 
the bar of its magnetism the moment the magnet which produces 
this magnetism is removed. 

1680. Best materiaZ for arttftdal magnets, — Soft iron, therefore, 
is inapplicable when the object is to produce permanent magnetism. 
The material best suited for this purpose is steel, especially that 
which has a fine grain, a uniform structure, and is free from flaws. 
It is necessary that it should have a certain degree of hardness, and 
that this should be uniform through its entire mass. If the hard- 
ness be too great, it is difficult to impart to it the magnetic virtue ; 
if not great enough, it loses its magnetism for want of sufficient 
coercive force. To render steel bars best fitted for artificial magnets, 
it has been found advantageous to confer upon them in the first 
instance the highest degree of temper, and thus to render them as 
hard and brittle as glass, and then to anneal them until they are 
brought to a straw or violet colour. 

1681. Best form for bar magnets, — The intensity of artificial 
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magnets depends also, to some extent, upon their form and magni- 
tude. It has been ascertained, that a bar magnet has the best pro- 
portion when its thickness is about one-fourth and its length twenty 
times its breadth. 

1682. Horse-shoe magnets. — Bar magnets are sometimes shaped 
in the form of a horse-shoe, and are hence called 
HORSE-SHOE MAGNETS, as represented in Jig. 471. 
When magnets are constructed in this form, the 
distance between the two poles ought not to be 
greater than the thickness of the bar of which the 
magnet consists. The surface of the steel forming 
both bars, in horse-shoe magnets, should be ren- 
dered as even and as well polished as pdssible. 

1683. Methods of producing artificial magnets 
hy friction. — Two methods of imparting magnetism 
by friction are known as those of Duhamel and 
^PINUS. The former is sometimes called the 
method of single touch, and the latter the method 
of double touch. 

1684. Method of single touch. — The method 
of Duhamel, or of single touch, is practised as follows. The bar 
a' b', f^f. 472., which is to be magnetized, is laid upon a block of 




Fig. 471. 




wood L projecting at each end a couple of inches. Under the ends 
are placed the opposite poles A and B of two powerful magnets, so 
as to be in close contact with the bar to be magnetized. The influ- 
ence of the pole A will be to attract the boreal fluid of the bar 
towards the end b', and to repel' the austral fluid towards the end a'; 
and the effect of the pole B will be similar, that is to say, to repel 
the boreal fluid towards the end b', and to attract the austral towards 
the end a'. It is evident, therefore, that if the coercive force of the 
magnetism of the bar a' b' be not greater than the force of the 
magnets A and B, a decomposition will take place by simple contact, 
and the bar a' b' will be converted into a magnet, having its austral 
pole at a' and its boreal pole at b' ] and, indeed, this will be accom- 
plished even though the coercive force of the bar a' b' be considera- 
ble, if it be left a sufficient length of time under the influence of the 
magnets A and b. 

But without waiting for this, its magnetization may be accom- 
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plishcd immediately by the following process. Let two bar magnets 
a and h be placed in contact with the bar A^ b', to be magnetized 
near its middle point, but without touching each other, and let them 
be inclined in (Opposite directions to the bar a' b', at angles of about 
80°, as represented in the figure. Let the bar which is applied on 
the side b' have its austral pole, an^ that which is applied on the 
side a' its boreal pole in contact with the bar a' b', and to prevent 
the contact of the two bars a and b, let a small piece of wood, lead, 
copper, or other substance not susceptible of magnetism, be placed 
between them. Taking the two bars a and &, one in the right and 
the other in the left hand, let them now be drawn in contrary direc- 
tions, slowly and uniformly along the bar a' b', from its middle to its 
extremities, and being then raised from it, let them be again placed 
as before, near its middle point, and drawn again uni&rmly and 
slowly to its extremities ; and let this process be repeated until the 
bar a' b' has been magnetized. 

It is evident that the action of the two magnetic poles a and h will 
be to decompose the magnetic fluid of the bar a' b', and that in this 
they are aided by the influence of the magnets A and b, which en- 
feeble, as has been already shown, the coercive force. 

This method is applicable with advantage to magnetize, in the 
most complete and regular manner, compass needles, and bars whose 
thickness does not exceed a quarter of an inch. 

1685. Method of double touch. — When the bars exceed this 
thickness, this method is insufficient, and that of ^pinus, or the 
method of double touch, is found more effectual. This method is 
practised as follows. 

The bars a and b are placed as before, but instead of being held 
in the two hands are attached to a triangle, by which they are main- 
tained permanently in their position, and held together. 

Being placed at the centre of the bar a' b', they are moved to- 
gether first to one extremity b', and then back along the length of 
the entire bar to the other extremity a'. They are then again drawn 
over the bar to b', and so backwards and forwards continuously until 
the bar is magnetized. The operation is always terminated when 
the bars have passed over that half of the bar a' b' opposite to that 
upon which the motion commenced. Thus if the operation com- 
menced by moving the united bars a b from the centre to the end 
b', it will be terminated when they are moved from the extremity a' 
to the middle. 

1686. Inapplicahle to compass needles and long bars. — By this 
method a greater quantity of magnetism is developed than in that of 
Duhamel, but it should never be employed for magnetizing compass 
needles or bars intended for delicate experiments, since it almost 
always produces magnets with poles of unequal force, and frequently 
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^ves them consequent points (1648)^ especially when the bars have 
considerable length. 

1687. jlfagn^tic saturation, — Since the coercive force proper to 
each body resists the recomposition of the magnetic fluids^ it follows 
that the quantity of magnetism which a bar or needle is capable of 
retaining permanently, will be proportional to this coercive force. 
If, by the continuance of the process of magnetization and the influ- 
ence of very powerful magnets, a greater development of magnetism 
be produced than corresponds with the coercive force, the fluids will 
be recomposed by the mutual attraction until the coercive force resists 
any further recomposition. The tendency of the magnetic fluids to 
unite being then in equilibrium with the coercive force, no further 
recomposition will take place, and the bar will retain its magnetism 
undiminished. 

When the bar is in this state, it is said to be magnetized to satti- 
raiion. 

It has been generally supposed that when bars are surcharged 
with magnetism they lose their surplus and fall suddenly to the 
point of saturation, the recomposition of the fluids being instanta- 
neous. 

M. Pouillet, however, has shown that this recomposition is gradual, 
and after magnetization there is even in some cases a reaction of the 
fluids which is attended with an increase instead of a diminution of 
magnetism. He observes that it happens not unfrequently that the 
magnetism is not brought to permanent equilibrium with the coerciye 
force for several months. 

1688. Limit of magnetic force. — It must not be supposed that 
by the continuance of the processes of magnetization which have 
been described above, an indefinite development of magnetism can 
be produced. When the resistance produced by the coercive force 
to the decomposition of the fluids becomes equal to the decomposing 
power of the magnetizing bars, all further increase of magnetism 
will cease. 

It is remarkable that if a bar which has been magnetized to satu- 
ration by magnets of a certain power be afterwards submitted to the 
process of magnetization by magnets of inferior power, it will lose 
the excess of its magnetism and fall to the point of saturation corre- 
sponding to the magnets of inferior power. 

1689. Influence of the temper of the bar on the coercive force,-^ 
Let a bar of steel tempered at a bright red heat be magnetized to 
saturation, and let its magnetic intensity be ascertained by the vibra- 
tion of a needle submitted to its attraction. Let its temper be then 
brought by annealing to that of a straw colour, and being again mag- 
netized to saturation, let its magnetic intensity be ascertained. In 
like manner, let its magnetic intensities at each temper from the 
highest to the lowest be observed. It will be found that the bara 
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which have the highest temper have the greatest coercive force^ and 
therefore admit of the greatest development of magnetism, but even 
at the lowest^ tempers they are still, when magnetized to saturation, 
susceptible of a considerable magnetic force. 

Although highly tempered steel has this advantage of receiving 
magnetism of great intensity, it is, on the other hand, subject to the 
inconvenience of extreme brittleness, and consequent liability to 
fracture. A slight reduction of temper causes but a small dimi- 
nution in its charge of magnetism, and renders it much less liable to 
fracture. 

1690. Effects of terrestrial magnetism on bars, — It has been 
already shown that the inductive power of terrestrial magnetism is 
capable of developing magnetism in iron bars, and, under certain 
conditions, of either augmenting, diminishing, or even obliterating 
the magnetic force of bars already magnetized. In the preservation 
of artificial magnets, therefore, this influence must be taken into 
account. 

According to what has been explained, it appears that if a mag- 
netic bar be placed in the direction of the dipping-needle in this 
hemisphere, the earth's magnetism will have a tendency to attract 
the austral magnetism downwards, and to repel the boreal upwards. 
If, therefore, the austral pole of the bar be presented downwards, 
this tendency will preserve or even augment the magnetic intensity 
of the bar. But if the magnet be in the inverted position, having 
the boreal pole downwards, opposite effects will ensue. The austral 
fluid being attracted downwards, and the boreal driven upwards, a 
recombination of the fluids will take place, which will be partial or 
complete according to the coercive force of the bar. If the coercive 
force of the bar exceed the influence of terrestrial magnetism, the 
effect will be only to diminish the magnetic intensity of the bar ; but 
if not, the effect will be the recomposition of the magnetic force and 
the reduction of the bar to its natural state ; but if the bar be still 
held in the same position, the continued effect of the terrestrial 
magnet will be again to decompose the natural magnetism of the 
bar, driving the austral fluid downwards and repelling the boreal up- 
wards, and thus reproducing the magnetism of the bar with reyersed 
polarity. 

1691. Means of preserving magnetic hars from these effects hy 
armatures or keepers. — It is evident, therefore, that when it is de- 
sired to preserve magnetized bars unaltered, they must be protected 
from these effects of the terrestrial magnet, and the manner of ac- 
complishing this is by'means of armatures or keepers. 

When the magnetic bars to be preserved are straight bars of equal 
length, they are laid parallel to each other, their ends correspond- 
ing, but with poles reversed, so that the austral pole of each shaU be 
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in juxtaposition with the boreal pole of the other^ ss represented in 
Juj, 473. 

^ -^ A bar of soft iron called the keeper is 

applied as represented at K, in contact with 
the two opposite poles A and b', and another 
similar bar k' in contact with a' and B, so 
Fig. 473. as to complete the parallelogram. In this 

arrangement the action of the poles A and 
b' upon the keeper k is to decompose its magnetism, driving the 
austral fluid towards b' and the boreal fluid towards a'. The boreal 
fluid of K exercises a reciprocal attraction upon the austral fluid of A, 
and the austral fluid of K exercises a corresponding attraction upon 
the boreal fluid of b'. Like effects are produced by the keeper k' at 
the opposite poles a' and B. 

In this manner the decomposition of the fluids in the two bars A B 
and a' b' is maintained by the action of the keepers K and k'. 

If the magnet have the horse-shoe form, this object is attained by 
a single keeper, as represented in Jig. 471. 

The keeper K is usually formed with a round edge, so as to touch 
the magnet only in a line, and not in a surface, as it would do if its 
edge were flat. It results from experience that a keeper kept in 
contact in this manner for a certain length of time with a magnet, 
augments the attractive force, and appears to feed, as it were, the 
magnetism. 

1692. Magnetism may he preserv'ed hy terrestrial induction. — 
Magnetic needles, suspended freely so as to obey the attraction of 
terrestrial magnetism, do not admit of being thus protected by keep- 
ers ; but neither do they require it, for the austral pole of the needle 
being always directed towards the boreal pole of the earth, and the bo- 
real pole of the needle towards the austral pole of the earth, the terres- 
trial magnet itself plays the part of the keeper, continually attracting 
each fluid towards its proper pole of the magnet, and thus maintain- 
ing its magnetic intensity. 

1693. Compound magnets. — Compound magnets are formed by 
the combination of several bar magnets of similar form and equal 
magnitude, laid one upon another, their corresponding poles being 
placed in juxtaposition. 

A compound horse-shoe magnet, such as that represented in fig, 
471., is formed in like manner of magnetized bars, superposed on 
each other and similar in form, their corresponding poles being placed 
in juxtaposition. These bars, whether straight or in the horse-shoe 
form are separately magnetized before being combined by the methods 
already explained. 

In the case of the horse-shoe magnet a ring is attached to the 
keeper, and another to the top of the horse-shoe, ^^. 471., so that 
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the magnet being suspended from a fixed pointy weights may be at- 
tached to the keeper tending to separate it from the magnet. 

In this way horse-shoe magnets often support from ten to twenty 
times their own weight. 

1694. Magnetized tracings on a steel plate. — If the pole of a 
magnet be applied to a plate of steel of about one-tenth of an inch 
thick and of any superficial magnitude^ such as a square foot^ and be 
moved slowly upon it, tracing any proposed figure, the line traced 
upon the steel plate wUl be rendered magnetic, as will be indicated 
by sprinkling steel filings upon the plate. They will adhere to those 
points over which the magnet has been passed, and will assume the 
form of the figure traced upon the plate. 

1696. Inflv^ence of heat on magnetic bars. — The influence of heiJt 
upon magnetism, which was noticed at a very early period in the 
progress of magnetic discovery, has lately been the subject of a series 
of experiments researches by M. Kupffer, from which it appears 
that a magnetic bar when raised to a red heat does not lose its 
magnetism suddenly at that temperature, but parts with it by slow 
degrees as its temperature is raised. This curious fact was ascer- 
tained by testing the magnetism of the bar, by the means explained 
in (1668), at different temperatures, when it was found that at dif- 
ferent degrees of heat it produced different rates of oscillation of the 
test needle. 

It was also ascertained that, in order, to deprive a magnetic bar 
of all its magnetism when raised to a given temperature, a certain 
length of time was necessary. 

Thus a magnetic bar plunged in boiling water, and retained there 
for ten minutes, lost only a portion of its magnetism, and after being 
withdrawn and again plunged in the water for some length of time, 
it lost an additional portion of its attractive force ; and by continuing 
in the same manner its immersion for the same interval, its magnetic 
force was gradually diminished, a part still, however, remaining after 
seven or eight such immersions. 

A magnetic bar, when raised to a red heat, not only loses its mag- 
netism, but it becomes as incapable of receiving magnetism from any 
of the usual processes of magnetization, as would be any substance 
the most incapable of magnetism. 

Astatic needle. — All magnets freely suspended being subject to 
the influence of terrestrial magnetism, the effects produced upon 
them by other causes are necessarily compounded with those of the 
earth. Thus, if a magnetic needle be exposed to the influence of 
any physical agent, which, acting independently upon it, would cause 
its north pole to be directed to the east, the pole, being at the same 
time affected by the magnetism of the earth, which acting alone upon 
it would cause it to be directed to the north, will take the interme- 
diate direction of the north-east. When, in such cases, the exact 



Digitized by VjOOQ IC 



MAGNETIZATION. 221 

effect of the earth's magnetism on the direction of the needle is 
known, and the compound effect is observed, the effect of the physi- 
cal agent by which the needle is disturbed may generally be elimi- 
nated and ascertained. It is, nevertheless, often necessary to submit 
a magnetic needle to experiments, which require that it should be 
rendered independent of the directive influence of the earth's mag- 
netism, and expedients have accordingly been invented for accom- 
plishing this. 

A needle which is not affected by the earth's magnetism is called 

an ASTATIC NEEDLE. 

A magnetic needle freely suspended over a fixed bar magnet will 
have a tendency, as already explained, to take such a position that 
its magnetic axis shall be- parallel to that of the fixed magnet, the 
poles being reversed. Now if the fixed magnet be placed with its 
magnetic axis coinciding with the magnetic meridian, the poles being 
reversed with relation to those of the earth, its directive influence on 
the needle will be exactly contrary to that of the earth. While the 
earth has a tendency to turn the austral pole of the needle to the 
north, the magnet has a tendency to turn it to the south. If these 
tendencies be exactly equal, the needle will totally lose its polarity, 
and will rest indifierently in any direction in which it may be placed. 

As the influence of the bar magnet on the needle increases as its 
distance from it is diminished, and vice versd, it is evident that it 
may always be placed at such a distance from it, that its directive 
force shall be exactly equal to that of the earth. 

In this case, the needle will be rendered astatic. 

A needle may also be rendered astatic by connecting with it a 
second needle, having its magnetic axis parallel and its poles reversed, 
both needles having equal magnetic forces. The compound needle 
thus formed being freely suspended, the directive power of the earth 
on the one will be equal and contrary to its directive power on the 
other, and it will consequently rest indefinitely in any direction. 

It is in general, however, almost impracticable to ensure the exact 
equality of the magnetism of two needles thus combined. If one 
exceed the other, as is generally the case, the compound will obey a 
feeble directive force equal to the difierence of their magnetism. 
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BLECTRIOITY. 

CHAP. I. 
ELECTRICAL ATTRACTIONS AND REPULSIONS. 

1696. JERectrical effecU. — If a glass tube being well dried be 
briskly rubbed with a dry woollen cloth, the following eflfects may 
be produced. 

The tube, being presented to certain light substances, such as 
feathers, metallic leaf, bits of light paper, filings of cork or pith of 
elder, will attract them. 

If the friction take place in the dark, a bluish light will be seen 
to follow the motions of the cloth. 

If the glass be presented to a metallic body, or to the knuckle of 
the finger, a luminous spark accompanied by a sharp cracking sound, 
will pass between the glass and the finger. 

On bringing the glass near the skin, a sensation will be produced 
like that which is felt when we touch a cobweb. 

The same eflfects will be produced by the cloth with which the 
glass is rubbed as by the glass itself. 

An extensive class of bodies submitted to the same kind of mu- 
tual friction produce similar eflfects. 

1697. Origin of the name Electricity, — The physical agency 
from which these and like phenomena arise has been called elec- 
tricity, from the Greek word $xs*f poi/ (electron), signifying amber, 
that substance having been the first in which the property was ob- 
served by the ancients. 

To study the laws which govern electrical forces, let an apparatus 
be provided, called an electric pendulum, consisting of a small ball 
b',j%. 474., about the tenth of an inch in diameter, turned from 
the pith of elder, and suspended, as represented in the figure, by a 
fine silken thread attached to a convenient stand. 

If the glass tube, after being rubbed as above described, be brought 
into contact successively with two pith balls thus suspended, and then 
separated from them, a property will be imparted to the balls in 
virtue of which they will be repelled by the glass tube when it is 
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brought nearer them, and they will in like manner repel each other 
when brought into proximity. 

Thus, if the glass tube Q^fig- 474., be brought nearer the hall 
b', the ball will depart from its vertical position, and will incline 
itself from the tube in the position b. 



f\ 



r~\ r^ 




Fig. 474. 



Fig. 475. 



If the two balls, being previously brought into contact with the 
tube, be placed near each other, as in^. 475., they will incline from 
each other, departing from the vertical positions B and b', and taking 
the positions h and 6'. 

1698. The electric fluid. — These effects are explained by the 
supposition that a subtle and imponderable fluid has been developed 
upon the glass tube which is self-repulsive ; that by touching the 
balls, a portion of this fluid has been imparted to them, which is 
diffused over their surface, and which, for reasons that will hereafter 
appear, cannot escape by the thread of suspension; that the fluid 
remaining on the glass tube repels this fluid diffused on the balls, 
and therefore repels the balls themselves which are invested by the 
fluid ; and, in fine, that the fluid diffused on the one ball repels and 
is repelled by the fluid diffused on the other ball, and that the balls 
being covered by the fluid are reciprocally repelled. 

A vast body of phenomena, the most important of which will be 
described in the following chapters, have converted this supposition 
into a certainty, accepted by all scientific authorities. 

The fluid producing these effects is called the electric fluid. 

1699. Positive and negative electricity. — If the hand which holds 
the cloth be covered with a dry silk glove, the cloth, after the friction 
■with the glass, will exhibit the same effects as above described. If 
it be brought into contact with the balls and separated from them, it 
will repel them, and the balls themselves will repel each other. 

It appears, therefore, that by the friction the electric fluid is at the 
same time developed on the glass and on the cloth. 
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If after friction tbe glass be brought into contact with one ball b^ 
jig, 475., and the cloth with the other b', other effects will be 
observed. The glass, when presented to the ball b', will attract it, 
and the cloth presented to the ball b will attract it. 

The balls, when brought near each other, will now exhibit mutual 
attraction instead of repulsion. 

It follows, therefore, that the electric fluid developed by friction 
on the cloth differs firom that developed on the glass, inasmuch as 
instead of being characterized by reciprocal repulsion they are 
mutually attractive. 

The supposition, therefore, which has been briefly stated above will 
require modification. 

1700. Hypothesis of a si^igle electric fluid. — According to some, 
the effect of the friction is to deprive the cloth of a portion of its 
natural charge of electricity, and to surcharge the glass with what 
the cloth loses; and accordingly the glass is said to h^ positively ^ and 
the cloth negatively electrified. 

On this supposition, bodies in their natural state have always a 
certain charge or d^e of the electric fluid, the repulsive effect of 
which is neutralized by the attraction exercised by the body upon it. 
The electric equilibrium which constitutes this natural state may be 
deranged, either by overcharging the body with the electric fluid, or 
by withdrawing from it a part of what it naturally possesses. In the 
former case, the repulsion of the surplus charge not being neutralized 
by the attraction of the body takes effect. In the latter case, the 
attraction of the body being more than pqual to the repulsion of the 
charge of electricity upon it, will take effect upon any electricity 
which may come within the sphere of its action. 

This, which is called the single fluid theory, was the hypo- 
thesis adopted by Franklin, and after him by most English 
electricians until recently, when phenomena were developed in 
experimental researches, of which it failed to afford a satisfactory 
explanation; and, accordingly, the hypothesis of two fluids, which 
was generally received on the Continent, has found more favour also 
in England. 

1701. Hypothesis of two fluids. — According to the theory op 
TWO fluids, bodies in their natural or unelectritied state are charged 
with a compound electric fluid consisting of two constituent, called by 
some the vitreous and resinous, and by others the positive and 
NEGATIVE, fluids. Theso fluids are each self-repulsive, but are 
mutually attractive. When they pervade a body in equal quantity, 
their mutual attractions, neutralizing each other, keep them in repose, 
like equal weights suspended from the arms of a balance. When 
either is in excess, the body is positively or negatively electrified, as 
the case may be, the attraction or repulsion of the surplus of the 
redundant fluid being effective. 
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1702. Results of scientific research independent of these hypo^ 
theses, — Since the language in which the phenomena of electriQity 
are described and explained must necessarily have relation to these 
hypotheses; it has been necessary in the first instance thus briefly to 
state them. It must; however, be remembered, that the question of 
the validity of these theories does not affect the conclusions which 
will be deduced from observation, the proper use of hypotheses being 
limited to their convenience in supplying a nomenclature to the 
science and in grouping and classifying the phenomena. 

1703. Hypothesis of two fluids preferred, — The hypothesis of 
two fluids supplying; on the whole, the most complete and satisfactory 
explanation of the phenomena, is that which we shall here generally 
adopt; but we shall retain the terms positive and negative 
electricity, which, though they are derived originally from the theory 
of a single fluid; are generally adopted by scientific writers who adhere 
to the other hypothesis. 

1704. Explanatixm of the above effects produced hy the pith 
halls, — We are then to consider that when the glass tube and 
woollen cloth are submitted to mutual friction; their natural electri- 
dties are decomposed; the positive fluid passing to the glass; and the 
negative to the cloth. The glass thus becomes surcharged with 
positive; and the cloth with negative, electricity. 

The pith ball B, fig, 475., touched by the glass, receives the 
positive fluid from it, and the pith ball b' touched by the cloth 
receives the negative fluid from it. The ball b therefore becomes 
positively, and the ball b' negatively; electrified by contact. 

Since the contrary electricities are mutually attractive, the balls b 
and b' in this case attract each other ) and, since like electricities are 
mutually repulsive, the glass rod repels the ball B, and the cloth 
repels the ball b'. 

1705. Electricity developed hy various bodies, — A numerous class 
of bodies, when submitted to friction, produce effects similar to those 
described in the case of glass and woollen cloth. 

If a stick of resin or sealing-wax be rubbed by a woollen cloth, 
like effects will follow : but, in this case, the electricity of the wax 
or resin will be contrary to that of the glass, as may be rendered 
manifest by the pith balls. If b be electrified by contact with the 
glass, and b' by contact with the resin or wax, they will attract each 
other, exactly as they did when b' was electrified by contact with the 
cloth rubbed upon the glass. 

It appears, therefore, that while glass is positively, resin is 
negatively, electrified by the friction of woollen cloth. 

1706. Origin of the terms vitreous and resinous fluids. — It was 
this circumstance which gave the name of vitreous electricity to 
the positive, and resinous electricity to the negative fluid. 
This nomenclature is, however, faulty ; inasmuch as there are certain 
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substances by the fnciion of wbicb glass will be negatively electrified, 
and others by which resin will be positively electrified. 

When a woollen cloth is rubbed on resin or wax wliich, as has 
been stated, it electrifies negatively, it is itself electrified positively ; 
since the natural fluid being decomposed by the friction, and the 
negative element going to the resin^ the positive element must be 
developed on the cloth. 

Thus it appears that the woollen cloth may be electrified by friction 
either positively or negatively, according as it is rubbed upon resin 
or upon glass. 

1707. No certain test to determine which of the bodies submitted 
to fricticm receives positivcy and which negativCy electricity. — In 
general, when any two bodies are rubbed together, electricity is 
developed, one of them being charged with the positive, and the 
other with the negative, fluid. A great number of experimental 
researches have from time to time been undertaken, with a view to 
the discovery of the physical law which determines the distribution 
of the constituent electric fluids in such cases between the two bodies, 
so that it might in all cases be certainly known which of the two 
would be positively, and which negatively, electrified. These inqui- 
ries, however, have hitherto been attended with no clear or certain, 
general consequences. 

It has been observed, that hardness of structure is generally 
attended with a predisposition to receive positive electricity. Thus, 
the diamond, submitted to friction with other stones or with glass, 
becomes positively electrified. Sulphur, when rubbed with amber, 
becomes negatively electrified, the amber being consequently posi- 
tive ; but if the amber be rubbed upon glass or diamond, it will be 
negative. 

It is also observed that when heat is developed by the friction of 
two bodies, that which takes most heat is negatively, and the other 
positively, electrified. 

In short, the decomposition of the electricity and its distribution 
between the rubbing bodies is governed by conditions infinitely 
various and complicated. 

An elevation of temperature will frequently predispose a body to 
take negative, which would otherwise take positive, electricity. An 
increase of polish of the surface produces a predisposition for the 
positive fiuid. The colour, the molecular arrangement, the direction 
of the fibres in a textile substance, the direction in which the friction 
takes place, the greater or less pressure used in producing it, all affect 
more or less in particular cases the interchange of the fluids and the 
relative electricities of the bodies. Thus, a black silk ribbon rubbed 
on one of white silk takes negative electricity. If two pieces of the 
same ribbon be rubbed transversely, one being stationary and the 
other moved upon it, the former takes positive, the latter negative, 
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electricity, ^pinus fonnd that copper and Bulphor rubbed together, 
and two similar plates of glass, evolved electricity, but that the inter- 
change of the fluids was not always the same. There are substances, 
disihene, for example, which, when submitted to friction, develope 
positive electricity at some parts, and negative at other parts of their 
surface, although their structure and the state of the surface be 
perfectly uniform. 

1708. Clcvssificatwn of positive and negative substances. — Of all 
known substances, a caf s fur is the most susceptible of positive, and 
probably sulphur of negative electricity. Between these extreme 
substances others might be so arranged, that any substance in the list 
l)eing rubbed upon any other, that which holds the higher place will 
be positively, and that which holds the lower place negatively, elec- 
trified. Various lists of this kind have been proposed, one of which 
is as follows : — 



1. Fur of a cat. 

2. Polished glass. 

3. Woollen cloth. 

4. Feathers. 

5. Wood. 



Pfaff gives the following : 



1. Fur of a cat. 

2. Diamond. 

3. Fur of a dog. 

4. Tourmaline. 

5. Glass. 

6. Wool. 

7. Paper. 



Hitter proposes the following — 



1. Diamond. 

2. Zinc. 

3. Glass. 

4. Copper. 
6. Wool. 



6. Paper. 

7. Silk. 

8. Gum lac. 

9. Rough glass. 



8. White silk. 

9. Black silk. 

10. Sealing-wax. 

11. Colophon. 

12. Amber. 

13. Sulphur. 



6. Silver. 

7. Black silk. 

8. Grey silk. 

9. Grey manganeseous earth. 
10. Sulphur. 



1709. Method of producing electricity hy glass and silk with 
amalgam. — Experience has proved that the most efficient means 
of developing electricity in great quantity and intensity is by the 
friction of glass upon a surface of silk or leather smeared with an 
amalgam composed of tin, zinc, and mercury, mixed with some unc- 
tuous matter. Two parts of tin, three of zinc, and four of mercury, 
answer very well. Let some fine chalk be sprinkled on the surface 
of a wooden cup, into which the mercury should be poured hot. Let 
the zinc and tin melted together be then poured in, and the box be- 
ing closed and well shaken, the amalgam may be allowed to cool. It 
is then finely pulverized in a mortar, and being mixed with unctuous 
matter, may be applied to the rubber. 
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CHAP. II. 

CONDUCTION. 

1710. Conducting power. — Bodies differ from each other in a 
striking manner in the freedom with which the electric fluid moves 
upon them. If the electric fluid be imparted to a certain portion of 
the surface of glass or wax, it will be confined strictly to that portion 
of the surface which originally receives it, by contact with the source 
of electricity ; but if it be in like manner imparted to a portion of 
the surface of a metallic body, it will instantaneously diffuse itself 
uniformly over the entire extent of such metallic surface, exactly as 
water would spread itself uniformly over a level surface on which it 
is poured. 

1711. Cmiductors and non-conductors. — The former class of 
bodies, which do not give free motion to the electric fluid on their 
surface, are called non-conductors ; and the latter, on which unli- 
mited freedom of motion prevails, are called conductors. 

1712. Classification of conductors according to the degrees of 
their conducting power. — Of all bodies the most perfect conductors 
are the metals. These bodies transmit electricity instantaneously, 
and without any sensible obstruction, provided their dimensions are 
not too small in relation to the quantity of electricity imparted to 
them. 

The bodies named in the following series possess the conducting 
power in different degrees in the order in which they stand, the most 
perfect conductor being first, and the most perfect non-conductor last 
m the list. The black line divides the most imperfect conductors 
from the most imperfect non-conductors, but it must be observed that 
the position of this line is arbitrary, the exact relative position of 
many of the bodies composing the series not being certainly ascer- 
tained. The series, however, will be useful as indicating generally 
the bodies which have the conducting and non-conducting property 
in a greater or less degree. 



All the metals. 

Well-burnt charcoal. 

Plumbago. 

Concentrated acids. 

Powdered charcoal. 

Dilute acids. 

Saline solutions. 

Metallic ores. 

Animal fluids. 

Sea-water. 

Spring-water. 

Rain-water. 

Ice above 13° Fahrenheit. 

Snow. 



Living vegetables. 

Living animals. 

Flame. 

Smoke. 

Steam. 

Salts soluble in water. 

Barefied air. 

Vapour of alcohol. 

Vapour of ether. 

Moist earth and stones^ 

Powdered glass. 

Flowers of sulphur. 



Dry metallic oxides. 
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Oils, the heaviest the hest. 


Parchment. 


Ashes of vegetable bodies. 


Dry paper. 


Ashes of animal bodies. 


Feathers. 


Many transparent crystals, dry. 


Hair. 


Ice below 13° Fahrenheit 


Wool. 


Phosphorus. 


Dyed silk. 


Lime. 


Bleached silk. 


Dry chalk. 


Raw silk. 


Native carbonate of baryta. 


Transparent gems, 


Lycopodium. 


Diamond. 


Caoutchouc. 


Mica. 


Camphor. 


All vitrefactions. 


Some siliceous and argillaceous 


Glass. 


stones. 


Jet. 


Dry marble. 


Wax. 


Porcelain. 


Sulphur. 


Dry vegetable bodies. 


Resins. 


Baked wood. 


Amber. 


Dry gases and air. 


Gum-lac. 


Leather. 





229 



1713. Insulators, — Good non-conductors are also called insula- 
tors, because when any body suspended by a non-conducting thread, 
or supported on a non-conducting pillar, is charged with electricity, 
such charge will be retained, since it cannot escape by the thread or 
pillar, which refuses a passage to it in virtue of its non-conducting 
quality. 

Thus, a globe of metal supported on a glass pillar or suspended 
by a silken cord, being charged with electricity, will retain the charge ; 
whereas, if it were supported on a metallic pillar, or suspended by a 
metallic wire, the electricity would pass away by its free motion over 
the surface of the pillar or the wire. 

1714. Insulating stools, — Stools formed with glass legs are called 
INSULATING STOOLS, because any body charged with electricity and 
placed upon them will retain its electric charge. 

1716. Electrics and non-electmcs obsolete terms, — Conducting 
bodies were formerly called non-electrics, and non-conducting 
bodies were called electrics, from the supposition that the latter 
were capable of being electrified by friction, but the former not. 

The incapability of conductors to be electrified by friction was, 
however, afterwards, shown to be only apparent, and accordingly the 
use of these terms has been discontinued. 

If a rod of metal be submitted to friction, the electricity evolved 
is first difi'used over its entire surface in consequence of its conduct- 
ing property, and thence it escapes by the hand of the operator which 
holds it; and which, though not as perfect a conductor as the metal, 
is sufficiently so to carry off the electricity, so as to leave no sensible 
trace of it on the metal. 

But if the metallic rod be suspended by a dry silken thread (which 
is a good non-conductor), or be supported on a pillar of glass, and 
then be struck several times with the fur of a cat, it will be found to 

II. 20 
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be negatively electrified, the fur which strikes it being positively 
electrified. 

1716. Two persons recijprocally charged with contrary electricity 
when placed on insulating stools. — In like manner, two persons 
standing on insulating stools, if one strike the other two or three 
times with the fur of a cat, he that strikes will have his body posi- 
tively, and he that is struck negatively, electrified, as may be ascer- 
tained by the method already explained, of presenting to them suc- 
cessively the pith ball B, Jig, 474., previously charged with positive 
electricity. It will be repelled by the body of him that strikes, and 
attracted by that of him who is struck. 

But if the same experiment be made without placing the two per- 
sons on insulating stools, the same eflfects will not ensue, because, 
although the electricities are developed as before by the action of the 
fur, it immediately escapes through the feet to the ground. 

1717. Tlie atmosphere a non-conductor. — Atmospheric air must 
manifestly belong to the class of non-conductors, for if it gave a free 
passage to electricity, the electrical effects excited on the surface of 
any body surrounded with it would soon pass away ; and no electrical 
phenomena of a permanent nature could be produced, unless the 
bodies were removed from the contact of the air. It is found, how- 
ever, that resin and glass, when excited by friction, retain their elec- 
tricity for a considerable time. 

1718. Rarefied air a conductor. — Air, however, when rarefied, 
loses in a great degree its non-conducting property ; and an electri- 
fied body soon loses its electricity when placed in the exhausted 
receiver of an air-pump. 

The electric fluid may therefore be considered as forming a coating 
upon the surface of electrified bodies, and as being held upon them 
by the tension or pressure of the surrounding air. 

1719. Use of the silk string which suspends pith halls. — In the 
experiments described in (1697) et seq. with the pith balls, the 
silken string by which they are suspended acts as an insulator. The 
pith of elder being a conductor, the electric fluid is diffused over 
the ball; but the silk being a non-conductor, it cannot escape. 
If the ball were suspended by a metallic wire attached to a stand 
composed of any conducting matter, the electricity would escape, and 
the effects described would not ensue. But if the metallic wire were 
attached to a glass rod or other non-conductor, the same effects would 
be produced. In that case the electricity would be diffused over the 
wire as well as over the ball. 

1720. Water a conductor. — Water, whether in the liquid or 
vaporous form, is a conductor, though of an order greatly inferior to 
the metals. This fact is of great importance in electrical phenomena. 
The atmosphere contains suspended in it always more or less aqueous 
vapour, the presence of which impairs its non-conducting property 
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Hence, electrical experiments always succeed best in cold and dry 
weather. 

Hence it appears why the most perfect non-conductors lose their 
virtue if their surface be moist, the electricity passing by the con- 
ducting power of the moisture. 

1721. Insulators must he kept dry, — This curcumstance also shows 
why it is necessary to dry previously the bodies on which it is de- 
sired to develope electricity by friction. • 

It will be apparent from what has been explained, that it would 
be more correct to designate bodies as good and bad conductors in 
various degrees, than as conductors and non-conductors. There 
exists no body which, strictly speaking, is either an absolute con- 
ductor or absolute non-conductor. 

1722. No certain test to distinguish conductors from noTi-conducth 
ors. — No relation has been discovered between the physical conditions 
which determine the conduction of light and heat, and those which 
determine the conduction of electricity. Electricity is transmitted, 
not like light and heat, through the interior dimensions of bodies, 
but only on their surfaces. Glass, which is an almost perfect con- 
ductor of light, is a non-conductor of heat and electricity. Sealing- 
wax, which is a non-conductor of electricity, is also a non-conductor 
of light and heat. The metals, on the other hand, are conductors 
of heat and electricity, but are non-conductors of light. Water is a 
conductor of electricity and light, but a non-conductor of heat. 

1723. Conducting power variously affected by temperature. — The 
conducting power of bodies is affected in different ways by their 
temperature. In the metals it is diminished by elevation of temper- 
ature ; but in all other bodies, and especially in liquids, it is aug- 
mented. Some substances, which are non-conductors in the solid 
state, become conductors when fused. Sir H. Davy found that glass 
raised to a red heat became a conductor ; and that sealing-wax, pitch, 
amber, shell-lac, sulphur, and wax, became conductors when liquefied 
by heat. 

The manner in which electricity is communicated from one body 
to another depends on the conducting property of the body imparting 
and the body receiving it. 

1724. Effects produced hy touching an electrified body by a cotv- 
ductor which is not insulated, — If the surface of a non-conducting 
body, glass, for example, be charged with electricity, and be touched 
over a certain space, as a square inch, by a conducting body which 
is not insulated, the electricity which is diffused on the surface of 
contact will pass away by the conductor, but no other part of the 
electricity with which the body is charged will escape. A patch of 
the surface corresponding with the magnitude of the conductor will 
alone be stripped of its electricity. 

The non-conducting property of the body will prevent the electri- 
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city which is diffused over the remainder of its surface from flowing 
into the space thus drained of the fluid by the conductor. 

But if the body thus charged with electricity, and touched by a 
conductor not insulated, be a conductor, the effects produced will be 
very different. In that case, the electricity which covers the surface 
of contact will first pass off"; but the moment the surface of contact 
is thus drained of the fluid which covered it, the fluid diffused on the 
surrounding surface will flow in and likewise pass off", and thus all 
the fluid diffused over the entire surface of the body will rush to the 
surface of contact and escape. These effects, though, strictly speak- 
ing, successive, will be practically instantaneous; the time which 
elapses between the escape of the fluid which originally covered the 
surface of contact, and that which rushes from the most remote parts 
to the surface of contact, being inappreciable. 

1725. Effect produced when the touching conductor is insuldted. 
— If a conducting body which is insulated and charged with electri- 
city, be brought into contact with another conducting body, which 
is also insulat^ and in its natural state, the electricity will diffuse itself 
over the surfaces of both conductors in proportion to their relative 
magnitudes. 

If s express'the superficial magnitude of an insulated conducting 
body, E the quantity of electricity with which it is charged, and S 
the superficial magnitude of the other insulated conductor with which 
it is brought into contact, the charge e will, after contact, be shared 
between the two conductors in the ratio of s to s' ; so that 

E X = the charge retained by s. 

s+s' 

s' 
EX ——■= the charge received by s'. 

S"T~ s 

1726. Why the earth is called the common reservoir, ^- If the 
second conductor s' be the globe of the earth, s' will bear a propor- 
tion to s which, practically speaking, is infinite; and consequently 
the quantity of electricity remaining on s, expressed by 

•• . fi 

EX 



s+s" 



will be nothing. Hence the body s loses its entire charge when put 
in conducting communication with the ground. 

An electrified body being a conductor, is therefore reduced to its 
natural state when put into electric communication with the ground, 
and the earth has been therefore called the common reservoir, to 
which all electricity has a tendency to escape, and to which it does 
in fact always escape, unless its passage is intercepted by non-con- 
ductors. 
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1727. Electricity passes hy preference cm the best conductors, — If 
several different conductors be simultaneously placed in contact with 
an insulated electrified conductor so as to form a communication be- 
tween it and the ground, the electricity will always escape by the 
"best conductor. Thus, if a metallic chain or wire be held in the 
hand, one end touching the ground and the other being brought 
into contact with the conductor, no part of the electricity will pass 
into the hand^ the chain being a better conductor than the flesh of 
the hand. But if, while one end of the chain touch the conductor, 
the other be separated from the ground, then the electricity will 
pass into the hand, and will be rendered sensible by a convidsive 
shock. 



CHAP. Ifl. 

INDUCTION. 

1728. Action of electricity at a distance, — If a body A charged 
with electricity of either kind be brought into proximity with another 
body B in its natural state, the fluid with which A is surcharged will 
act by attraction and repulsion on the two constituents of the natural 
electricity of b, attracting that of the contrary, and repelling that of 
the same kind. This effect is precisely similar to that produced on 
the natural magnetic fluid in a piece of iron when the pole of a mag- 
net is presented to it. 

If the body b in this case be a non-conductor, the electric fluid 
having no free mobility on its surface, its decomposition will be re- 
sisted, and the body B will continue in its natural state notwithstand- 
ing the attraction and repulsion exercised by A on the constituents 
of its natural electricity. But if B be a conductor, the fluids having 
freedom of motion on its surface, the fluid similar to that with which 
B is charged will be repelled to the side most distant from B, and the 
contrary fluid will be attracted to the side next to B. Between these 
regions a neutral line will separate those parts of the body B over 
which the two opposite fluids are respectively diffused. 

1729. Induction defined. — This action of an electrified body ex- 
erted at a distance upon the electricity of another body is called 
INDUCTION, and is evidently analogous to that which produces similar 
phenomena in the magnetic bodies (1630). • 

1730. Experimental exhibition of its effects. — To render it ex- 
perimentally manifest, let s and s', fij. 476., be two metallic balls 

20* 
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supported on glass pillars; and let A a' be a metallic cylinder simi- 
larly mounted, whose length is ten or twelve times its diameter, and 
whose ends are rounded into hemispheres. Let s be strongly charged 




Fig. 476, 

with positive, and s' with negative electricity, the cylinder A A' being 
in its natural state. 

Let the balls s and s' be placed near the ends of the cylinder A 
a', their centres being in line with its axis, as represented in the 
figure. The positive electricity of s will now attract the negative, 
and repel the positive constituent of the natural electricity of A A', 
so as to separate them, drawing the negative fluid towards the end 
A, and repelling the positive fluid towards the end a'. The negative 
electricity of s' will produce a like effect, repelling the negative elec- 
tricity of A a' towards A, and drawing the positive towards a'. 

Since the cylinder A a' is a conductor, and therefore the fluids 
have freedom of motion on its surface, this decomposition will take 
effect, and the half o A of the cylinder next to s will be charged with 
negative, and the half o a' next to s' with positive electricity. 

That such is in fact the condition of A a' may be proved by pre- 
senting a pith ball (1697) pendulum charged with positive electricity 
to either half of the cylinder. When presented to o a' it will be 
repelled, and when presented to o A it will be attracted. 

If the two balls s s' be gradually removed to increased but equal 
distances from the ends A and a', the recomposition of the fluids 
will gradually take place ; and when the balls are altogether removed 
the cylinder A a' will recover its natural state, the fluids which had 
been separated by the action of the balls being completely recom- 
bined by their mutual attraction. 

Let a metallic ring n', fig. 477., be supported on a rod or hook 
of glass w, and let two pith balls h h' be suspended from it by fine 
wires* so that when hanging vertically they shall be in contact. Let 
a ball of metal r, strongly charged with positive electricity, be placed 
over the ring n' at a distance of eight or ten inches above it. The 
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presence of this ball will immediately cause the pith balls to repel 
each other, and they will diverge to increased distances the nearer 
the ball r is brought to the ring/i'. If the ball r 
be gradually raised to greater oistances from the 
ring, the balls h V will gradually approach each 
other, and will fall to their position of rest verti- 
cally under the ring when the ball r is altogether 
removed. 

If the charge of electricity of the balls s and s', 

\ fig- 47§, or of the ball r, fig, 477., be gradually 

\ diminished, the same effect will be produced as 

\ when the distance is gradually increased ; and, in 

ho g *>^ like manner, the gradual increase of the charge of 

electricity will have the same effect as the gradual 

Fig. 477. diminution of the distance from the conductor on 

which the action takes place. 

If the ring w', the balls h 5', and the connecting wire be first 

feebly charged with negative electricity, and then submitted to the 

inductive action of the ball r charged with positive electricity, placed, 

as before, above the ring, the following effects will ensue. When 

the ball r approaches the ring, the balls h h', which previously 

diverged, will gradually collapse until they come into contact. As 

the ball r is brought still nearer to n'^ they will again diverge, and 

will diverge more and more, the nearer the ball r is brought to the 

ring. 

These various effects are easily and simply explicable by the action 
of the electricity of the ball r on that of the ring. When it ap- 
proaches the ring, the positive electricity with which it is charged 
decomposes the natural electricities of the ring, repelling the positive 
fluid towards the balls. This fluid combining with the negative fluid 
with which the balls are charged, neutralizes it, and reduces them 
to their natural state : while this effect is gradually produced, the 
balls h V lose their divergence and collapse. But when the ball r 
is brought still nearer to the ring, a more abundant decomposition of 
the natural fluid is produced, and the positive fluid repelled towards 
the balls is more than enough to neutralize the negative fluid with 
which they are charged ; and the positive fluid prevailing, the balls 
again diverge with positive electricity. 

These effects are aided by the attraction exerted by the positive 
electricity of the ball r on the negative fluid with which the balls h 
h' are previously charged. 

If the electrified ball, instead of being placed above the ring, be 
placed at an equal distance below the balls h 5', a series of effects 
will be produced in the contrary order, which the student will find 
no difficulty in analyzing and explaining. 

K the ball r be charged with negative electricity, it will produce 
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the same effects when presented aboye the ring as when, being charg^ 
with positive electricity, it is presented below it. 

In all cases whatever, the conductor whose electrical state has been 
changed by the pK)ximity of an electrified body returns to its primi- 
tive electrical condition when the disturbing action of such body is 
removed ; and this return is either instantaneous or gradual, accord- 
ing as the removal of the disturbing body is instantaneous or gradual. 

1731. Effects of sudden inductive action. — It appears, therefore, 
that sudden and violent changes in the electrical condition of a con- 
ducting body may take place, without either imparting to or abstract- 
ing from such body any portion of electricity. The electricity with 
which it is invested before the inductive action commences, and after 
such action ceases, is exactly the same ; nevertheless, the decompo- 
sition and recomposition of the constituent fluids, and their motion 
more or less sudden over it and through its dimensions, are productive 
often of mechanical effects of a very remarkable kind. This is espe- 
cially the case with imperfect conductors, which offer more or less 
resistance to the reunion of the fluids. 

1732. Example in the case of a frog, — ^Let a frog be suspended 
by a metallic wire which is connected with an insulated conductor, 
and let a metallic ball, strongly charged with positive electricity, be 
brought under without, however, touching it. The effects of induc- 
tion already described will ensue. The positive fluid will be repelled 
from the frog towards the insulated conductor, and the negative fluid 
will be attracted towards it, so that the body of the frog will be 
negatively electrified ; but this taking place gradually as the electri- 
fied ball approaches, is attended with no sensible mechanical effect. 

If the electrified ball, however, be suddenly discharged, by con- 
necting it with the ground by a conductor, an instantaneous revulsion 
of the electric fluids will take place between the body of the frog 
and the insulated conductor, with which it is connected ; the positive 
fluid rushing from the conductor, and the negative fluid from the frog, 
to recombine in virtue of their mutual attraction. This sudden 
movement of the fluids will be attended by a convulsive motion of 
the limbs of the frog. 

1733. Inductive shock of the human body, — If a person stand 
close to a large conductor strongly charged with electricity, he will 
be sensible of a shock when this conductor is suddenly discharged. 
This shock is in like manner produced by the sudden recomposition 
of the fluids in the body of the patient, by the previous inductive 
action of the conductor. 

1734. Development of electricity hy induction. — A conductor 
may be charged with electricity by an electrified body, though the 
latter shall not lose any of its own electricity or impart any to the 
conductor so electrified. For this purpose, let the conductor to be 
electrified be supported on a glass pillar so as to insulate it, and let 
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it Ihen be conDected with the ground by a metallic chain or wire. 
If it be desired to charge it with positive electricity, let a body 
strongly charged with negative electricity be brought close to it with- 
out touching it. On the principles already explained, the negative 
electricity of the conductor will be repelled to the ground through 
the chain or wire ; and the positive electricity will, on the other 
hand, be attracted from the ground to the conductor. Let the chain 
or wire be then removed, and, afterwards, let the electrified body by 
whose inductive action the eflPect is produced be removed. The con- 
ductor will remain charged with positive electricity. 

It may in like manner be charged with negative electricity, by the 
inductive action of a body charged with positive electricity. 



CHAP. IV. 

ELECTRICAL MACHINES. 

1735. Parts of electrical machines, — An electrical machine is an 
apparatus by means of which electricity is developed and accumulated 
in a convenient manner for the purposes of experiment. 

All electrical machines consist of three principal parts, the rubber, 
the body on whose surface the electric fluid is evolved, and one or 
more insulated conductors, to which this electricity is transferred, 
and on which it is accumulated. 

The rubber is a cushion stu£Ped with hair, bearing on its surfeice 
some substance, which by friction will evolve electricity. The body 
on which this friction is produced is glass, so shaped and mounted 
as to be easily and rapidly moved against the rubber with a continu- 
ous motion. This object is attained by giving the glass the form 
either of a cylinder revolving on its geometrical axis, or of a circular 
plate revolving in its own plane on its centre. 

The conductors are bodies having a metallic surface and a great 
variety of shapes, and always mounted on insulating pillars, or sus- 
pended by insulating cords. 

1736. The common cylindrical machine. — A hollow cylinder of 
glass A B, Jig. 478., is supported in bearings at c, and made to 
revolve by means of the wheels c and D connected by a band, a 
handle R being attached to the greater wheel. The cushion H, 
represented separately in Jig. 479., is mounted on a glass pillar, and 
pressed with a regulated force against the cylinder by means of 
springs fixed behind it. A chain k l,^. 478., connects the cushion 
with the ground. A flap of black silk equal in width to the cushion 
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Fig. 478. 



Kg. 479. 



covers it, and is carried over the cylinder, terminating above the 
middle of the cylinder on the opposite side. 

The conductor is a cylinder of thin brass M N, the ends of which 

are parts of spheres greater than hemispheres. It is supported by a 

glass pillar o p. To the end of the conductor 

A A \ A K next the cylinder is attached a row of points 

J\ /\ i\ M 'u represented separately in Jig. 480., which are 

(yir presented close to the surface of the cylinder, 

but without touching it. The extent of this 

Fig. 480. row of points corresponds with that of the 

rubber. 

As the efficient performance of the machine depends in a great 
degree on the good insulation of the several parts, and as glass is 
peculiarly liable to collect moisture on its surface which would impair 
its insulating virtue, it is usual to cover the insulating pillars of the 
rubber and conductor, and all that part of the cylinder which lies 
outside the cushion and silk flap, with a coating of resinous varnish, 
which, while its insulating property is more peif ect than that of glass, 
o£Pers less attraction to moisture. 

To explain the c^eration of the machine, let us suppose that the 
cylinder is made to revolve by the handle R. Positive electricity is 
developed upon the cylinder, and negative electricity on the cushion. 
The latter passes by the conducting chain to the ground. The 
former is cahied round under the flap, on the surface of the glass, 
until ,it arrives at the points projecting from the conductor. There 
it acts by induction (1729) on the natural electricity of the conduc- 
tor, attracting the negative electricity to the points and repelling the 
positive fluid. The negative electricity issuing from the points 
combines with and neutralizes the positive fluid diffused on the 
cylinder, the surface of which, after it passes the points, is therefore 
restored to its natural state, so that when it arrives again at the 
cushion it is prepared to receive by friction a fresh charge of the 
positive fluid. 

It is apparent, therefore, that the effect produced by the operatioa 
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of this machine is a continnous decomposition of the natural electri- 
city of the conductors, and an abstraction from it of just so much 
negative fluid as compensates for that which escapes by the cushion 
and chain K L to the earth. The conductor is thus as it were drained 
of its negative electricity by a stream of that fluid, which flowing 
constantly from the points passes to the cylinder, and thence by the 
cushion and chain to the earth. The conductor is therefore left sur- 
charged with positive electricity. 

1737. Naime^s cylinder machine. — This apparatus, which is 
adapted to produce at pleasure either positive or negative electricity, 
is similar to the last, but has a second conductor UJjJig. 481., in 
connection with the cushion. When it is desired to collect positive 
electricity, the conductor M p is put in connection with the ground, 
and the machine acts as that described above. When it is desired 
to collect negative electricity, the conductor m' b is put in connec- 
tion with the ground, and the conductor M P is insulated. In this 
case a stream of positive electricity flows continually from M p 
through the cushion to the cylinder, and thence by the conductor 
m' b to the ground, leaving the conductor M p charged with negative 
electricity. 





Pig. 481. 



Pig. 482. 



1738. Common plate machine. — ^This apparatus consists of a cir- 
cular plate of glass A B, Jig. 482., mounted as represented in the 
figure. It is embraced between two pair of cushions at E and e', a 
corresponding width of the glass being covered by a silk sheathing 
extending to p', where the points of the conductors are presented. 
The handle being turned in the direction of the arrow, and the 
cushions being connected by conducting chains with the ground, 
positive electricity is developed on the glass, and neutralized as in 
the cylinder machine, by the negative electricity received by induction 
from the conductors, which consist of a long narrow cylinder, bent 
into a form to adapt it to the plate. It is represented at m n, a 
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branch M o being carried parallel to the plate and bent into the form 
M o P Q, 60 that the part p q shall be presented close to the plate 
under the edge of the silk flap. A similar branch of the conductor 
extends on the other side^ terminating just above the edge of the 
lower silk flap. 

The principle of this machine is similar in all respects to that of 
the common cylinder machine. With the same weight and bulk^ the 
extent of rubbing surface^ and consequently the evolution of electri- 
city, is much greater than in the cylinder machines. 

1739. Armstrong's hydro-dectriccd machine, — A new species of 
electric machine has resulted from the accidental observation of an 
electric shock produced by the contact of a jet of high pressure steam 
issuing from a boiler at Newcastle-on-Tyne in 1840. Mr. Armstrong 
of that place took up the inquiry, and succeeded in contriving a ma- 
chine for the production and accumulation of the electricity by the 
agency of steam. Professor Faraday investigated the theory of the 
apparatus, and showed that the origin of the electrical development 
was the friction of minute aqueous particles produced by the partial 
condensation of the steam against the surface of the jet &om which 
the steam issued. 

The hydro-electric machine has since been constructed in various 
forms and dimensions. 

Let a cylindrical boiler a, fig, 483., whose length is about twice 
its diameter^ be mounted on glass legs v, so as to be in a state of 
insulation. 

/is the furnace door, the furnace being a tube within the boiler. 

s is the safety-valve. 

A is the water-gauge, a glass tube indicating the level of the water 
in the boiler. 

r a regulating valve, by which the escape of steam from the boiler 
may be controlled. 

t a tube into which the steam rushes as it escapes from r. 

e three or more jet pipes, through which the steam passes from «, 
and from the extremities of which it issues in a series of parallel 
jets. 

d a condensing box, the lower half of which contains water at the 
common temperature. 

g the chimney. 

g' an escape pipe for the vapour generated in the condensing 
box d, 

h the conductor which takes from the steam the electricity which 
issues with it from the jet pipes e. 

k the knob of the conductor from which the electricity may be 
received and collected for the purpose of experiment. 

The jet pipes e traverse the middle of the condensing box d, above 
the surface of the water contained in it. Meshes of cotton thread 
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Fig. 483. 

snrroTind tliese tubes within the box, the ends of which are immersed 
in the water. The water is drawn up by the capillary action of these 
threads, so as to surround the tubes with a moist coating, which by 
its low temperature produces a slight condensation of the steam as it 
passes through that part of the tube. 

The fine aqueous particles thus pro<luced within the tube are 
carried forward with the steam, and on issuing through the jet pipe 
rub against its sides. This friction decomposes the natural electricity, 
the negative fluid remaining on the jet, and the positive being 
carried out with the particles of water, and imparted by them to the 
conductor b. 

It will be apparent tEat in .this arrangement the interior surface 
of the jet plays the part of the rubber of the ordinary machine, and 
the particles of water that of the glass cylinder or plate, the steam 
being the moving power which maintains the friction. 

In order to ensure the efficiency of the fric- 
tion, the conduit provided for the escape of the 
steam is not straight but angular. 

A section of the jet pipe near its extremity is 

represented in fig. 483 a. The steam issuing 

from the box b encounters a plate of metal m 

which intercepts its direct passage to the mouth 

21 




483 a. 
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of the jet. It is compelled to turn downwards, pass under the edge 
of this plate, and, rising behind it, turn again into the escape pipe, 
which is a tube formed of partidge wood enclosed within the metal 
pipe n. 

It is found that an apparatus thus constructed, the length of the 
boiler being 32 inches and its diameter 16 inches, will develope as 
much electricity in a given time as three common plate machines, 
whose plates have a diameter of 40 inches, and are worked at the 
rate of 60 revolutions per minute. 

A machine on this principle, and on a great scale of magnitude, 
was erected by the Royal Polytechnic Institution of London, the 
boiler of which was 78 inches long, and 42 inches diameter. The 
maximum pressure of the steam at the commencement of the opera- 
tion was sometimes 90 lbs.' per sq. inch. This, however, fell to 40 
lbs. or less. Sparks have been obtained from the conductor at the 
distance of 22 inches. 

1740. Appendages to electrical machines, — To facilitate the per- 
formance of experiments, various accessories are usually provided 
with these machines. 

1741. Insulating stools, — Insulating stools, constructed of strong, 
hard wood, well baked and dried, and supported on legs of glass 
coated with resinous varnish, are useful when it is required to keep 
for any time any conducting body charged with electricity. The 
body is placed on one of these stools while it is being electrified. 

Thus, two persons standing on two such stools, may be charged, 
one with positive, and the other with negative, electricity. If, when 
so charged, they touch each other, the contrary electricities will 
combine, and they will sustain a nervous shock proportionate to the 
quantity of electricity with which they were charged. 

1742. Discharging rods, — Since it is frequently necessary to 
observe the effects of points and spheres, pieces such as Jigs, 484, 





Fig. 484. Fig. 486. Fig. 486. Fig. 487. 



Fig. 489. 
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485, are provided, to be inserted in holes in the condactors ; also 
metallic balls, yi^s. 486, 487., attached to glass handles for cases in 
which it is desired to apply a conductor to an electrified body with- 
out allowing the electricity to pass to the hand of the operator. With 
these rods the electricity may be taken from a conductor gradually 
by small portions, the ball taking by each contact only such a fraction 
of the whole charge as corresponds to the ratio of the surface of the 
ball to the surface of the conductor. 

*1743. Jointed dischargers. — To establish a temporary connection 
between two conductors, or between a conductor and the ground, the 
jointed dischargers, figs, 488, 489., are useful. The distance between 
Uie balls can be regulated at pleasure by means of the joint or hinge 
by which the rods are united. 

1744. Universal discharger. — The universal discharger, an in- 
strument of considerable convenience and utility in experimental 
researches, is represented in^^. 490. It consists of a wooden table 
to which two glass pillars A and a' are attached. At the summit of 
these pillars are fixed two brass joints capable of revolving in a hori- 
zontal plane. To these joints are attached brass rods c c', terminated 
by balls d d', and having glass handles e i/. These rods play on 
joints at b b', by which they can be moved in vertical planes. 




Fig. 490. 

The balls dd' are applied to a wooden table sustained on a pillar 
capable of having its height adjusted by a screw T. On the table is 
inlaid a long narrow strip of ivory extending in the direction of the 
balls D d'. These balls d d' can be unscrewed, and one or both may 
be replaced by forceps, by which may be held any substance through 
which it is desired to transmit the electric charge. One of the brass 
rods is connected by chain or a wire with the source of electricity, 
and the other with the ground. 

The electricity is transmitted by bringing the balls D d' with the 
substance to be operated on between them, within such a distance of 
each other as will cause the charge to pass from one to the other 
through the introduced substance. 
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CHAP. V. 

CONDENSER AND ELECTROPHORUS. 

1745. Reciprocal inductive effects of two condv^ctors. — If a con- 
ductor A communicating with the ground be placed near anottter 
conductor B insulated and charged with a certain quantity of electri- 
city E, a series of effects will ensue by the reciprocal inductive power 
of the two conductors, the result of which will be that the quantity 
of electricity with which B is charged will be augmented in a certain 
proportion, depending on the distance between the two conductors 
through which the inductive force acts. The less this distance is the 
more energetic the induction will be, and the greater the augmentation 
of the charge of the conductor B. 

To explain this, we are to consider that the electricity E, acting on 
the natural electricity of A, repels a certain quantity of the fluid of 
the same name to the earth, retaining on the side of A next to B the 
fluid of the contrary name. This fluid of a contrary name thus de- 
veloped in A reacts upon the natural electricity of B, and produces a 
decomposition in the same manner, augmenting the charge E by the 
fluid of the same name decomposed, and expelling the other fluid to 
the more remote side of B. This increased fluid in B again acts upon 
the njitural electricity of A, producing a further decomposition ; and 
this series of reciprocal inductive actions producing a succession of 
decompositions in the two conductors, and accumulating a tide of 
contrary electricities on the sides of the conductors which are pre- 
sented towards each other, goes on through an indefinite series of 
reciprocal actions, which, nevertheless, are accomplished in an inap- 
preciable interval of time ; so that, although the phenomenon in a 
strict sense is physicalli/ progressive, it is practicaUy instantaneous. 

To obtain an arithmetical measure of the amount of the augmen- 
tation of the electrical charge produced in this way, let us suppose 
that a quantity of electricity on b, which we shall take as the unit, 
is capable of decomposing on A a quantity which we shall express by 
m, and which is necessarily less than the unit, because nothing short 
of actual contact would enable the electricity of B to decompose an 
equal quantity of the electricity of A. 

If, then, the unit of positive electricity act from B upon A, it will 
decompose the natural electricity, expelling a quantity of the positive 
fluid expressed by m, and retaining on the side next to B an equal 
quantity of the negative fluid. Now, this negative fluid m acting 
on the natural electricity of B at the same distance will produce a pro- 
portionate decomposition, and will develope on the side of b next to 
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A an additional quantity of the positive fluid, just so much less than 
m as m is less than 1. This quantity will therefore be mXm, 
or m^. 

This quantity m^ of positive fluid again acting by induction on A; 
will develope, as before, a quantity of negative fluid expressed by 
fn^X m, or m'. And in the same manner this will develope on b an 
addditional quantity of positive fluid expressed by m^Xm, or m*. 
These inductive reactions being indefinitely repeated, let the total 
quantity of positive electricity developed on B be expressed by p, 
and the total, quantity of negative electi-icity developed on A by N, 
we shall have 

p=l+m'+m*+m®-f &c. ad inf. 

N=m+m'+m*-f m'4- &c. ad in/,. 

Each of these is a geometrical series ; and, since m is less than 1, 
they are decreasing series. Now, it is proved in arithmetic, that 
although the number of terms in such series be unlimited, their sum 
is finite, and that the sum of the unlimited number of terms compoB- 

ing the first series is j- and that of the second = 5. We 

° 1 — m*, 1— m" 

shall therefore have 



P=5 s, 'N= 



In this case we have supposed the original charge of the conductor 
B to be the unit. If it consist of the number of units expressed by 
E, we shall have 

E mXE 

1— m, 1 — mr 

It follows, therefore, that the original charge E of the conductor 
B has been augmented in the ratio of 1 to 1— m* by the proximity 
of the conductor A. 

The less is the distance between the conductors A and B, the more 
nearly m will be equal to 1, and therefore the greater will be the 
ratio of 1 to 1— m*, and consequently the greater will be the aug- 
mentation of the electrical charge of B produced by the presence 
of A. 

For example, suppose that A be brought so near B, that the posi- 
tive fluid on B will develope nine-tenths of its own quantity of nega- 
tive fluid on A. In that case m=-f^z=0'9. Hence it appears, that 
l—m*=l— 0-81 =0-19; and, consequently, the charge of B will be 
augmented in the ratio of 0*19 to 1, or of 19 to 100, 

1746. Principle of the condenser. — In such cases the electricity 
is said to be condensed on the conductor b by the indqctiye actiop 

21* 
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of the conductor A, and apparatus constructed for producing this 
efFect are called condensers. 

1747. Dissimulated or latent jelectriciti/. — The electricity deve- 
loped in such cases on the conductor A is subject to the anomalous 
condition of being incapable of passing away, though a conductor be 
applied to it. In fact, the conductor A in the preceding experiment 
is supposed to be connected with the earth by conducting matter, 
such as a chain, metallic column, or wire. Yet the charge of elec- 
tricity N does not pass to the earth as it would immediately do if the 

.conductor b were removed. 

In like manner, all that portion of the positive fluid P which is 
developed on b by the inductive action of A, is held there by the in- 
fluence of A, and cannot escape even if the conductors be applied in 
contact with it. 

Electricity thus developed upon conductors and retained there by 
the inductive action of other conductors, ia said to be latent or dis- 
simulated. It can always be set free by the removal of the conduc- 
tors by whose induction it is dissimulated. 

1748. Free electricity/, — Electricity, therefore, which is developed 
independently of induction, or which, being first developed by induc- 
tion, is afterwards liberated from the inductive action, is distinguished 
OS free electricity. 

In the process above described, that part of the charge P of the 
conductor b which is expressed by e, and which was imparted to B 
before the approach of the conductor a, is free, and continues to be 
free after the approach of e. If a conductor connected with the earth 
be brought into contact with B, this electricity E will escape by it ; 
but all the remaining charge of B will remain, so long as the con- 
ductor A is maintained in its position. 

If, however, E be discharged from b, the charge which remains 
will not be capable of retaining in the dissimulated state so great a 
"quantity of negative fluid on a as before. A part will be accord- 
ingly set free, and if A be maintained in connection with the ground 
it will escape. If A be insulated, it will be charged with it still, but 
in a free state. 

If this free electricity be discharged from A, the remaining charge 
will not be capable of retaining in the latent state so large a quantity 
of positive fluid on B as previously, and a part of what was dissimu- 
lated will accordingly be set free, and may be discharged. 

In this manner, by alternate discharges from the one and the other 
conductor, the dissimulated charges may be gradually liberated and 
dismissed, without removing the conductors from one another or sus- 
pending their inductive action. 

1749. Forms of condensers. — Condensers are constructed in 
various forms, according to the strength of the electric charges 
they are intended to receive. Those which are designed for strong 
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charges require to have the two conductors separated by the non- 
conductiug medium of some considerable thickness, since, otherwise, 
the attraction of the opposite fluids diffused on A and B would take 
effect ; and they would rush to each other axjross the separating space, 
breaking their way through the insulating medium which divides 
them. In this case, the distance between A and b being consider- 
able, the condensing power will not be great, nor is it necessary to 
be so, since the charges of electricity are by the supposition not 
small or feeble. 

In case of feeble charges, the space separating the conductors may 
be proportionally small, and, consequently, the condensing power will 
be greater. 

Condensers are usually constructed with two equal circular plates, 
either of solid metal or having >a metallic coating. 

1760. Collecting and condensing plates, — The plate correspond- 
ing to the conductor A in the preceding paragraphs is called the 
CONDENSING PLATE, and that which corresponds to B the collect- 
ing PLATE. The collecting plate is put in communication with the 
body whose electrical state it is required to examine by the agency 
of the condenser, and the condensing plate is put in communication 
with the ground. 

1751. Cuthbertson's condenser. — A form of 
condenser contrived by Cuthbertson is repre- 
daO O '''^' sen ted in Jig, 491. The collecting plate B is 
^\iA \x //^ supported on a glass pillar, and communicates 
by a chain attached to the hook D with the source 
of electricity under examination. The condens- 
ing plate A is supported on a brass pillar, movable 
on a hinge, and communicating with the ground. 
By means of the hinge the disk A may be moved 
Fig. 491. to or from B. The space between the plates in 

this case may be merely air, or, if strong charges^ 
are used, a plate of glass may be interposed. 

When used for feeble charges, it is usual 

\'. to cover the condensing plate with a thin 

coating of varnished silk, or simply witH^ a 

^ coating of resinous varnish. An instrument 

J thus arranged is represented in Jig. 492., 

where b b', the condensing plate, is a disk 

of wood coated with varnished silk t f. The 

Fig. 492. collecting plate c cf has a glass handle m, by 

which it may be raised, and a rod of metal 

a 6 by which it may be put in communication with the source of 

electricity under examination. 

The condensing plate in this case has generally sufficient conduct- 
ing power when formed of wood, but may be also made of metal, and, 
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instead of varnished silk, it may be coated with gam-lac, resin, or 
any other insulator. 

When the plate c <! has received its accumulated charge, its con- 
nection with the source of electricity is broken by removing the rod 
ah ; and the plate c d being raised from the condensing plate, llie 
entire charge upon it becomes free, and may be submitted to any 
electroscopic test. 

1752. T}ie electrophorM. — A small charge of free electricity may 
by the agency of induction be made to produce a charge of indefinite 
amount, which may be imparted to any insulated conductor. This 
is effected by the dectrophorus, an instrument consisting of a circular 
cake, composed of a mixture of shell-lac, resin, 
and Venice turpentine, cast in a tin mould 
A B, Jig. 493. Upon this is laid a circular 
metsdlic disk c, rather less in diameter than 
A B, having a glass handle. 

Before applying the disk C, the resinous 
surface is electrified negatively by striking it 
several times with the for of a cat. The disk 
Fig. 493. G being then applied to the cake A B, and the 

finger being at the same time pressed upon the 
disk to establish a communication with the ground through the 
body of the operator, a decomposition takes place by the inductive 
action of the negative fluid on the resin. The negative fluid escapes 
from the disk o through the body of the operator to the ground, and 
a positive charge remains, which is prevented from passing to the 
resin partly by the thin film of air which will always remain between 
them even when the plate c rests upon the resin, and partly by the 
non-conducting virtue of the resin. 

When the disk c is thus charged with positive electricity kept 
latent on it by the influence of the negative fluid on A B, the finger 
being previously removed from the disk c, let it be raised from the 
resin and the electricity upon it, before dissimulated, will become 
free, and may be imparted to any insulated conductor adapted to 
receive it. 

The charge of negative electricity remaining undiminished on the 
resin A B, the operation may be indefinitely repeated ; so that an in- 
sulated conductor may then be charged to any extent, by giving to 
it the electric fluid drop by drop thus evolved on the disk c by the 
inductive action of A B. 

This is the origin of the name of the apparatus. 
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CHAP. VL 

ELECTROSCOPES. 

1753. General principle of electroscopes. — Electroscopes in general 
consist of two light conducting bodies freely suspended, which hang 
vertically and in contact, in their natural state. When electricity is 
imparted to them they repel each other, the angle of their divergence 
being greater or less according to the intensity of the electricity 
diffused on them. These electroscopic substances may be charged 
with electricity either by direct communication with the electrified 
body, in which case their electricity will be similar to that of the 
body ; or they may be acted upon inductively by the body under ex- 
amination^ in frhich case their electricity may be either similar or 
different from that of the body, according to the position in which 
the body is presented to them. In some cases, the electroscope con- 
sists of a single light conductor to which electricity of a known 
species is first imparted, and which will be attracted or repelled by 
the body under examination when presented to it, according as the 
electricities are like or unlike. 

These instruments vary infinitely in form, arrangement, mode of 
application, and sensitiveness, according to the circumstances under 
which they are placed, and the intensities of the electricities of which 
they are expected to detect the presence, measure the intensity, or 
indicate the quality. In electroscopes, as in all other instruments 
of physical inquiry, the most delicate and sensitive is only the most 
advantageous in those cases in which much delicacy and precision 
are required. A razor would be an ineffectual instrument for felling 
timber. 

1754. Pith hall electroscope. — One of the most simple and gener- 
ally useful electroscopic instruments is the pendulous pith ball already 
mentioned (1697), the action of which may now be more fully ex- 
plained. When an electrified body is presented to such a ball sus- 
pended by a silken thread, it acts by induction upon it, decomposing 
its natural fluid, attracting the constituent of the contrary name to 
the side of the ball nearest to it, and repelling the fluid of the same 
name to the side most remote from it. The body will thus act at 
once by attraction and repulsion upon the two fluids ; but since that 
of a contrary name which it attracts is nearer to it than that of the 
same name which it repels, and equal in quantity, the attraction will 
prevail over the repulsion, and the ball will move towards the eleo- 
trified body. When it touches it, the fluid of a contrary name, which 
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is diffused round the point of contact, combining with the fluid 
diffused upon the body, will be neutralized, and the ball will remain 
charged with the fluid of the same name as that with which the body 
is electrified, and will consequently be repelled by it. Hence it will 
be understood why, as already mentioned, the pith ball in its neutral 
state is first attracted to an electrified body, and after contact with it 
repelled by it. 

1755. The needle electroscope. — ^The electric needle is an electro- 
scopic apparatus; somewhat less simple, but more sensitive than the 

pendulum. It consists of a rod of copper ter- 
^ minated by two metallic balls b and b', fig, 

494, which are formed hollow in order to ren- 
der them more light and sensitive. At the 
middle point of the rod which connects them 
is a conical cup, formed of steel or agate, siMh 
pended upon a fine point, so that the needle is 
exactly balanced, and capable of turning freely 
Fig. 494. round the point of support in a horizontal 

plane, like a magnetic needle. A very feeble 
electrical action exerted upon either of the balls b or b' will be suffi- 
cient to put the needle in motion. 

1756. CouhmVs electroscope. — The electroscope of Coulomb, bet- 
ter known as the balance of torsion, is an apparatus still more sensi- 
tive and delicate for indicating the existence and intensity of electrical 
force. A needle g gf, fig. 495., formed of gum-lac, is suspended by 
a fibre of raw silk /. At one extremity it carries a small disk e, 
coated with metallic foil, and is so balanced at the point of suspen- 
sion, that the needle resting horizontally is free 
to turn in either direction round the point of 
suspension. When it turns, it produces a degtee 
of torsion or twist of the fibre which suspends 
it, the reaction of which measures the force which 
turns the needle. The thread is fixed at the top 
to a small windlass t, by which the needle can be 
raised or lowered, and the whole is included in a 
glass cage, to preserve the apparatus from the 
disturbance of the air. Upon this glass cage, 
which is cylindrical, is a graduated circle d d\ 
which measures the angle through which the 
needle is deflected. Iiji the cover of the cage an 
aperture o is made, through which may be intro- 
duced the electrified body whose force it is desired 

to indicate and measure by the apparatus. 

1757. Quadrant electrometer. — This instrument, which is gener- 




Fig. 495. 
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ally used as an indicator on the conductors of electrical 
machines consists of a pillar A B, fig, 496., of any 
conducting substance, terminated at the lower extremity 
by a ball b. A rod, also a conductor, of about half 
the length, terminated by a small pith ball D, plays 
on a centre o in a vertical plane, haying behind it an 
ivory semicircle graduated. When the ball B is 
charged with electricity, it repels the pith ball D, and 
the angle of repulsion measured on the graduated arc 
supplies a rough estimate of the intensity of the 
electricity. 

Fig. 496. 1758. Gold leaf electroscope, — A glass cylinder 

A B D, fig. 497., is connected to a brass stand E, and 
closed at the top by a circular plate A b. The brass top o is con- 
nected by a metallic rod with two slips of gold leaf fy 
two or three inches in length, and half an inch in breadth. 
In their natural state they hang in contact, but when 
electricity is imparted to the plate o, the leaves becom- 
ing charged with it indicate its presence, and in some 
[b degree its intensity, by their divergence. On the sides of 
the glass cylinder opposite the gold leaves are attached 
strips of tinfoil, communicating with the ground. When 
the leaves diverge so much as to touch the sides of the 
cylinder, they give up their electricity to the tinfoil, and 
are discharged. This instrument may also be affected 
inductively. If the electrified body be brought near to 
the plate G, its natural electricity will be decomposed \ 
Fig. 497. the fluid of the same name as that with which the body is 
charged will be repelled, will accumulate in the gold 
leaves, and will cause them to diverge. 

1769. Condensing electroscope. — The condenser 
applied to the electroscope supplies an instrument 
which has the same analogy to the common electro- 
scope as the compound has to the simple micro- 
scope. An electroscope with such an appendage is 
represented in fig. 498. The condenser is screwed 
on the top, the condensing plate communicating with 
the electroscope, and the collecting plate being laid 
over it. When the collecting plate is put into com- 
munication with the source of electricity to be 
examined, a charge is produced by induction in the 
Fig. 498. condensing plate under it, and a charge of a contrary 
name is collected in the electroscope, the leaves of 

which will diverge in this case with an electricity similar in name to 

that of the body under examination. 
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In the nse of instraments of such axtreme sensitiveness, many 
precautions are necessary to guard against disturbances, which would 
interfere with their indications, and expose the observer to errors. 
The plates of the condenser in some experiments may be exposed to 
chemical action, which, as will hereafter appear, is always combined 
with the development of electricity. In such cases, the condenser 
of the electroscope should be composed of gilt plates. The appa- 
ratus is sometimes included in a glass case, to protect it from atmo- 
spheric vicissitudes ; and to preserve it from hygrometrio effects, a 
cup of quicklime is placed in the case to absorb the humidity. The 
plates of the condenser attached to electroscopes vary from four to 
ten inches in diameter. When greater dimensions are given to them, 
it is difficult to make them with such precision as to ensure the exact 
contact of their surfEices. 

Becquerel used plates of glass twenty inches in diameter, accu- 
rately ground together with emery, and coated with thin tinfoil. This 
apparatus had great sensibility, but as the metal was very oxidable, 
the results were disturbed by chemical effects not easily avoided. A 
coating of platinum or gold would have been more free from disturb- 
ing action. 



CHAP. VII. 

THE LEYDEN JAR. 

The inductive principle which has supplied the means in the oase 
of the condenser of detecting and examining quantities of electricity 
so minute and so feeble as to escape all common tests, has placed, in 
the Leyden jar, an instrument at the disposal of the electrician by 
"wrhich artificial electricity may be accumulated in quantities so unlim- 
ited as to enable him to copy in some of its most conspicuous effects 
the lightning of the clouds. 
^ To understand the principle of the Leyden jar, which at one time 
excited the astonishment of all Europe, it is only necessary to inves- 
tigate the effect of a condenser of considerable magnitude placed in 
connection, not with feeble, but with energetic sources of electricity, 
such as the prime conductor of an electrical machine. In such case 
it would be evidently necessary that the collecting and condensing 
plates should be separated by a non-conducting medium of sufficient 
resistance to prevent the union of the powerful charges with which 
they would be invested. 
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Fig. 499. 



Let A B, Jig, 499., represent the 
colle6ting plate of Buch a oondenser, 
connected by a chain k with the con- 
daaixyr ^ of an electric machine ; and 
let a' b' be the condensing plate con- 
nected by a chain k' with the ground. 
Let c D be a plate of glass interposed 
between a' b' and A b. 

Let e express the quantity of elec- 
tricity with which a superficial unit of 
the conductor E is charged. It follows 
that e will also express the free elec- 
tricity on every superficial unit of the 
collecting plate A b ; and if the total, 
charge on each superficial unit of A B, 

free and dissimulated, be expressed by a, we shall, according to what 

has been already explained, have 

e 

The charge on the superficial unit of the condensing plate A' b' 
being expressed by a', we shall have 

, mxe 

which will be wholly dissimulated. 

If s express the common magnitude of the two plates A' b' and 
A B, and K express the entire quantity of electricity accumulated on 
A B, and e' that accumulated on a' b', we shall have 

&Xe 
E=sxa=q 



E'=sxa'= 



BXmXe 



1-m^ 



It is evident, therefore, that the quantity of electricity with which 
the plates A B and a' b' will be charged, will be augmented, firstly, 
with the magnitude (s) of the plates ; secondly, with the intensity 
(e) of the electricity produced by the machine upon the conductor E ; 
and thirdly, with the thinness of the glass plate c D which separates 
the plates A' b' and A b. The thinner this plate is, the more nearly 
equal to 1 will be the number m, and consequently the less will be 
1 — m*, and the greater the quantity e. 

When the machine has been worked until e ceases to increase, the 
charge of the plates will have attained its maximum. Let the chains 
K and k' be then removed, so that the plates A b and A- b' shall be 
insulated, being charged with the quantities of electricity of contrary 
names expressed by e and e'. ' 

II. 22 
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If a metallic wire w, or any other conductor, be now placed so as 
to connect the plate A b with the plate a' b', the free electricity on 
the former passing along the conductor w will flow to the plate a' b', 
where it will combine with or neutralize a part of the dissimulated 
fluid. This last being thus diminished in quantity, will retain by its 
attraction a less quantity of the fluid on A B, a corresponding quan- 
tity of which will be liberated, and will therefore pass along the con- 
ductor w to the plate a' b', where it will neutralize another portion 
of the dissimulated fluid ; and this process of reciprocal neutralization^ 
liberation, and conduction will go on until the entire charge e' upon 
the plate a' b' has been neutralized by a corresponding part of the 
fluid E originally diffused on the plate A b. 

Although these effects are strictly progressive, they are practically- 
instantaneous. The current of free electricity flows through the 
conductor w, neutralizes the charge e', and liberates all the dissimu- 
lated part of e in an interval so small as to be quite inappreciable. 
In whatever point of view the power of conduction may be regarded, 
a sudden and violent change in the electrical condition of the con- 
ductor w must attend the phenomenon. If the conductor w be 
regarded merely as a channel of communication, a sort of pipe or 
conduit through which the electric fluid passes from A B to A' b', as 
some consider it, so large an afflux of electricity may be expected 
to be attended with some violent effects. If, on ^e other hand, the 
opposite fluids are reduced to their natural state, by decomposing 
successively the natural electricity of the parts of the conductor w, 
and taking from the elements of the decomposed fluid the elec- 
tricities necessary to satisfy their respective attractions, a still more 
powerful effect may be anticipated from so great and sudden a 
change. 

Such phenomena are accordingly found to be attended with some 
of the most remarkable effects presented in the whole domain of 
physical research. K the charge E .be sufBciently strong, and the 
intermediate conductor w be thin metallic wire, it will be instantly 
rendered incandescent, and may even be fused. If the human body 
be made the conducting medium, however inconsiderable the charge 
may be, an effect is produced on the nerves which is to most persons 
extremely disagreeable, and if the charge be considerable, it may 
even have the effect of destroying animal life. 

In order to divest these principles of whatever is adventitious, and 
to bring their general character more clearly into view, we have here 
presentt;d them in a form somewhat different from that in which they 
are commonly exhibited in electrical experiments. The phenomenon 
which has just been explained, consisting merely in the communica- 
tion of powerful charges of electricity of contrary kinds, on the oppo* 
site faces of ^lass or other non-conductor, by means of metal main- 
tained in contact with the gkss, it is evident that the form of the 
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glass and of the metal in contact with it have no influence on the 
effects. Neither has the thickness or volume of the metal any rela- 
tion to the results. Thus the glass, whose opposite faces are charged, 
may have the form of a hollow cylinder or sphere, or of a common 
flask or bottle, and the metal in contact with it need not be massive 
or solid plates, but merely a coating of metallic foil. 

1760. The Lei/den jar. — In experimental researches, therefore, 

^ the form which is commonly given to the glass, with a 

view to develope the above effects, is that of a cylinder 

or jar, A B, fig, 500., having a wide mouth and a flat 

I bottom. The shaded part terminating at c is a coating 

of tinfoil placed on the bottom and sides of the jar, a 

I similar coating being attached to the corresponding parts 

of the interior surface. To improve the insulating 

I power of the glass it is coated above the edge of the 

I tinfoil with a varnish of gum-lac, which also renders it 

more proof against the deposition of moisture. A me- 

' tallic rod, terminated in a ball D, descends into the jar. 

Fig. 500. and is jointed in contact with the inner coating. 

This apparatus is generally known by the name of the 
Leyden phial, the experiments produced with it having been first 
exhibited at the city of Leyden, in Holland. 

To understand the action of this apparatus it is only necessary to 
consider the inner coating and the metallic rod as representing the 
metallic surface A B, fig, 499., and the outer surface a' b', the jar 
itself playing the part of the intervening non-conducting medium. 
K the ball d be put in communication by a metallic chain with the 
conductor of the electric machine, and the external coating c B with 
the ground, the jar will become charged with electricity, in the same 
manner and on the same principles exactly as has been explained in 
the case of the metallic surfaces a' b' and A b, fig, 499. 

K, when a charge of electricity is thus communicated to the jar, 
the communication between d and the conductor be removed, the 
charge will remain accumulated on the inner coating of the jar. K 
in this case a metallic communication be made between the ball D 
and the outer coating, the two opposite electricities on the inside and 
outside of the jar will rush towards each other and will suddenly 
combine. In this case there is no essential distinction between the 
functions of the outer and inner coating of the jar, as may be shown . 
by connecting the inner coating with the ground and the outer coat- 
ing with the conductor. For this purpose, it is only necessary to 
place the jar upon an insulating stool, surrounding it by a metallic 
chain in contact with its outer coating, which should be carried to the 
conductor of the machine; while the ball D, which communicates 
with the inner coating, is connected by another chain to the ground. 
In this case the electricity will flow from the conductor to the outer 
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coatings and will be accamnlated there by the indnctiTe action of the 
inner coating, and all the eflfects will take place as before. 

If, after me jar is thus charged, the communication between the 
outer coating and the conductor be removed, and a metallic commu- 
nication be made between the inner and outer coating, the electrici- 
ties will, as before, rush towards each other and combine^ and the 
jar will be restored to its natural state. 

To charge the jar internally, it will be sufficient to hold it with 
the hand in contact with the external coating, presenting the ball d 
to the conductor of the machine. The electricity will flow from the 
conductor to the inner coating, and the external coating will act 
inductively, being connected through the hand and body of the ope- 
rator with the earth. 

1761. Effect of the metallic coating, — The metallic coatings of 
the jar have no other effect than to conduct the electricity to the 
surface of the glass, and when there, to afford it a firee passage from 
point to point. Any other conductor would, abstractedly considered, 
serve the same purpose ) and metallic foil is selected only *for the 
facility and convenience with which it may be adapted to^the form 
of the glass, and permanently attached to it. That Hke effects would 
attend the use of any other conductor may be easily shown. 

1762. Water may he substituted for the metallic coating, — Let 
a glass jar be partially filled with water, and hold it in the hand by its 
external surface. Let a chain or rod connected with the conductor 
of an electric machine be immersed in the water. A stream of elec- 
tricity will flow from the machine to the water, exactly as it did 
from the machine to the inner coating of the jar; and the inductive 
action of the hand communicating through the body of the operator 
with the ground, will produce a charge of electricity in the water 
upon exactly the same principle as the inductive action of the exter- 
nal coating of the jar communicated the charge of electricity on the 
internal coating. If, after the charge has been communicated in the 
water, the operator plunge his other hand in the water, so as to form 
a communication between the water within the jar and the hand 
applied to its external surface, the opposite electricities will rush 
towards each other through the hand of the operator, and their mo- 
tion will be rendered sensible by a strong nervous convulsion. 

1763. Experimental proof that the charge adheres to the glass 
and not to the coating. — The electricity with which the jar is charged 
in this case resides, therefore, on the glass, or on the conductor by 
which it passes to tiie glass, or is shared by these. 

To determine where it resides, it is only necessary to provide 
means of separating the jar from the coating after it has been 
charged, and examining the electrical state of the one and the other. 
For this purpose let a glass jar be provided, having a loose cylinder 
of metal fitted to its interior, which can be placed in it or withdrawn 
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from it at pleasure, and a similar loose cylinder fitted to its exterior. 
The jar being placed in the external cylinder, and the internal cylin- 
der being inserted in it, let it be charged with electricity by the 
machine in the manner already described. Let the internal cylinder 
be then removed, and let the jar be raised out of the external cylin- 
der. The two cylinders being then tested by an electroscopic appa- 
ratus, w ill be found to be in their natural state. But if an electro- 
scope be brought within the influence of the internal or external 
surface of the glass jar, it will betray the' presence of the one or the 
other species of electricity. If the glass jar be then inserted in an- 
other metallic cylinder made to fit it externally, and a similar metallic 
cylinder made to fit it internally be inserted in it, it will be found to 
be charged as if no change had taken place. On connecting by 
metallic communication the interior with the exterior, the opposite 
electricities will rush towards each other and combine. It is evident, 
therefore, that the seat of the electricity, when a jar is charged, is 
not the metallic coating, but the surface of the glass under it. 

17G4. Improved form of Leyden jar, — An improved form of 
the Leyden jar is represented in fig. 501. Besides 
the provisions which have been already explained, 
there is attached to this jar a hollow brass cup o 
cemented into a glass tube. This tube passes 
through the wooden disk which forms the cone of 
the jar, and is fastened to it. It reaches to the 
bottom of the jar. A communication is formed 
between c and the internal coating by a brass wire 
terminating in the kpob D. This wire, passing 
loosely through a small hole in the top, may be 
removed at pleasure for the purpose of cutting off 
the communication between the cup and the inte- 
rior coating. This wire does not extend quite to 
the bottom of the jar, but the lower part of the 
tube is coated with tinfoil, which is in contact with 
the wire, and extends to the inner coating of the 
jar. 
At the bottom of the jar a hook is provided, by 
which a chain may be suspended so as to form a communication 
between the external coating and other bodies. When a jar of this 
kind is once charged, the wire may be removed or allowed to fall 
out by inverting the jar, in which case the jar will remain charged, 
since no communication exists between its internal and external 
coating; and as the internal coating is protected from the contact 
of the external air, the absorption of electricity in this case is pre- 
vented. An electric charge may thus be transferred from place to 
place, and preserved for any length of time. 

In the construction of cylindrical jars it is not always possible to 

22* 



Fig. 501. 
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obtain /glass of aniform thickness, for which reason jars are some- 
times provided of a spherical form. . 

1765. Charging a series of jars hy cascade. — In charging a 
single jar, an unlimited number of jars, connected together by con- 
ductors, may be charged with very nearly the same quantity of elec- 
tricity. For this purpose let the series of jars be placed on insula- 
ting stools, as represented in fig, 502., and let c be metallic chains 




Fig. 602. 

connecting the external coating of each jar with the internal coating 
of the succeeding one. Let d be a chain connecting the first jar 
with the conductor of the machine, and d' another chain connecting 
the last jar with the ground. The electricity conveyed to the inner 
coating of the first jar A acts by induction on the external coating of 
the first jar, attracting the negative electricity to the surface, and 
repelling the positive electricity through the chain c to the inner 
coating of the second jar. This charge of positive electricity in the 
second jar acts in like manner inductively on the external coating of 
this jar, attracting the negative electricity there, and repelling the 
positive electricity through the chain c to the internal coating of the 
third jar; and in the same manner the internal coating of every 
succeeding jar in the series will be charged with positive electricity, 
and its internal coating with negative electricity. If, while the 
series is insulated, a discharger be made to connect the inner coating 
of the first with the outer coating of the last jar, the opposite elec- 
tricities will rush towards each other, and the series of jars will be 
restored to their natural state. 

1766. Electric haUeri/. — When several jars are thus combined to 
obtain a more energetic discharge than could be formed by a single 
jar, the system is called an electric hattery^ and the method of 
charging it, explained above, is called charging hg cascade. 

After the jars have been thus charged, the chains connecting the 
outer coating of each jar with the inner coating of the succeeding 
one are removed, and the knobs are all connected one with another 
by chains or metallic rods, so as to place all the internal coatings in 
electric connection, and the outer coatings are similarly connected. 
By this expedient the system of jafs is rendered equivalent to a single 
jar, the magnitude of whose coated surface would be equal to the 
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gum of all the surfaces of the series of jars. The battery would 
then be discharged by placing a conductor between the outer coating 
of any of the jars and one of the knobs. 

If s express the total magnitude of the coating of the series of 
jars, the total charge of the battery will be expressed approxi- 
mately by 

8 X e 



E=r 



1 — m^' 




1767. Common electric hattery. — It is not always convenient, 
however, to practise this method. The jars composing the battery 
are commonly placed in a box, as represented in^. 503., coated on 
the inside with tinfoil, so as to form a metallic communication between 
the external coating of all the jars. The knobs, which communicate 
with their internal coating, are connected by a series of metallic rods 

in the manner represented in the 
%ure; so that there is a con- 
tinuous metallic communication 
between all the internal coatings. 
If the metallic rods which thus 
communicate with the inner coat- 
ing be placed in communication 
with the conductor of a machine, 
while the box containing the jars 
Fig. 503. is placed in metallic communica- 

tion with the earth, the battery 
will be charged according to the principles already explained in the 
case of a single jar, and the force of its charge will be equal to the 
force of the charge of a single jar, the magnitude of whose external 
and internal coating would be equal to the sum of the internal and 
external coating of all the jars composing the battery. 

1768. Method of indicating and estimating the amount of the 
charge. — In charging a jar or a battery there is no obvious means 
by which the amount of the charge imparted to the jar can be indi- 
cated. It is to be considered that the internal coating is, in effect, a 
continuation of the conductor; and if the jars had no external coat- 
ing, the communication of the internal coating with the conductor 
would be attended with no other effect than the distribution of the 
electricity over the conductor and the internal coating, according to . 
the laws of electrical equilibrium; but the effect of the external 
coating is to dissimulate or render latent the electricity as it flows 
from the conductor, so that the repulsion of the part of it which 
remains free is less than the expansive force of the electricity of the 
conductor, and a stream of the fluid continues to flow accordingly 
from the conductor to the internal coating ; and this process continues 
until the increasing force of the free electricity on the internal coat- 
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ing of the jars becomes so great, that the force of the fluid on the 
condenser can no longer overcome it, and thus the flow of electricity 
to the jars from the conductor will cease.^ 

It follows, therefore, that during the process of charging the jars, 
the depth or tension of the electricity on the conductor is just so 
much greater than that of the free electricity on the interior of the 
jars, as is sufficient to sustain the flow of electricity from the one to 
the other ; and as this is necessarily so extremely minute an excess 
as to be insensible to any measure which could be applied to it, it 
may be assumed that the depth of electricity on the conductor is 
always equal to that of the free electricity ^n the interior of the 
jars. If c therefore express the actual depth of the electric fluid 
at any time on the interior coating, (1 — m^) x e will express the 
depth of the free electricity ; and since, throughout the process, m 
does not change its value, it follows that the actual depth of eleo- 
tricity, and therefore the actual magnitude of the charge, is propor- 
tionate to the depth of free electricity on the interior of the jar, 
which is sensibly the same as the depth of free electricity on the con- 
ductor. It follows, therefore, that the magnitude of the charge, 
whether of a single jar or several, will always be proportionate to the 
depth of electricity on the conductor of the machine from which the 
charge is derived. If, therefore, during the process of charging a 
jar or battery, an electrometer be attached to the conductor, this in- 
strument will at first give indications of a very feeble electricity, the 
chief part of the fluid evolved being dissimulated on the inside of 
the jars; but as the charge increases, the indications of an increased 
depth of fluid on the conductor become apparent; and at length, 
when no more fluid can pass from the conductor to the jars, the elec- 
trometer becomes stationary, and the fluid evolved by the machine 
escapes from the points or into the circumjacent air. 

The quadrant electrometer, described in (1757), is the indicator 
commonly used for this purpose, and is inserted in a hole on the con- 
ductor. When the pith ball attains its maximum elevation, the 
charge of the jars may be considered as complete. The charge which 
a jar is capable of receiving, besides being limited by the strength 
of the glass to resist the mutual attraction of the opposite fluids, and 
the imperfect insulating force of that part of the jar which is not 
coated, is also limited by the imperfect insulating force of the air 
itself. If other causes, therefore, allowed an unlimited flow of elec- 
tricity to the jar, its discharge would at length take place by the 
elasticity of the free electricity within it surmounting the confining 
pressure of the air, and accordingly the fluid of the interior would 
pass over the mouth of the jar, and unite with the opposite fluid of 
the exterior surface. 
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CHAP. vin. 

LAWS OF ELECTRICAL FORCES. 

1769. Electric forces investigated hy Couhrnb, — ^It is not enough 
to ascertain the principles which govern the decomposition of the 
natural electricity of bodies, and the reciprocal attraction and repul- 
sion of the constituent fluids. It is also necessary to determine the 
actual amount of force exerted by each fluid in repelling fluid of the 
likC; or attracting fluid of the opposite kind, and how the intensity 
of this attraction is varied by varying the distance between the 
bodies which are invested by the attracting or repelling fluids. 

By a series of experimental researches, which rendered his name 
for ever memorable, Coulomb solved this difficult and deHoate pro- 
blem, measuring with admirable adroitness and precision these minute 
forces by means of his electroscope or balance of torsion, already 
described (1766). \ 

1770. Proof-plane, — The electricity of which the force was to be 
^ estimated was taken up &om the surface of the electrified 

^^ body upon a small circular disk c, fig. 504., coated with 
sj**^ metallic foil, and attached to the extremity of a delicate 
rod or handle A b of gum-lac. This disk, called a proof- 
PLANE, was presented to the ball suspended in the electro- 
meter of torsion (1766), and the intensity of its attraction 
or repulsion was measured by the number of degrees 
through which the suspending fibre or wire was twisted 
by it. 

Fig. 504. The extreme degree of sensibility of this apparatus may 
be conceived, when it is stated that a force equal to the 
340th part of a grain was sufficient to turn it through 360 degrees ; 
and since the reaction of torsion is proportional to the angle of torsion, 
the force necessary to make the needle piove through one degree 
would be only the 122,400th part of a grain. Thus this balance 
was capable of dividing a force equal to a single grain weight into 
122,400 parts, and rendering tiie effect of each part &tinctly 
observable and measurable. 

1771. Law of electrical force similar to that of gravitation, — 
By these researches it was established, that the attraction and repul- 
sion of the electric fluids, like the force of gravitation, and other 
physical influences which radiate from a centre, vary according to 
the common law of the inverse square of the distance; that is to 
say, the attraction or repulsion exerted by a body charged with elec- 
tricity, or, to speak more correctly, by the electricity with which 
such a body is charged, increases in the same proportion as the 
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square of the distance from the body on which it acts is diminished, 
and diminishes as the square of that distance is increased. 

In general, if / express the force exerted by any quantity of 

f 
electric fluid, positive or negative, at the unit of distance, ^ will 

express the force which tbe same quantity of the same fluid will 
exert at the distance D. 

In like manner, if the quantity of fluid taken as the unit exercise 

at the distance D the force expressed by ^ the quantity expressed 

by £, will exert at the same distance B the force E expressed by 

These formulae have been tested by numerous experiments made 
under every possible variety of conditions, and have been found to 
represent the phenomena with the greatest precision. 

1772. Distribution of the electric fluid on conductors. — The 
distribution of electricity upon conductors can be deduced as a mathe- 
matical consequence of the laws of attraction and repulsion which 
have been explained above, combined with the property in virtue of 
which conductors give free play to these forces. The conclusions 
thus deduced may farther be verified by i^Q proof plane and electro- 
meter of torsion, by means of which the fluid diffused upon a 
conductor may be gauged, so that its depth or intensity at every 
point may be exactly ascertained ; and such depths and intensities 
have accordingly been found to accord perfectly with the results of 
theory. 

1773. It is confined to their surfaces, — Numerous fects suggest 
the conclusion that the electricity with which a conductor is charged 
is either superficial, or very nearly so. 

If an electrified conductor be pierced with holes a little greater 
than the proof plane (^flg. 504.) to different depths, that plane, 

inserted so as to touch the bottom of 
these holes, will take up no electricity. 
If a spheroidal metallic body A, 
jig, 505, suspended by a silken thread, 
be .electrified, and two thin hollow 
^ caps B B and b' b' made to fit it, coated 
V on their inside surface with metallic 
foil, and having insulating handles 
o' of gum-lac, be applied to it, on 
withdrawing them the spheroid will 
be deprived of its electricity, the fluid 
being taken off by the caps. 
Although it foUows, from these and other experimental tests, as 
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well as from theory, that the diffusion of electricity on conductors is 
nearly superficial, it is not absolutely so. If one end of a metallic 
rod, coated with sealing-wax, be presented to any source of electri- 
city, the fluid will be received as freely from the other end, as if its 
surface were not coated with a non-conductor. It follows from this 
that the electricity must pass along the rod sufficiently within the 
surface of the metal which is in contact with the wax to be out of 
contact with the wax, which, by its insulating virtue, would arrest 
the progress of the fluid. 

1774. How the distribution varies. — It remains, however, to ascer- 
tain how the intensity of the fluid, or its depth on different parts of 
a conductor, varies. 

There are some bodies whose form so strongly suggests the inevi- 
table uniformity of distribution as to render demonstration needless. 
In the case of a sphere, the symmetry of form alone indicates the 
necessity of an uniform distribution. If, then, the fluid be regarded 
as having an uniform depth on every part of a conducting sphere, 
exactly as a liquid might be uniformly diffused over the surface of 
the globe, the total quantity of fluid will be expressed by multiplying 
its depth by the superficial area of the globe. 

1775. Distribution on an ellipsoid. — If the electrified conductor 
be not a globe, but an elliptical spheroid, such as A a! , Jig, 606., the 

fluid will be found to be accumulated in greater 

€Br~^^^N>. quantity at the small ends A and a' than at the 
A ) sides bb', where there is less curvature. This 
B^^,^^/ unequal distribution of the fluid is represented by 
— """""^ the dotted line in the figure. 
Rg. 606. It follows from theory, and it is confirmed by 

observation, that the depth of the fluid at A and 
A' is greater than at b b' in the ratio of the longer axis A a' of the 
ellipse to the shorter axis b b'. 

If, therefore, the ellipsoid be very elongated, as in fig. 506., the 
depth of the fluid at the ends A and a' will be 
^'"I^^^^-^^^B"^"-^""^ proportionally greater. 
C^ ^C ^ B^ Z ^ ^ 1776. Effects of edges and points. — If the 

""' "^ conductor be a flat disk, the depth of the fluid 

Fig. 507. will increase from its centre towards its edges. 

The depth will, however, not vary sensibly near 
the centre, but will augment rapidly in approaching the edge, as 
represented in fig. 508., where a and B are the edges, and the 
centre of the disk, the depth of the fluid being, indicated by the 
dotted line. 

It is found in general that the depth of the fluid increases in a 
rapid proportion in approaching the edges, corners, and extremities, 
whatever be the shape of the conductor. Thus, when a circular disk 
or rectangular plate has any considerable magnitude, the depth of 
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k A 

Fig. 508. 

the electricity is sensibly uniform at all parts not contignons to the 
borders; and whatever be the form, whether round or square, if 
only it be terminated by sharp angular edges, the depth will increase 
rapidly in approaching them. 

K a conductor be terminated, not by sharp angular edges, but by 
rounded sides or ends, then the distribution will become more uni- 
form. Thus, if a cylindrical conductor of considerable diameter have 
hemispherical ends, the distribution of the electricity upon it will be 
nearly uniform \ but if its ends be flat, with sharp angular edges, 
then an accumulation of the fluid will be produced contiguous to 
them. K the sides of a flat plate of sufficient thickness be rounded, 
the accumulation of fluid at the edges will be diminished. 

The depth of the fluid is still more augmented at corners where 
the increase of depth due tp two or more edges meet and are com- 
bined ; and this effect is pushed to its extreme limit if any part of a 
conductor have the form of a point. 

The pressure of the surrounding air being the chief, if not the only 
force, which retains the electric fluid on a conductor, it is evident 
that if at the edges, comers, or angular points, the depth be so much 
increased that the elasticity of the fluid exceeds the restraining pres- 
sure of the atmosphere, the electricity must escape, and in that case 
will issue from the edge, corner, or point, exactly as a liquid under 
strong pressure would issue from a/ei d^eau. 

Vlll. Experimental illustration of the effect of a point — Let P, 
fig. 509., be a metallic point attached to a conductor o, and let the 

perpendicular n express the thickness 
or density of the electric fluid at that 
place ] this thickness will increase in 
approaching the point p, so as to be 
represented by perpendiculars drawn 
from the respective points of the curve 
n, rt', n" to AP, so that its density at 
P will be expressed by the perpen- 
dicular n" P. Experience shows that 
in ordinary states of the atmosphere 
Fig. 509. a very moderate charge of electricity 

given to the conductor o will produce 
such a density of the electric fluid at the point p as to overcome the 
pressure of the atmosphere, and to cause the spontaneous discharge of 
the electricity. 



Digitized by LjOOQIC 




LAWS OF BLECTEICAL FORCES. 



266 



The following experiments will serve to illustrate this escape of 
electricity from points. 

Let a metallic point, such as A P^ fig. 509., be attached to a con- 
ductor, and let a metallic ball of two or three inches in diameter, 
having a hole in it corresponding to the point p, be stuck upon the 
point. If the conductor be now electrified, the electricity will be 
diffused over it, and over the ball which has been stuck upon the 
point P. The electric state of the conductor may be shown by a 
quadrant electrometer being attached to it. Let the ball now be 
drawn off the point p by a silk thread attached to it for the purpose, 
and let it be held suspended by that thread. The electricity of the 
conductor c will now escape by the point p, as will be indicated by 
the ^electrometer, but the ball suspended by the silk thread will be 
electrified as before. 

1778. Rotation produced hy the reaction of points. — Let two 
"wires A B and c Dyfig* 610., placed at right angles, be supported by 
a cap E upon a fine point at the top of an insulating 
^ stand, and let them communicate by a chain F with 
a conductor kept constantly electrified by a machine. 
Let each of the four arms of the wires be terminated 
by a point in a horizontal direction at right angles 
to the wire, each point being turned in the same 
direction, as represented in the figure. When the 
electricity comes from the conductor to the wires, it 
will escape from the wires at these four points re- 
spectively ; and the force with which it leaves them 
will be attended with a proportionate recoil, which 
will cause the wire to spin rapidly on the centre E» 
1779. Another experimental tUustratian of this 
principle. — An apparatus supplying another illustration 'of this prin- 
ciple is represented in fig. 611.: a 
square wooden stand T has four rods 
of glass inserted in its corners, the 
rods at one end being less in height 
than those at the other. The tops 
of these rods having metal wires A B 
and c D stretched between them, 
across these wires another wire E F 
is placed, having attached to it at 
right angles another wire G H, hav- 
ing two points turned in opposite di- 
rections at its extremities, so that when G H is horizontal these two 
points shall be vertical, one being pres^ted upwards, and the other 
downwards. A chain from A communicates with a conductor kept 
constantly electrified by a machine. 

The electricity coming from the conductor by the chain, passes 
II 23 




Fig. 610. 




Fig. 611. 
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along the system of wires, and escapes at the points o and H. The 
consequent recoil causes the wire G H to revolve round E ir as an axis, 
and thereby causes £ f to roll up the inclined plane. 

1780. Electrical orrery. — An apparatus called the electrical 
orrery is represented in Jig, 612. A 
metallic ball a rests upon an insulating 
stand by means of a cap within it, 
placed upon a fine metallic point form- 
ing the top of the stand. ^ 

From the ball A an arm d a proceeds, 
the extremity of which is turned up at 
£, and formed into a fine point. 

A small ball B r^sts by means of a 
cap on this point, and attached to it are 
two arms extended in opposite direc- 
Pig. 612. tions, one terminated with a small ball 

0, and the other by a point p presented 
in the horizontal direction at right angles to the arm. Another point 
j/f attached at right angles to the arm D A, is likewise presented in 
the horizontal direction. By this arrangement the ball A together 
with the arm B A is capable of revolving round the insulating stand, 
by which motion the ball B will be carried in a circle round the ball 
A. The ball b is also capable at the same time of revolving on the 
point which supports it, by which motion the ball o will revolve 
round the ball b in a circle. If electricity be supplied by the chain 
to the apparatus, the balls A and B and the metallic rods will be 
electrified, and iiie electricity will escape at the points P and p'. 
The recoil produced by this escape will cause the rod d A to revolve 
round the insulating pillar, and at the same time the rod p c together 
with the ball B to revolve on the extremity of the arm B A. Thus, 
while the ball B revolves in a circular orbit round the ball A, the 
ball c revolves in a smaller circle round the ball B, the motion re- 
sembling that of the moon and earth with respect to the sun. 



CHAP. IX. 

MECHANICAL EFFECTS OF ELECTRICITY. 

1781. Attrdctions and repulsions of electrified hodies. — If a body 
charged with electricity be placed near another body, it will impress 
upon such body certain motions, which will vary according as the 
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body thus affected is a conductor or a 
non-conductor; according as it is in its 
natural state or charged with electricity ; 
and in fine, if charged with electricity, 
acccording as the electricity is similar or 
opposite to that with which the body act- 
ing upon it is charged. 

Let Ay Jig. 513., be the body charged 
with electricity, which we «hall suppose 
to be a metallic ball supported on an in- 
sulating column. Let B be the body upon 
which it acts, which we shall suppose to 
be a small ball suspended by a fine silken 
thread. We shall consider successively 
the cases above mentioned. 

1782. Action of an electrified body on a non-conductor not elec- 
trified. — 1°. Let B be a non-conductor in its natural state. 

In this case no motion will be impressed on b. The electricity 
with which A is charged will act by attraction and repulsion on the 
two opposite fluids which compose the natural electricity of B, attract- 
ing each molecule of one by exactly the same force as it repels the 
molecule of the other. No decomposition of the fluid will take place, 
because the insulating property of b will prevent any motion of the 
fluids upon it, and will therefore prevent their separation. Each 
compound molecule therefore being at once attracted and repelled by 
equal forces, no motion will take place. 

1783. Action of an electrified body on a non-conditctor charged 
with like electricity. — 2^. Let B be charged with electricity similar 
to that with which A is charged. 

In this case B will be repelled from A. For, according to what 
has been explained above, the forces exerted on the natural elec- 
tricity of B will be in equilibrium, but the electricity of A will repel 
the similar electricity with which b is charged; and since this fluid 
eannot move upon the surface of B because of its insulating virtue, 
and cannot quit the surface because of the restraining pressure of 
the surrounding air, it must adhere to the surface, and, being repelled 
by the electricity of A, must carry with it the ball B in the direction 
of such repulsion. The ball b therefore will incline from A, and 
will rest in such a position that its weight will balance the repulsive 
force. ^ 

1784. Its action on a non-conductor charged with opposite eleC" 
tricity. — 3°. Let B be charged with electricity opposite to that with 
which A is charged. 

In this case B will be attracted towards A, the distribution of the 
fluid upon it not being changed, for the same reasons as in the last 
case. 
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1785. Its action on a conductor not electrified. — 4f . Let B be a 
conductor in its natural state. 

In this case the action of the fluid on A attracting one constituent 
of the natural electricity of b, and repelling the other, will tend to 
decompose and separate them ; and since the conducting virtue of B 
leaves free play to the movement of the fluids upon it, this attraction 
and repulsion will take effect, the attracted fluid moving to the side 
of B nearest to A, and the repelled fluid to the opposite side. 
' To render. the explanation more clear, let us suppose that A is 
charged with positive electricity. 

In that case, the negative fluid of b will accumulate on the side 
next A, and the positive fluid on the opposite side. The negative 
fluid will therefore be nearer to A than the positive fluid ; and since 
the force of the attraction and repulsion increases as the square of 
the distance is diminished (1771), and since the quantity of the 
negative fluid on the side next A is equal to the quantity of positive 
fluid on the opposite side, the attraction exerted on the former will 
be greater than the repulsion exerted on the latter; and since the 
fluiS are prevented from leaving B by the restraining pressure of the 
air, the fluids carrying with them the ball B will be moved towards 
A and will rest in equilibrium, when the inclination of the string is 
such that the weight of b balances and neutralizes the attraction. 

If A were charged with negative electricity, the same effects would 
be produced, the only difference being that, in that case, the positive 
fluid on B would accumulate on the side next A, and the negative 
fluid on the opposite side. 

Thus i£ appears that a conducting body in its natural state is 
always attracted by an electrified body, with whichever species of 
electricity it be charged. 

1786. Its action upon a conductor charged with like electricity. — 
5^. Let B be a conductor charged with electricity similar to that with 
which A is charged. 

In this case the effect produced on b will depend on the relative 
strength of the charges of electricity of A and B. / 

The electricity of A will repel the free electricity of B, and cause 
it to accumulate on the side of B most remote from A. But it will 
also decompose the natural electricity of b, attracting the fluid of the 
contrary kind to the side near a, and repelling the fluid of the same 
kind to the opposite side. It will follow from this, that the quantity 
of the fluid of the same name accumulated at the opposite side of b 
will be greater than the quantity of fluid of the contrary name col- 
lected at the side near A. While, therefore, the latter is more attracted 
than the former, by reason of its greater proximity, it is less attracted 
Ijy reason of its lesser quantity. If these opposite effects neutralize 
each other, — ^if it lose as much force by its inferior quantity as it 
gains by its greater proximity, the attractions and repulsions of A on 



Digitized by LjOOQIC 



MECHANICAL EFFECTS OF ELECTRICITY. 269 

B will neutralize each other, and the ball B will not move. But if 
the quantity of electricity with which B is charged be so small that 
more attraction is gained by proximity than is lost by quantity, then 
the ball B will move towards A. If, however, the quantity of elec- 
tricity with which B is charged be so great that the effect prevail 
over that of distance, the ball B will be repelled. 

It follows, therefore, from this, that in order to insure the repul- 
sion of the ball b in this case, the charge of electricity must be so 
strong as to prevail over that attraction which would operate on the 
ball B if it were in its natural state. A very small electrical charge 
is, however, generally sufi&cient for this. 

1787. Its action upon a conductor charged with opposite electricity, 
— 6°. Let B be charged with electricity of a contrary name to that 
with which A is charged. 

In this case b will always be attracted towards A, for the attraction 
exerted on the fluid with which it is charged will be added to that 
which would be exerted on it if it were in its natural state. 

The free electricity on B will b» attracted to the side next A, and 
the natural fluid will be decomposed, the fluid of the same name 
accumulating on the side most remote from A, and the fluid of the 
contrary name collecting on the side nearest to A, and there uniting 
with the free fluid with which B is charged. There is therefore a 
greater quantity of fluid of the contrary name on that side, than of 
the same name on the opposite side. The attraction of the former 
prevails over the repulsion of the latter therefore at once by greater 
quantity and greater proximity, and is consequently effective. 

1788. Attractions and repulsions of pith halls explained. — What 
has been explained above will render more clearly understood the 
attractions and repulsions manifested by pith balls before and after 
their contact with electrified bodies (1697). Before contact, the balls, 
being in ^ their natural state, and being composed of a conducting 
material, 'are always attracted, whatever be the electricity with which 
the body to which they are presented is charged (1785) ; but after 
contact, being charged with the like electricity, they are repelled 
(1786). 

When touched by the hand, or any conductor which communicates 
with the ground, they are discharged and restored to their natural 
state, when they will be again attracted. 

If they be suspended by wire or any other conducting thread, and 
the stand to be a conductor communicating with the ground, they 
will lose their electricity the moment they receive it. 

The electric fluid in passing through bodies, especially if they be 
imperfect conductors, or if the space they present to the fluid bear a 
small proportion to it« quantity, produces various and remarkable 
mechanical effects, displacing the conductors sometimes with great 
violence. 

23* 
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1789. Strong electric charges rupture imperfect conductors. — 
Card pierced hy discharge of jar. — The current of electricity dis- 
charged from a Leyden jar will penetrate several leaves of paper or 
card. 

A method of exhibiting this effect is represented in 
jvg. 514. The chain a communicates with the outside 
coating of the jar. The card c is placed in such a posi- 
tion that two metallic points touch it on opposite sides, 
terminating near each other. The pillar G; being glass, 
intercepts the electricity. The ball of the discharger 
being put in communication with the inside coating of 
the jar, is brought into contact with the ball b, so that 
the two points which are on opposite sides of the card, 
being in connection with the two coatings of the jar, are 
charged with contrary fluids, which exert on each other 
such an attraction that they rush to each other, penetra- 
ting the card, which is found in this case pierced by a 
Fig. 614. hole larger than that»produced by a common pin. 

It is remarkable that the Jmrr produced on the surface 
of the card is in this case convex on hoik sides, as if the matter producing 
the hole, instead of passing through the card from one side to the 
other, had either issued from the middle of its thickness, emerging 
at each surface, or as if there were two distinct prevailing substances 
passing in contrary directions, each elevating the edges of the onflce 
in issuing from it. 

The accordance of this effect with the hypothesis of two fluids is 
apparent. 

1790. Curious fact observed hy M. Tremery. — A fact has been 
noticed by M. Tremery for which no explanation has yet been given. 
That observer found that when the two points on opposite sides of the 
card are placed at a certain distance, one above the other, the hole 
will not be midway between them. When the experiment is made in 
the atmosphere, the hole will always be nearer to the negative fluid. 
When the apparatus is placed under the receiver of an air-pump, the 
hole approaches the positive fluid as the rarefaction proceeds. 

If several cards be placed between the knobs of the universal dis- 
charger (1744), they may be pierced by a strong charge of a jar or . 
battery, having more than one square foot of coated surface. 

1791. Wood and glass hrohen hy discharge. — A rod of wood half 
an inch thick may be split by a strong charge transmitted in the 
direction of its fibres, and other imperfect conductors pierced in the 
same manner. 

If a leaf of writing-paper be placed on the stage of the discharger, 
the electricity passed through it will tear it. 

The charge of a jar will penetrate glass. An apparatus for ex- 
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bibiting this effect is shown in fig. 515. It may also be exhibited 
by transmitting the charge through the side of a phial, fi/g. 516. 

A strong charge passed through water scatters the liquid in all 
directions around the points of discharge, fi^g, 517. 

1792. Electrical helh, — The alternate attraction and repulsion 
of electrified conductors is prettily illustrated by the electrical helh. 





Fig. 516. 



Fig. 616. 





Fig. 6ir. 



Fig. 618. 



A B and c D, fig. 518., are two metallic rods supported on a glass 
pillar. From the ends of these rods four bells a' b' c' d' are sus- 
pended by metallic chains. A central bell G is supported on the 
wooden stand which sustains the glass pillar E F, and this central 
bell communicates by a chain Q k with the ground. From the trans- 
verse rods are also suspended, by silken threads, four small brass 
balls H. The transverse rods being put in communication with the 
conductor of an electrical machine, the four bells a' b' c' d' become 
charged with electricity. They attract and then repel the balls H, 
. which when repelled strike the bell G, to which they give up the 
electricity they received by contact with the bells a' b' c' d', and this 
electricity passes to the ground by the chain G. The bells will thus 
continue to be tolled as long as any electricity is supplied by the 
conductor to the bells a' b' c' d'. 

1793. Repulsion of electrified threads. — Let a skein of linen 
thread be tied in a knot at each end, and let one end of it be attached 
to some part of the conductor of the machine. When the machine 
is worked the threads will become electrified and will repel each 
other, so that the skein will swell out into a form resembling the 
meridians drawn upon a globe. 
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1794. Curious effect of repulsion of pith ball. — Let a metallic 
point be inserted into one of the holes of the prime conductor^ so that, 
in accordance with what has been explained, a jet of electricity may 
escape from it when the conductor is electrified. Let this jet, while 
the machine is worked, be received on the interior of a glass 
tumbler, by which the sur&ce of the glass mil become charged with 
electricity. 

If a number of pith balls be laid upon a metallic plate communi- 
cating with the ground, and the tumbler be placed with its mouth 
upon the plate, including the balls within it, the balls will be^n 
immediately leaping violently from the metal and striking the glass, 
and this action will continue till all the electricity with which the 
glass was charged has been carried away. 

This is explained on the same principle as the former experiments. 
The balls are attracted by the electricity of the glass, and when elec- 
trified by contact, are repelled. They give up their electricity to the 
metallic plate from which it passes to the ground ; and this process 
continues until no electricity remains on the glass of sufficient starength 
to attract the balls. 

1796. Electrical dmux, — Let a disk of pasteboard or wood, coated 
with metallic foil, be suspended by wires or threads of linen from the 
prime conductor of an electrical machine, and let a similar disk be 
placed upon a stand capable of being adjusted to any required height. 
Let this latter disk be placed immediately under the former, and let 
it have a metallic communication with the ground. Upon it place 
small coloured representations in paper, of dancing figures, which 
are prepared for the purpose. When the machine is worked, the 
electricity with which the upper disk will be charged will attract the 
light figures placed on the lower disk, which will leap upwards; 
and after touching the upper disk and being electrified, will be re- 
pelled to the lower disk, and this jumping action of the figures will 
continue so long as the machine is worked. An electrical dance is 

thus exhibited for the amusement of 
young persons. 

1796. Curious ea^eriments on dec- 
trified water. — Let a small metallic 
bucket B, fig. 619., be suspended from 
the prime conductor of a machine, and 
let it have a capillary tube C D of the 
siphon form immersed in it; or let it 
have a capillary tube inserted in the 
bottom ; the bore of the tube being so 
small, that water cannot escape from 
it by its own pressure. When the 
machine is put in operation, the par- 
Fig. 519. tides of water becoming electrified, 
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will repel each other, and immediately an abundant stream will issue 
from the tube; and as the particles of water after leaving the tube 
still exercise a reciprocal repulsion, the stream will diverge in the 
form of a brush. 

If a sponge saturated with water be suspended from the prime 
conductor of the machine; the water; when the machine is first worked; 
will drop slowly from it; but when the conductor becomes strongly 
electrified; it will descend abundantly; and in the dark will exhibit 
the appearance of a shower of luminous rain. 

1797. Experiment with electrified sealing-wax, — Let a piece of 
Bealing-wax be attached to the pointed end of a metallic rod ; set 
fire to the waX; and when it is in a state of fusion blow out the 
flamO; and present the wax within a few inches of the prime con- 
ductor of the machine. Strongly electrified myriads of fine filaments 
will issue from the wax towards the conductor; to which they will 
adhere; forming a sort of net-work resembling wool. This effect is 
produced by the positive electricity of the conductor decomposing 
the natural electricity of the wax ; and the latter being a conductor 
when in a state of fusion; the negative electricity is accumulated in 
the soft part of the wax near the conductor, while the positive elec- 
tricity escapes along the metallic rod. The particles of wax thus 
negatively electrified being attracted by the conductor; are drawn into 
the filaments above mentioned. 

1798. Electrical see-saw, — The electrical see-saw a h, fi^. 520.; is 

a small strip of wood covered over with silver 

/leaf or tinfoil; insulated on c like a balance. 

A slight preponderance is given to it at a, so 

that it rests on a wire having a knob m at its 

top; J) is a similar metallic ball insulated. 

Fig. 620. Connect p with the interior; and m with the 

exterior coating of the jar; charge it; and the 

see-saw motion of ah will commence from causes similar to those 

which excited the movements of the pith balls. 



CHAP. X. 

THERMAL EFFECTS OF ELECTRICITY. 

1799. A current of electricity/ passing over a conductor raises its 
temperature. — If a current of electricity pass over a conductor; as 
would happen when the conductor of an electrical machine is con- 
nected by a metallic rod with the earth; no change in the thermal' 
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ooDdition of the conductor will be observed so long as its transverse 
section is so considerable as to leave sufficient space for the free 
passage of the flaid. Bat, if its thickness be diminished, or the 
qbantitj of floid passing over it be augmented, or, in general, if the 
ratio of the fluid to the magnitude of the space afforded to it be 
increased, the conductor will be found to undergo an elevation of 
temperature, which will be greater the greater the quantity of the 
electricity and the less the space supplied for its passage. 

1800. ExperimenrUal verification. — Wire heated^ fused^ and 
humed. — K a piece of wire of several inches in length be placed 
upon the stage of the universal discharger (1744), a feeble charge 
transmitted through it will sensibly raise its temperature. By in- 
creasing the strength of the charge, its temperature may be elevated 
to higher and higher points of the thermometric scale ; it may be 
rendered incandescent, fused, vaporized, and, in fine, burned. 

With the powerful machine of the Taylerian Museum at Haarlem^ 
Van Marum fused pieces of wire above 70 feet in length. 

Wire may be fused in water; but the length which can be melted 
in this way is always less than in air, because the liquid robs the 
metal of its heat more rapidly than air. 

A narrow ribbon of tinfoil, from 4 to 6 inches in length, may be 
Tolatiliaed by the discharge of a common battery. The metallic va- 
pour is in this case oxidized in the air, and its filaments float like 
those of a cobweb. 

1801. Thermal effects are greater as the conducting power is less. 
— ^These thermal effects are manifested in different degrees in different 
metals, according to their varying conducting powers. The worst 
conductors of electricity, such as platinum and iron, suffer much 
greater changes of temperature by the same charge than the best 
conductors, such as gold and copper. The charge of electricity, 
which only elevates the temperature of one conductor, will sometimes 
render another incandescent, and will volatilize a third. 

1802. Ignition of metals, — If a fine silver wire be extended be- 
tween the rods of the universal discharger (1744), a strong charge 
will make it bum with a greenish flame. It will pass off in a greyish 
smoke. Other metals may be similarly ignited, each producing a 
flame of a peculiar colour. If the experiments be made in a receiver, 
the products of the combustion being collected, will prove to be the 
metallic oxides. 

If a gilt thread of silk be extended between the rods of the dis- 
charger, the electricity will volatilize or burn the gilding, without 
affecting the silk. The effect is too rapid to allow the time necessary 
for the heat to affect the silk. 

A strip of gold or silver leaf placed between the leaves of paper, 
being extended between the rods of the discharger, will be burnt by 
a discharge from a jar having two square feet of coating. The me- 



Digitized by LjOOQIC 



THEBMAL EFFECTS OF BLECTEICITT. 275 

tallic oxide will in this case appear on the paper as a patch of purple 
colour in the case of gold, and of grey colour in that of silver. 

A spark from the prime conductor of the great Haarlem machine 
burnt a strip of gold leaf twenty inches long by an inch and a half 
broad. 

■ 1803. Effect (m fu^inoMrvg diver, — The heat developed in the 
passage of ekctricity through combustible or explosive substances, 
which are imperfect conductors, causes their combustion or explo- 
sion. 

A small quantity of fulminating silver placed on the point of a 
knife, explodes if brought within a few feet of the conductor of an 
electrical machine in operation. In this case the explosion is pro- 
duced by induction. 

1804. Eleci?rk pistol. — The electrical pistol or cannon is charged 
with a mixture of hydrogen and oxygen gases, in the proportion 
necessary to form water. A conducting wire terminated by a knob 
is inserted in the touch-hole, and the gases are confined in the barrel 
by the bullet. An electric spark imparted to the ball at the touch- 
hole, causes the explosion of the gases. This explosion is produced 
by the sudden combination of the gases, and their conversion into 
water, which, in consequence of the great quantity of heat developed, 
is instantly converted into steam of great elasticity, which, by its 
expansion, forces the bullet from the barrel in the same manner as 
do the gases which result from the explosion of gunpowder. 

1806. Ether and alcohol ignited, — Ether or alcohol may be fired 
by passing through it an electric discharge. Let cold water be 
poured into a wine-glass, and let a thin stratum of ether be carefully 
poured upon it. The ether being lighter will float on the water. 
Let a wire or chain connected with the prime conductor of the ma- 
chine be immersed in the water, and, while the machine is in action, 
present a metallic ball to the surface of the ether. The electric 
charge will pass from the water through the ether to the ball, and 
will ignite the ether. Or, if a person standing on an insulating 
stool, and holding in one hand a metallic spoon filled with ether, 
present the surface of the ether to a conductor, and at the same time 
apply the other hand to the prime conductor of a machine in opera- 
tion, the electricity will pass from the prime conductor through the 
body of the person to the spoon, and from the spoon through the 
ether, to the conductor to which the ether is presented, and in so 
passing will ignite the ether. 

1806. Resinous powder burned. — The electric charge transmitted 
through fine resinous powder, such as that of colophony, will 
ignite it. This experiment may be performed either by spreading 
the powder on the stage of the discharger (1744), or by impreg- 
nating a hank of cotton with it ; or, in a still more striking manner, 
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by sprinkling it on the surface of water contained in an earthenware 
saucer. 

1807. Gunpowder exploded, — Gunpowder may, in like manner, 
be ignited by electricity. This experiment is most conveniently 
exhibited by placing the powder in a small wooden cup, and con- 
ducting the electric charge along a moist thread, six or seTen 
inches long, attached to the arm of the discharger, which is con- 
nected with the negative coating of a jar, and the charge, in its 
passage from one r^ of the discharger to the other will ignite the 
powder. 

1808. Electric mortars. — The electric mortar,^. 
Q. r ^^Q 521., is an apparatus by which the gunpowder is 
j^'^yn^ ignited by passing an electric charge through it. 
^ The mixed gases may also be used in this instru- 
ment. 
Common air or gas, not being explosive, is heated so 
suddenly and intensely by transmitting through it an 
electric charge, that it will expand so as to project the 
ball from the mortar. 

1809. Kinnerdey'% electrometer, — Kinnersley's elec- 
tric thermometer, fig, 522., is an instrument intended 
to measure the degree of heat developed in the passage 
of an electric charge by the expansion of air. The dis- 
charge takes place between the two balls h V in the 
glass cylinder, and the air confined in the cylinder 
being heated expands, presses upon the liquid contained 
in the lower part of the cylinder, and causes the liquid 
in the tube ^ ^ to rise. The variation of the column 
of liquid in the tube t H indicates the elevation of tem- 
Fig. 622. perature. 



Fig. 521. 




CHAP. XL 

LUMINOUS EFFECTS OF ELECTRICITY. 

1810. Electric fluid not luminous, — The electric fluid is not 
luminous. An insulated conductor, or a Leyden jar or battery, how- 
ever strongly charged, is never luminous so long as the electric equi- 
librium is maintained and the fluid continues in repose. But if this 
equilibrium be disturbed, and the fluid move from one conductor to 
another, such motion is, under certain conditions, attended with 
luminous phenomena. 

1811. Conditions under which light is developed hy an electric 
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current, — One of the conditions necessary to the development of 
light by the motion of the electric fluid is, that the electricity should 
have a certain intensity. If the conductor of an ordinary electric 
machine while in operation be connected with the ground by a thick 
metallic wire, the current of the fluid which flows along the wire to 
the ground will not be sensibly luminous ; but if the machine be one 
of great power, such for example as the Taylerian machine of Haaiv 
lem, an iron wire 60 or 70 feet long communicating with the ground 
and conducting the current will be surrounded by a brilliant light. 
The intensity of the electricity necessary to produce this effect de- 
pends altogether on the properties of the medium in which the fluid 
moves. Sometimes electricity of feeble intensity produces a strong 
luminous effect, while in other cases electricity of the greatest inten- 
sity developes no sensible degree of light. 

It has been already explained that the electric fluid with which 
an insulated conductor is charged is retained upon it only by the 
pressure of the surrounding air. According as this pressure is 
increased or diminished, the force necessary to enable the elec- 
tricity to escape will be increased or diminished, aud in the same 
proportion. 

When a conductor B in communication with the ground approaches 
an insulated conductor A charged with electricity, the natural elec- 
tricity of B will be decomposed, the fluid of the same name as that 
which charges A escaping to the earth, and the fluid of the opposite 
name accumulating on the side of B next to A. At the same time, 
according to what has been explained (1785), the fluid on A accu- 
mulates on the side nearest to B. These two tides of electricity of 
opposite kinds exert a reciprocal attraction, and nothing prevents 
them from rushing together and coalescing, except the pressure of 
the intervening air. They will coalesce, therefore, so soon as their 
mutual attraction is so much increased as to exceed the pressure of 
the air. 

This increase of mutual attraction may be produced by several 
causes. Firsty by increasing the charge of electricity upon the con- 
ductor A, for the pressure of the fluid will be proportional to its 
depth or density. Secondly, by diminishing the distance between 
A and B, for the attraction increases in the same ratio as the square 
of that distance is diminished ; and thirdly , by increasing the conduct- 
ing power of either or both of the bodies A and B, for by that means 
the electric fluids, being more free to move upon them, will accumu- 
late in greater quantity on the sides of A and B which are presented 
towards each other. Fourthly , by the form of the bodies A and B, 
for according to what has been already explained (1776), the fluids 
will accumulate on the sides presented to each other in greater or 
less quantity, according as the form of those sides approaches to that 
of an edge, a corner, or a point. 

n. 24 
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When the force excited by the fluids surpasses the restraining 
force of the intervening air, they force their passage through the air, 
and, rushing towards each other, combine. This movement is at- 
tended with light and sound. A light appears to be produced be- 
tween the points of the two bodies A and B, which has been called 
the electric spark, and this luminous phenomenon is accompanied by 
a sharp sound like the crack of a whip. 

1812. The electric spark, — The luminous phenomenon called the 
electric spark does not consist, as the name would imply, of a lumi- 
nous pdnt which moves from the one 
body to the other. Strictly speaking, 
the light manifests no progressive mo- 
tion. It consists of a thread of light, 
which for an instant seems to connect 
the two bodies, and in general is not 

Fig. 628. extended between them in one straight 

unbroken direction like a thread which 
might be stretched tight between them, but has a zig-zag form resem- 
bling more or less the appearance of lightning, fig, 623. 

1813. Electric aigrette. — If the part of either of the bodies A or 
B which is presented to the other have the form of a point, the elec- 
tric fluid will escape, not in the form of a spark, but as an aigrette 
or brush light, the diverging rays of which sometimes have the length 
of two or three inches. A very feeble charge is sufficient to cause 
the escape of the fluid when the body has this form (1776). 

1814. The length of the spark, — ^If the knuckle of the finger or 
a metallic ball at the end of a rod held in the hand be presented to 
the prime conductor of a machine in operation, a spark will be pro- 
duced, the length of which will vary with the power of the machine. 

By the lengik of the spark must be understood the greatest dis- 
tance at which the spark can be transmitted. 

A very powerful machine will so charge its prime conductor that 
sparks may be taken from it at the distance of 30 inches. 

1816. Discontinuous conductors produce luminous effects, — Since 
the passage of the electricity produces light wherever the metallic 
continuity, or more generally wherever the continuity of the con- 
ducting material is interrupted, these luminous eflects may be multi- 
plied by so arranging the conductors that there shall be interruptions 
of continuity arranged in any regular or desired manner. 

1816. Various experimental illustrations, — ^If a number of metal- 
lic beads be strung upon a thread of silk, each bead being separated 
from the adjacent one by a knot on the silk so as to breaJc the con- 
tact, a current of electricity sent through them will produce a series 
of sparks, a separate spark being produced between every two succes- 
sive beads. By placing one end of such a string of beads in contact 
with the conductor of the machine, and the other end in metallic 
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Fig. 524. 



Gommunication with the ground, a chain of sparks can be maintained 
so long as the machine is worked. 

The string of beads may be disposed so as to form a variety of 

fancy designs, which will appear in the dark in characters of light. 

Similar effects may be produced by attaching bits of metallic foil 

to glass. Sparkling tubes and plates are contrived in this manner, 

by which amusing experiments are 
exhibited. A glass plate is repre- 
sented in fi^, 624, by which a word 
is made to appear in letters of light 
in a dark room. The letters are 
formed by attaching lozenge-shaped 
bits of tinfoil to the glass, disposed 
in the proper form. In the same 
manner designs may be formed on the inner surface of glass tubes^ 
or, in fine, of glass vessels of any form. 

In these cases the luminous characters may be made to appear in 
lights of various colours, by using spangles of different metals, since 
the colour of the spark varies with the metal. 

1817. Effect of rarefied air, — When the electric fluid passes 
through air, the brilliancy and colour of the light evolved depends 
on the density of the air. In rarefied air the light is more diffused 
and less intense, and acquires a reddish or violet colour. Its colour, 
however, is affected, as has been just stated, by the nature of the 
conductors between which the current flows. When it issues from 
gold the light is green, from silver red, from tin or 
zinc white, from water deep yellow inclining to 
orange. 

It is evident that these phenomena supply the 
means of producing electrical apparatus by which 
an infinite variety of beautiful and striking lumi- 
nous effects may be produced. 

When the electricity escapes from a metallic point 

in the dark, it forms an aigrette,^. 525., which 

will continue to be visible so long as the machine 

is worked. 

The luminous effect of electricity in rarefied air is exhibited by an 




Fig. 625. 




Fig. 526. 
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apparatus, fig, 626., consisting of a glass receiver h h\ which can be 
screwed upon the plate of an air-pump and partially exhausted. The 
electric current passes between two metallic balls attached to rods, 
which slide in air-tight collars in the covers of the receiver hV . 

It is observed that the aigrettes formed by the negative fluid are 
never as long or as divergent as those formed by the positive fluid, 
an effiBCt which is worthy of attention as indicating a distinctive 
character of the two fluids. 

1818. Experimental imitation of the auroral light — This phe- 
nomenon may be exhibited in a still more remarkable manner by 
using, instead of the receiver h h\ a glass tube two or three inches 
in diameter, and about thirty inches in length. In this case a pointed 
wire being fixed to the interior of each of the caps, one is screwed 
upon the plate of the air-pump, while the external knob of the other 
is connected by a metallic chain with the prime conductor of the 
electrical machine. When the machine is worked in the dark, a suc- 
cession of luminous phenomena will be produced in the tube, which 
bear so close a resemblance to the aurora borealis as to suggest the 
most probable origin of that meteor. When the exhaustion of the 
tube is nearly perfect, the whole length of the tube will exhibit a 
violet red light. If a small quantity of air be admitted, luminous 
flashes will be seen to issue from the two points attached to the caps. 
As more and more air is admitted, the flashes of light which glide 
in a serpentine form down the interior of the tube will become more 
thin and white, until at last the electricity will cease to be diffused 
through the column of air, and will appear as a glimmering light at 
the two points. 

J.819. Phosphorescent effect of the sparh, — The electric t^ark 
leaves upon certain imperfect conductors a trace which continues to 
be luminous for several seconds, and sometimes even so long as a 
minute after the discharge of the spark. The colour of this species 
of phosphorescence varies with the substances on which it is pro- 
duced. Thus white chalk produces an orange light. With rock 
crystal the light first red turns afterwards white. Sulphate of baryta, 
amber, and loaf sugar render the light green, and calcined oyster- 
shell gives all the prismatic colours. 

1820. Leichtenherg' s figures, — The spark in many cases produces 
effects which not only confirm the hypothesis of two fluids, but indi- 
cate a specific difference between them. One of these has been 
already noticed. The experiment known as Leichtenberg's figures 
presents another example of this. Let two Leyden jars be charged, 
one with positive, the other with negative electricity ; and let sparks 
be given by their 'knobs to the smooth and well-dried surface of a 
cake of resin. Let the surface of the resin be then slightly sprinkled 
.with powder of Semen lycopodii, or flowers of sulphur, and let the 
powder thus sprinkled be blown off. A part will remain attached 
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to the spots where the electric sparks were imparted. At the spot 
which received the positive spark, the adhering powder will have the 
form of a radiating star ; and at the point of the negative spark it 
will have that of a roundish clouded spot. 

1821. Experiments indicating specific differences between the two 
fluids. — If lines and figures be traced in like manner on the cake of 
resin, some with the positive and some with the negative knob, and 
a powder formed of a mixture of sulphur and minium be first 
sprinkled over "the cake and then blown ofij the adhering powder 
will mark the traces of the two fluids imparted by the knobs, the 
traces of the positive fluid being yellow, and those of the negative 
red. In this case the sulphur is attracted by the positive electricity, 
and is therefore itself negative ) and the minium by the negative elec- 
tricity, and is therefore itself positive. The mechanical effects of the 
two fluids are also different, the sulphur powder being arranged in 
divergent lines, and the minium in more rounded and even traces. 

Let two Leyden jars, one charged with positive and the other with 
negative electricity, be placed upon a plate of glass coated at its 
under surface with tinfoil at a distance of six or eight inches asunder, 
and let the surface of the glass between them be sprinkled with semen 
lycopodii. Let the jars be then moved towards each other, and let 
their inner coatings be connected by a discharging rod applied to 
their knobs. A spark will pass between their outer coatings through 
the powder, which it will scatter on its passage. The path of the 
positive fluid will be distinguishable from that of 
the negative fluid, as before explained, by the pecu- 
liar arrangement of the powder ; and this difference 
will disappear near the point where the two fluids 
meet, where a large round speck is sometimes seen 
bounded by neither of the arrangements which 
characterize the respective fluids. 

1822. Electric light above the barometric 
column. — The electric light is developed in every 
form of elastic fluid and vapour when its density is 
very inconsiderable. A remarkable example of this 
is presented in the common barometer. When the 
mercurial column is agitated so as to oscillate in 
the tube, the space in the tube above the column 
becomes luminous, and is visibly so in the dark. 
This phenomenon is caused by the effect of the 
electricity developed by the friction of the mercury 
and the glass upon the atmosphere of mercurial 
vapour which fills the space above the column in 
the tube. 

1823. CavendisNs electric barometer. — The electric barometer of 
Cavendish, fi^. 627., illustrates this in a striking manner. Two 

24* 
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barometers are connected at the top by a curved tube, so that the 
spaces above the two columns communicate with each other. Wben 
the ihfltrument is agitated so as to make the columns oscillate, electric 
light appears in the curved tube. 

1824. Luminous effects produced hy imperfect conductors, — The 
electric spark or charge transmitted by means of the universal dis- 
charger and Leyden jar or battery through various imperfect con- 
ductors, produces luminous effects which are amusing and instructive. 

Place a small melon, citron, apple, or any similar fruit on the 
stand of the discharger; arrange the wires so that their ends are not 
far asunder, and at the moment when the jar is discharged the fruit 
becomes transparent and luminous. One or more eggs may be 
treated in the same manner if a small wooden ledge be so contrived 
that their ends may just touch, and the spark can be sent through 
them all. Send a charge through a lump of pipe-clay, a stick of 
brimstone, or a glass of water, or any coloured liquid, and the entire 
mass of the substance will for a short time be rendered luminous. 
As the phosphorescent appearance induced is by no means powerful, 
it will be necessary that these experiments should be performed in a 
dark room, and indeed the effect of the other luminous electrical phe- 
nomena will be heightened by darkening the room. 

1825. Attempt to explain electric lightj — the thermal hypothec. 
— No explanation of the physical cause of the electric spark, or of 
the luminous effects of electricity, has yet been proposed which has 
commanded general assent. It appears certain, for the, reasons 
already stated, and from a great variety of phenomena, that the elec- 
tric fluids themselves are not luminous. The light, therefore, which 
attends their motion must be attributed to the media, or the bodies 
through which or between which the fluids move. Since it is certain 
that the passage of the fluids through a medium developes heat in 
greater or less quantity in such medium, and since heat, when it 
attains a certain point, necessarily developes light, the most obvious 
explanation of the manifestation of light was to ascribe it to a mo- 
mentary and extreme elevation of temperature, by which that part of 
the medium, or the body traversed by the fluid, becomes incandescent. 

According to this hypothesis, the electric spark and the flash of 
lightning are nothing more than the particles of air, through which 
the electricity passes, rendered luminous by intense heat. There is 
nothing in this incompatible with physical analogies. Flame we 
know to be gas rendered luminous by the ardent heat developed in 
the chemical combinations of which combustion is the effect. 

1826. Hypothesis of decomposition and recomposition. — ^Accord- 
ing to another hypothesis, first advanced by Ritter and afterwards 
adopted by Berzelius, Oersted, and Sir H. Davy, the electric fluids 
have strictly speaking no motion of translation whatever, and never 
in fact desert the elementary molecules of matter of which, accord- 
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ing to the spirit of this hypothesis, they form an essential part. 
Each molecule or atom composing a body is supposed to be primi- 
tively invested with an atmosphere of electric fluid, positive or nega- 
tive, as the case may be, which never leaves it. Bodies are accord- 
ingly classed as electro-positive or electro-negative, according to the 
fluid attracted to their atoms. Those atoms which are positive 
attract so much negative fluid, and those which are negative so much 
positive fluid, as is sufficient to neutralize the forces of their proper 
electricities, and then the atoms are unelectrized and in their natural 
state. 

When a body is charged with positive electricity, its atoms act by 
induction upon the atoms of adjacent bodies, and these upon the 
atoms next beyond them, and so on. The fluids in the series of 
atoms through which the electricity is supposed to pass, assumes a 
polar arrangement such as that represented in Jig, 628. 
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Fig. 628. 

The &st atom of the series being surcharged with + electricity acts 
by induction on the second, and decomposes its natural electricity, 
the negative fluid being attracted to the side near the first atom, and 
the positive repelled to the side near the third atom. The same effect 
is produced by atom 2 on atom 3, by atom 3 on atom 4, and so on. 
The surplus positive fluid on 1 then combines with and neutralizes 
the negative fluid on 2 ; and, in like manner, the positive fluid on 2 
combines with and neutralizes the negative fluid on 3, and so on until 
the last atom of the series is left surcharged with positive electricity. 

Such is the hypothesis of decomposition and recomposition which 
is at present in most general favour with the scientific world. 

The explanation which it affords of the electric spark and other 
luminous electric effects, may be said to consist in transferring the 
phenomenon to be explained from the bodies themselves to their com- 
ponent atoms, rather than in affording an explanation of the effect 
in question, inasmuch as the production of light between atom and 
atom by the alternate decomposition and recomposition of the elec- 
tricities stands in as much need of explanation as the phenomenon 
proposed. 

1827. Cracking noise attending electric spark. — The sound pro- 
duced by the electric discharge is obviously explained by the sudden 
displacement of the particles of the air, or other medium through 
which the electric fluid passes. 
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CHAP. XIL 

PHYSIOLOGICAL EFFECTS OF ELECTRICITY. 

1828. Electric 9kock eocplmned. — The material substances which 
enter into the composition of the bodies of animals are generally im- 
perfect conductors. When such a body, therefore, is plac^ in 
proximity with a conductor charged with electricity, its natural elec- 
tricity is decomposed, the fluid of a like name being repelled to the 
side more remote from, and the fluid of the contrary name being 
attracted to the side nearest to, the electrified body. If that body be 
very suddenly removed from or. brought near to the animal body, 
the fluids of the latter will suddenly suffer a disturbance of their 
equilibrium, and will either rush towards each other to recombine, 
or be drawn from each other, being decomposed; and owing to the 
imperfection of the conducting power of the fluids and solids com- 
posing the body, the electricity in passing through it will produce a 
momentary derangement, as it does in passing through air, water, 
paper, or any other imperfect conductor. If this derangement do 
not exceed the power of the parts to recover their position and orga- 
nization, a convulsive sensation is felt, the violence of which is greater 
or less according to the force of electricity and the consequent 
derangement of the organs ; but if it exceed this limit, a permanent 
injury, or even death, may ensue. 

1829. Seccmdary shock. — It will be apparent from this, that the 
nervous effect called the electric sihock does not require that any elec- 
tricity be actually imparted to, abstracted from, or passed through the 
body. The momentary derangement of the natural electricity is 
sufficient to produce the effect with any degree of violence. 

The shock produced thus by induction, without transmitting elec- 
tricity through the body, is sometimes called the secondary slwck. 

The physiological effects of electricity are extremely various, 
according to the quantity and intensity of the charge, and according 
to the part of the body affected by it, and according to the manner 
in which it is imparted. 

1830. Effect produced on the skin hy proximity to an electrified 
hody. — When the back of the hand is brought near to the glass 
cylinder of the machine, at the part where it passes from under the 
silk flap, and when therefore it is strongly charged with electricity, 
a peculiar sensation is felt on the skin, resembling that which would 
be produced by the contact of a cobweb. The hairs of the skin 
being negatively electrified by induction, are attracted and drawn 
against their roots with a slight force. 

1831. Effect of the sparks taken on the knuckle. — The effect of 
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tbe shock produced by a spark taken from the prime conductor by 
the knuckle is confined to the hand ; but with a very powerful ma- 
chine, it will extend to the elbow. 

1832. Methods of4imiting and regulating the shock hy a jar, — 
The effects of the discharge of a Leyden jar extend through the whole 
body. The shock may, however, be limited to any desired part or 
member by placing two metallic plates connected with the two coat- 
ings of the jar on opposite sides of the part through which it is de- 
sired to transmit the shock. 

1833. Effect of discharges of various force. — The violence of the 
shock depends on the magnitude of the charge, and may be so in- 
tense as to produce permanent injury. The discharge of a single jar 
is sufficient to kill birds, and other smaller species of animals. The 
discharge of a moderate^ized battery will kill rabbits, and a battery 
of a dozen square feet of coated surface will kill a large animal, es- 
pecially if the shock be transmitted through the head. 

1834. Phenomena observed in the autopsis after death hy the 
shock. — When death ensues in such cases, no organic lesion or other 
injury or derangement has been discovered by the autopsis ; never- 
theless, the violence of the convulsions which are manifested when 
the charge is too feeble to destroy life, indicates a nervous derange- 
ment as the cause of death. 

1835. Effects of a long successkm of moderate discharges. — A 
succession of electric discharges of moderate intensity, transmitted 
through certain parts of the body, produce alternate contraction and 
relaxation of the nervous and muscular organs, by which the action 
of the vascular system is stimulated and the sources d animal heat 
excited. 

1836. Effects upon a succession of patients receiving the same dis- 
charge. — ^The electric discharge of a Leyden jar may be transmitted 
through a succession of persons placed hand in hand, the first com- 
municating with the internal, and the last with the external coating 
of the jar. 

In this case, the j^ersons placed at the middle of the series sustain 
a shock less intense tiban those placed near either extremity, — another 
phenomenon which fevors the hypothesis of two fluids. 

1837. Rema/rkahU experiments ofNoUei, Dr. Watson, and others. 
— A shock has in this manner been sent through a regiment of sol- 
diers. At an early period in the progress of electrical discovery, M. 
Nollet transmitted a discharge through a series of 180 men; and at 
the convent of Carthusians a chain of men being formed extending 
to the length of 5400 feet, by means of metallic wir«s extended be- 
tween every two persons composing it, the whole series of persons 
was affected by the shock at the same instant. 

Experiments on the transmission of the shock were made in Lon- 
don by Br. Watson, in the presence of the Council of the Royal 
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Society, when a circoit was formed by a wire carried from one sido 
of the Thames to the other over Westminster Bridge. One extremity 
of this wire communicated with the interior of a charged jar^ the 
other was held by a person on the opposite bask of the river. This 
person held in his other hand an iron rod, which he dipped in the 
river. On the other side near the jar stood another person, holding 
in one hand a wire communicating with the exterior coating of the 
jar; and in the other hand an iron rod. This rod he dipped in the 
river; when instantly the shock was received by both persons, the 
electric fluid having passed over the bridge, through the body of the 
person on the other side, through the water across the river^ through 
the rod held by the other person, and through his body to the ex- 
terior coating of the jar. Familiar as such a fact may now appear, 
it is impossible to convey an adequate idea of the amazement bor- 
dering on incredulity with which it was at that time witnessed. 



^/SA^M^AAM/%AAM/\M^A^A/VWV%A/\AAA/>^M 



CHAP. xm. 

CHEMICAL AND BLAONETIC EFFECTS OF ELECTBICITY. 

1838. Phenomena which mpph/ the ham of the electro-chemtccU 
theory, — If an electric charge be transmitted through certain com- 
pound bodies they will be resolved into their constituents, one com- 
ponent always going in the direction of the positive, and the other 
of the negative fluids. This class of phenemena has supplied the 
basis of the electro-chemical hypothesis already briefly noticed (1826). 
The constituent which goes to the positive fluid is assumed to consist 
of atoms which are electrically negative, and that which goes to the 
negative fluid, as consisting of atoms electrically positive. 

1839. Faradai/s experimental illustration of this, — This class 
of phenomena is more prominently developed by voltaic electricity, 
and will be more fully expliuned in the following Book. For the 
present it will therefore be sufficient to indicate an example of this 
species of decomposition by the electricity of the ordinary machine. 
The following experiment is due to Professor Faraday. 

Lay two pieces of tinfoil T t', fig. 528. a, on a glass plate, one 
being connect^ with the prime conductor of the machine, and the 
other with the ground. Let two pieces of platinum wire P p', rest- 
ing on the tinfoil, be placed with their points on a drop of the solu- 
tion of the sulphate of copper c, or on a piece of bibulous paper 
wetted with sulphate of indigo in muriatic acid, or iodide of potassium 



Digitized by LjOOQIC 



CHEMICAL EFFECTS OF ELECTRICITY. 287 

in starchy or litmus paper wetted with a solution of common salt or 
of sulphate of soda^ or upon turmeric paper containing sulphate of 
soda. 




Fig. 528 a. 

In all these cases the solutions are decomposed : in the first^ the 
copper goes to the positive wire ; in the second the indigo is bleached 
by the chlorine discharged at the same wire ; in the third the iodine 
is liberated at the same wire ; in the fourth the litmus paper is red- 
dened by the acid evolved at the positive wire, and when muriatic is 
used, it is bleached by the chlorine evolved at the same wire ; and, 
in fine, in the fifth case, the turmeric paper is reddened by the alkali 
evolved at the negative wire. 

1840. Effect of an dectric discharge on a magnetic needle. — 
Wh^n a stream of electricity passes over a steel needle or bar of iron, 
it produces a certain modification in its magnetic state. If the needle 
be in its natural state it is rendered magnetic. If it be already mag- 
netic its magnetism is modified, being augmented or diminished in 
intensity, according to certain conditions depending on the direction 
of the current and the position of the magnetic axis of the needle ; 
or it may have its magnetism destroyed, or even its polarity reversed. 

This class of phenomena, like the chemical e£fects just mentioned, 
are, however, much more fully developed by voltaic electricity ; and 
we shall therefore reserve them to be explained in the following 
Book. Meanwhile, however, the following experiments will show 
how common electricity may deyelop them. 

1841. Experimental illustration of this. — Place a narrow strip 
of copper^ about two inches in length, on the stage of the universal 
discharger, and over it place a leaf of any insulating material, upon 
which place a sewing needle transversely to the strip of copper. 
Transmit several strong charges of electricity through the copper. 
The needle will then be found to be magnetized, the end lying on the 
right of the current of electricity being its north pole. 

If the same experiment be repeated, reversing the position of the 
needle, it will be demagnetized. But by repeating the electric dis- 
charges a greater number of times, it will be magnetized with the 
poles reversed. 
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1842. Discovery of galvanism. — ^In tracing the progress of physi- 
cal science; the greatest discoveries are frequently found to originate, 
not in the sagacity of observers, but in circumstances altogether 
fortuitous. One of the most remarkable examples of this is pre- 
sented by Voltaic Electricity. Speaking of the voltaic pile, Arago, 
in his Eloge de Yolta, says, that '< this immortal discovery arose in 
the most immediate and direct manner, from an indisposition with 
which a Bolognese lady was affected in 1790, for which her medical 
adviser prescribed /ro^^-ftro^." 

Galvani, the husband of the lady, was Professor of Anatomy in 
the University of Bologna. It happened that several frogs, prepared 
for cooking, lay upon the table of his laboratory, near to which his 
assistant was occupied with an electrical machine. On taking sparks 
from time to time from the conductor, the limbs of the frogs were 
affected with convulsive movements resembling vital action. 

This was the effect of the inductive action of the electricity of the 
conductor upon the highly electroscopic organs of the frogs; but 
Galvani was not sufl&ciently conversant with this branch of physics to 
comprehend it, and consequently regarded it as a new phenomenon. 
He proceeded to submit the limbs of frogs to a course of experiments, 
with the view to ascertain the cause of what appeared to him so 
strange. For this purpose, he dissected several frogs, separating the 
legs, thighs, and lower part of the spinal column from the remainder, 
so as to lay bare the lumbar nerves. He then passed copper hooks 
through that part of the dorsal column which remained above the 
junction of the thighs, without any scientific object, but merely for 
the convenience of suspending them until required for experiment. 
It chanced, also, that he suspended these copper hooks upon the iron 
bar of the balcony of his window, when, to his inexpressible aston- 
ishment, he found that whenever the wind or any other accidental 
cause brought the muscles of the leg into contact with the iron bar, 
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the limbs were affected Ijy convulsive movements similar to those 
produced bj the sparks taken from the conductor of the electric 
machine. 

This fact, reproduced and generalized, supplied the foundation of 
the theory of animal electricity propounded by Galvani, and for a 
considerable time universally accepted. In this theory it was 
assumed, that in the animal economy there exists a specific source of 
electricity ; that at the junction of the nerves and muscles this elec- 
tricity is decomposed, the positive fluid passing to the nerve, and the 
negative to the muscle; and that, consequently, the nerve and muscle 
are in a state of relative electrical tension, analogous to that of the 
internal and external coatings of a charged Leyden jar. When, 
under these circumstances, rods of metal z 0,^. 629., are applied, 
one to the nerve, and the other to the muscle, the opposite electri- 
cities rush towards each other along the conducting rods j a discharge 

of the nerve and muscle takes place, like 
that of the Leyden jar; and this mo- 
mentary derangement of the electrical 
condition of the organ produces the con- 
vulsive movement. 

1843 . VoUa's correction of Galvani^ s 
tlieory. — Volta, then Professor of Natu- 
ral Philosophy at Como, and afterwards 
at Pavia, repeating the experiments of 
Galvani, overturned his theory by va- 
rious ingenious experimental tests, one 
Fig. 629. of which consisted in showing that the 

effects of the electric shock were equally 
produced when both metallic rods were applied to the muscle, neither 
touching the nerve. He contended that Galvani, in taking the nerve 
and muscle to represent the coatings of the Leyden jar, and the 
metallic rods the discharging conductor, had precisely inverted the 
truth, for that the rods represented the jar, and the nerve and muscle 
the conductor. 

If the rods, as Galvani supposed, played the part of the metallic 
conductor, communicating between the opposite electricities imputed 
to the nerve and muscle, a single rod of one uniform metal would 
serve this purpose, not only as well, but better than two rods of 
different metals; whereas, the presence of two different metals in 
contact, was essential to the development of the phenomenon. 

In fine, Volta maintained, and ultimately proved, that the electri- 
city decomposed, was not that of the nerve and muscle, but that of 
the metallic rods ; that the seat of the decomposition was not the 
junction of the nerve and muscle, but the junction of the two metals; 
that the positive and negative fluids passed, not upon the nerve and 
muscle, but upon the iron and copper forming the rods flowing in 
II. 25 
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opposite directions from their point of junction ; and that, in fine^ 
the nerve and mnscle, or the latter alone, served merely as the con- 
ductor by which the opposite electricities developed on the metals 
were recomposed, exactly as they would if placed between the internal 
and external coatings of a charged Leyden jar. 

1844. Theory of animal dectricih/ eayploded. — After a conflict 
of some years' duration, the animal electricity of Galvani fell before 
the irresistible force of the reasoning and experiments of Volta, 
whose theory obtained general acceptation. This form of electric 
agency has since been denominated indifferently, galvanism or 

VOLTAIC ELECTRICITY. 

1845. Contact hypothecs of YoUa, — According to the hypothesis 
of Volta, now known as the contact theory, any two different 
metals, or, or, more generally, any two different bodies which are 
conductors of electricity, being placed in contact, a spontaneous 
decomposition of their natural electricity will be effected at their 
surface of contact, the positive fluid moving from such surface and 
diffusing itself over the one, and the negative moving in the contrary 
direction and diffusing itself over the other, the surface of contact 
constituting a neutral line separating the two fluids. 

1846. Ulectro-motive force. — This power of electric decomposition 
was called by Volta, electro-motive force. 

Different bodies placed in contact manifest different electro-motive 
forces, the energy of the electro-motive force being measured by the 
quantity of electricity decomposed. 

Its direction and intensify. — The electro-motive force acts on the 
two fluids in opposite directions, but it will be convenient to designate 
its direction by that of the positive fluid. 

To indicate, therefore, the electro-motive force developed when 
any two conductors are placed in contact, it is necessary to assign the 
energy and direction of such force, which is done by showing the 
intensity of the electricity developed, and the conductor towards 
which the positive fluid is directed. 

1847. Classification of bodies according to their electro-motive 
property. — Although the results of experimental research are not 
in strict accordance on these points, the electric tensions produced 
by the mere contact of heterogeneous conductors being in general so 
feeble as to elude the usual electroscopic tests, it has nevertheless 
been found, that bodies may be arranged so that any one placed in 
contact with another holding a lower place in the series, will receive 
the positive fluid, the lower receiving the negative fluid, and so that 
the electro-motive force of any two shall be greater the more distant 
they are from each other in the series. How far the results of expe- 
rimental researches are in accordance on these points, will be seen by 
comparing the following series of electromotors given by Volta, Pfaff, 
Henrici, and Peclet : — 
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Voltju 


Pfaff. 


Benrici. 


Peclct. 


Zinc. 


Zinc. 


Zinc. 


Zinc. 


Lead. 


Lead. 


Lead. 


Lead. 


Tin. 


Cadmium. 


Tin. 


Tin. 


Iron. 


Tin. 


Antimony. 


Bismuth. 


Copper. 


Iron. 


Bismuth. 


Antimony. 


Silver. 


Bismuth. 


Iron. 


Iron. 


Graphite. 


Cobalt. 


Brass. 


Copper. 


Charcoal. 


Arsenia 


Copper. 


Silver. 




Copper. 


Silver. 


Gold. 




Antimony. 


Mercury. 


Platinum. 




Platinum. 


Gold. 






Gold. 


Platinum. 






Mercury. 








Silver. 








Charcoal. 







To which Pfaff adds the following mineral substances in the order 
here given : Argentum vitreum (vitreous silver ore), sulphurous 
pyrites, cuprum mineralisatum pyritaceum (yellow copper ore), 
galena, crystallized tin, niccolum sulphuratum arsenicum pyritaceum 
(arsenical mundick), molybdena, protoxide of uranium, oxide of tita- 
nium, graphite, wolfram (tungstate of iron and manganese), gypsum 
stillatium, crystallized amber, peroxide of lead(?) 

It is to be understood, that, according to the results of the experi- 
mental researches of the observers above named, the electro-motive " 
force produced by the contact of any two of the bodies in the pre- 
ceding series will be directed from that which holds the lower to 
that which holds the higher place, and that the energy of such electro- 
motive force will be greater the more remote the one body is from 
the other in the series. 

1848. Relation of ekctro-motive force to susceptibility of oxida^ 
tion. — The mere inspection of these several series will suggest the 
general conclusion, that the electro-motive force is directed from the 
kss to the more oxidable body, and that the more the one exceeds 
the other in its susceptibility of oxidation, the more energetic will 
be the electro-motive force. Thus, a combination of zinc with plati- 
num produces more electro-motive energy than a combination of zinc 
with any of the more oxidable metals. 

If several electromotors of the series be placed in contact in any 
order, the total electro-motive force developed is found to be the same 
as if the first were immediately in contact with the last. The inter- 
mediate elements are therefore in this case ineflScient. 

1849. Analogy of electro-motive action to induction, — It appears, 
therefore, that when two pieces of different metals taken from the 
series of electromotors, such as zinc and copper for example, are 
brought into contact, an electric state is produced in their combined 
mass similar to that which would be produced by placing an insu- 
lated conductor charged with positive electricity near the copper side 
of the combination. The inductive action of such a conductor would 
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decompose the natural electricity of the combined mass, attracting 
the negative fluid to the side near the conductor, that is, to the cop- 
per element, and repelling the positive fluid to the opposite side, that 
is, to the zinc element. But this is precisely the effect of the electro- 
motive force of the two metals as already described. 

Let z and c, fig^ 530., be cylinders of zinc and copper placed end 
to end. The former will, by the contact, be charged with positive, 
and the latter with negative electricity. Let 
^ ^^^^hI *^® ^^^ cylinders, being insulated, be sepa- 
rated, and the other negatively electrified ; 
but in this case the intensity of the elec- 
tricity developed upon them will be so 
feeble, that it cannot be rendered manifest 
Fig. 530. |jy j^^y ^£ ^^ ordinary electroscopic tests. 

Let it, however, be imparted to the collecting plate of a powerful 
condensing electroscope, and, after the two cylinders z and c are 
discharged, let them be again placed in contact. They will be again 
charged by their electro-motive action, and their charges may, as 
before, be imparted to the collecting plates of the electroscopes ; and 
this process may be repeated until the electricities of each kind accu- 
mulated in the plates of the electroscopes becomes sensible. 

1850. Electro-motive action of gases and liquids. — Several Ger- 
man philosophers have recently instituted elaborate experimental 
researches to determine the electro-motive action of liquids, and even 
of gases, on solids and on each other. The labours of P&ff have 
been especially directed to this inquiry, and have enabled him to 
arrive at the following general conclusions respecting the electro- 
motive force developed by the contact of solid with liquid conductors. 

The electro-motive force produced by the contact of alkaline liquids 
with the metals, is generally directed from the metal to the liquid, 
and its energy is greater the higher is the place held by the metal in 
the series of electromotors TlSlT). Thus, tin, antimony, and zinc, 
in contact with caustic potasn, caustic soda, or ammonia, have a more 
energetic action than platinum, bismuth, or silver. 

The electro-motive force of nitric acid in contact with a metal, is 
invariably directed from the acid to the metal. In this acid, iron 
and platinum are the most powerful, and zinc the most feeble elec- 
tromotors. 

Sulphuric and hydrochloric acid, in contact with those metals 
which stand at the head of the series (1847), develop a force directed 
from the metal to the acid, and in contact with those at the lowest 
part of the series, produce a force directed from the acid to the metal. 
Thus, these acids in contact with the less oxidable metals, as gold, 
platinum, copper, give an electro-motive force directed from the acid 
to the metal; but in contact with the more oxidable, as antimony, 
tin, or zinc, give a force directed from the metal to the acid. 
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When the metals are placed in contact with weak acid, or saline 
solutions generally, the electro-motive force is directed from the metal 
to the liquid, the energy of the force being in general greater the 
higher is the place of the metal in the series of electromotors ('1847). 
In the case of the metals holding the lowest places in the series, the 
electro-motive force is in some instances directed with feeble intensity 
from the liquid to the metal. 

1851. Differences of dpinion as to the origin of electro-motive 
fiction. — Since the date of the discoveries of Volta to the present 
day, opinion has been divided in the scientific world as to the actual 
origin of that electrical excitation which is here expressed by the 
term electro-motive force, and which, as has been explained, Volta 
ascribed to the mere mechanical contact of heterogeneous conductors. 
Some have contended — and among them many of the most eminent 
recent discoverers in this branch of physics ■ — that the real origin of 
the electro-motive force is the chemical action which takes place 
between the solid and liquid conductors; and that, in the cases 
where there is an apparent development of electricity by the contact 
of heterogeneous solid conductors, its real source has been the unper- 
ceived chemical action of moisture on the more oxidable electro- 
motor. Others, without disputing the efficacy of chemical action, 
maintain that it is a secondary agent, merely exciting the electro- 
motive energy of the solid conductors. Thus, Martens holds that 
liquids are not properly electromotors at all, but rather modify the 
electro-motive force of the metals in contact with them ; so that they 
may be considered as sometimes augmenting and sometimes diminish- 
ing the effect of the two metals. It is admitted by the partisans of 
the theory of contact, that the liquids which most powerfully influ- 
ence the electro-motive force of the solids are those which act chemi- 
cally on them with greatest energy. But it is contended, that liquids 
which produce no chemical change on the metal with which they are 
in contact, do nevertheless affect its electro-motive action. 

It fortunately happens, that this polemic can produce no obstacle 
to the progress of discovery, nor can it affect the certitude of the 
general conclusions which have been based upon observed facts; 
while, on the other hand, the spirit of the opposition arising from 
the conflicting theories, has led to experimental results of the highest 
importance. 

Whatever, therefore, be the origin of the electricity developed 
under the circumstances which have been described, we shall con- 
tinue to designate it by the term electro-motive force, by which it 
was first denominated by its illustrious discoverer; and we shall 
invariably designate as the direction of this force that which the 
positive fluid takes in passing from one element to another in the 
voltaic combination. 

1852. Polar arrangement of the fluids in all electro-motive comr 
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hinations, — In every voltaic combination, therefore, the effect of 
the electro-motive force is a polar arrangement of the decomposed 
fluids ; the positive flaid being driven towards that extremity of the 
system to which the electro-motive force is directed, and the negative 
floid retiring towards the other extremity. 

1853. Positive and negative poles. — These extremities are there- 
fore denominated the poles of the system \ that towards which the 
electro-motive force is directed, and where the positive fluid is col- 
lected, being the positive, and the other the negative pole. 

1854. Etectro-motive effect of a liquid interposed between two 
solid conductors, — When a liquid conductor is placed in contact 
with and between two solid conductors, an electrical condition is 
induced; the nature of which will be determined by the quantities 
and direction of the electro-motive forces developed at the two sur- 
faces of contact. The several varieties of condition presented by 

uch a voltaic arrangement are represented in^. 531. to^. 536. 





Fig. 531. 



Fig. 632. 





Fig. 533. 



Fig. 534. 





Fig. 535. 



Fig. 636. 



Let z and o represent the solid, and l the liquid conductors; and 
let the arrows directed from the two surfaces of contact represent 
in each case the direction of the electro-motive forces. 

If the electro-motive forces be both directed to the same pole, as 
in fys, 531., 532., that pole receiving all the positive fluid trans- 
mitted by the conductors will be the positive pole, and the other, 
receiving all the negative fluid transmitted, will be the negative 
pole. 

• The quantity of electricity with which each pole will be charged, 
will be the sum of the quantities developed by the electro-motive 
forces at the two surfaces, diminished by the sum of the quantities 
intercepted by reason of the imperfect conducting power of the liquid 
and solids, and by reason of the quantity intercepted in passing from 
the liquid to the solid conductors at their common surface. 

If tne electro-motive forces be directed to opposite poles, that pole 
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to which the more energetic is directed will he the positive pole. 
The varieties of conditions presented by this case are represented in 
Jigs, 533., 534., 535., and 536. Each pole in these cases receives 
positive fluid from one surface, and negative from the other. That 
to which the more energetic electro-motive force is directed receives 
more positive than negative fluid, and is therefore charged with posi- 
tive fluid equal to their difierence, and is, consequently, the positive 
pole. The other receives more negative than positive fluid, and is, 
consequently, the negative pole. 

In the case represented in fig. 533., the electro-motive force be- 
tween Z and L is the more energetic. A greater quantity of positive 
fluid is received by o from the surface z L than of negative fluid from 
the surface c L, and the surplus of the former above the latter con- 
stitutes the free electricity of the positive pole o. In like manner, 
the quantity of negative fluid received by the pole z from the surface 
z L predominates over the quantity of positive fluid received from the 
surface o l, and the surplus of the former over the latter constitutes 
the free electricity of the negative pole z. 

The like reasoning, mutatis mutandis^ will be applicable to figs, 
534., 536., in which the electro-motive force between z and l is the 
more energetic, and to fig. 535., in which the electro-motive force 
between o and l is the more energetic. 

In all these cases, the quantity of electricity with which the poles 
are charged is the difference between the actual quantities developed 
by the two electro-motive forces, diminished by the difierence between 
the quantities intercepted by the imperfection of the conduction of the 
liquid and solid, and in passing through the surface which separates 
the liquid and solid conductors. 

1855. Electro-motive actum of two liquids between two solids. — 
The quantity of electricity developed may be augmented by placing 
different liquid conductors in contact with the two solid conductors. 
In this case, however, it is necessary to provide some expedient by 
which the two liquids, T^thout being allowed to intermingle, may 
nevertheless be in contact, so that the electricities transmitted from 
the electro-motive surfaces may pass freely from the one liquid to the 
other. This may be accomplished by sepa- 
/ rating the liquids by a diaphragm or parti- 

tion composed of some porous material, 
which is capable of imbibing the liquids, 
without being sufficiently open in its texture 
to allow the liquids to pass in any conside- 
Pig. 637. rable quantity through it. A partition of 

unglazed porcelain is found to answer this 
purpose perfectly. Such an arrangement is represented in fig. 537., 
where z and c are the solid electromotors, l and l' the two liquids, 
and p the porous partition separating them. 
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1856. Practical examples of such comhinaiions, — ^As a practical 
example of the application of these principles, let the liquid L, fig, 
531., be concentrated sulphuric acid placed between a plate of zinc z, 
and a plate of copper o. In this case the electro-motive force is di- 
rected from z to L, and from L to c ; and, consequently, the tension 
of the negative electricity on z, and the positive electricity on o, will 
be the sum of the tensions transmitted from the two surfaces, and z 
will be the negative, and c the positive pole (1854). 

If the liquid be a dilute solution of acid or salt, or a strong alka- 
line liquid, the electro-motive forces are both directed from the 
metal to the liquid, but that of the zinc is more energetic than that 
of the copper; consequently z, fig, 533., will in this case be the 
negative, and c the positive pole, the energy of the combination 
being proportional to the difiference of the two electro-motive 
forces. 

If the liquid be concentrated nitric acid, the electro-motive forces 
will be both directed from the liquid to the metals. In this case 
the zinc z, fig. 535., being the more feeble electromotor, the 
copper element c will be the positive, and the zinc z the negative 
pole. 

If two different liquids be interposed between plates of the same 
metal, the conditions which affect the development of electricity may 
be determined by similar reasoning. 

If .z and 0, fig, 537., be two plates of the same metal, and L and 
l' be two liquids, between which and the metal there are unequal 
electro-motive forces, the effect of such an arrangement will be a 
polar development, the positive pole being that to which the electro- 
motive forces are directed if they have a common direction, and that 
of the more energetic if they act in opposite directions. The inten- 
sity of the charge at the poles, will be in the one case the sum, and 
in the other the difference of the quantities of fluid transmitted. 

As a practical example of the application of this principle, let the 
metals z and o be both platinum, and let 9 be an alkaline solution, 
and l' concentrated nitric acid. In this case the electro-motive forces 
will be directed from z to L, and from il to o, and the effect of the 
arrangement will be similar to that represented in fig, 531. 

1857. Most powerful combinations determined, — The most pow- 
erful voltaic arrangements are produced by taking two metals from 
the extremes of the electro-motive series (1847), and interposing 
between them two liquids, the electro-motive force of one being 
directed from the metal to the liquid, and of the other from the liquid 
to the metal, and so selecting the liquids, subject to this latter condi- 
tion, as to have the greatest possible electro-motive action on the 
respective metals. 

Observing these principles, voltaic combinations of extraordinary 
power have been produced by interposing dilute sulphuric l, fig. 
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587., and concentrated nitric acid il, between zinc z, and carbon or 
platinum C. In such a combination, strong electro-motive forces are 
developed, directed from the zinc to the acids, and from the acids to 
the carbon or platinum. The zinc is therefore the negative^ and the. 
carbon or platinum the positive pole of the system. 

1858. Form of electro-motive combination, — We have selected 
the form of parallel plates or columns, which has been supposed in 
the arrangements here described, merely because of the clearness and 
simplicity which it gives to the exposition of the principles upon 
which all voltsdc combinations act. This form, although it was that 
of the earhest voltaic systems, and is still in some cases adhered to, 
is neither essential to the principle of such arrangements, nor conve- 
nient where the development of great force is required. In order to 
obtain as great an extent of electro-motive surface in as small a 
volume as is practicable, the form of hollow cylinders of varying 
diameters, placed concentrically in cylindrical vessels a little larger, 
and containing the exciting liquid, is now generally preferred. 

1859. Volta*s first combination, — The simple arrangements first 
adopted by Volta consisted of two equal discs of metal, one of zinc, 
and the other of copper or silver, with a disc of cloth or bibulous 
card, soaked in an.- acid or saline solution, between them. These 
were usually laid, with their surfaces horizontal, one upon the 
other. 

1860. WoUaston^s combination. — The late Dr. Wollaston pro- 
posed an arrangement, in which the copper plate was bent into two 
parallel plates^ a space between them being left for the insertion of 
the zinc plate, the contact of the plates being prevented by the 
interposition of bits of cork or other non-conductOT. The system 
thus combined was immersed in dilute acid contained in a porcelain 



1861. Hare's spiral arravgement. — ^This consists of two metallic 
plates, one of zinc and the other of copper, of equal length, rolled 
together into the form of a spiral, a space of a quarter of an inch 
being left between them. They are maintained parallel without 
touching, by means of a wooden cross at top and bottom, in which 
notches are provided at proper distances, into which the plates are 
inserted, the two crosses having a common axis. This combination 
is let into a glass or porcelain cylindrical vessel of corresponding 
magnitude, containing the exciting liquid. 

This arrangement has the great advantage of providing a very con- 
siderable electro-motive surface with a very small volume. 

The exciting liquid recommended for these batteries when great 
power is desired, is a solution in water of 2} per cent, of sulphuric, 
and 2 per cent, of nitric acid. A less intense but more durable 
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action may be obtained by a solution of common salt^ or of 3 to 5 
per cent, of sulphuric acid only. 

1862. Amalgamation of the zinc. — ^Whatever be the form of the 
arrangement^ its force and uniformity of action will be promoted by 
amalgamating the zinc element^ which may be best accomplished in 
the following manner. 

Immerse the rough plate or cylinder of zinc in a solution of sul- 
phuric acid containing from 12 to 16 per cent, of acid, until the thin 
film of oxyde which usually collects on the surface of the metal be 
dissolved. Then wash it well in water, and immerse it in a dilute 
solution of the nitrate of mercury. After a short time a perfectly 
uniform amalgam will be formed on the surface of the zinc. Let 
the zinc be then washed in water and rubbed dry with saw-dust. 

1863. Cylindrical combination with one fluid. — ^Voltaic systems 
of the cylindrical form usually consist of two hollow cylinders of 
different metals, one of which, however, is always zinc. The exciting 
liquid being placed in a cyHndrical vessel a little longer than the 
greater of the two hollow metallic cylinders, these are immersed in 
it concentrically with it and with each other. A part of each pro- 
jecting from the top of the vessel becomes the pole of the system. 

Such a combination is represented in vertical section in^^. 538.^ 
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Fig. 638. 



Fig. 639. 



where V V is a vessel of glazea porcelain, containing the acid or 
saline solution, z z is a hollow cylinder of zinc, and c c a similar 
hollow cylinder of copper, each being open at both ends, and sepa- 
rated from each other by a space of a quarter to half an inch. Strips 
of metal c P and z N represent the poles, that connected with the 
zinc being the negative, and that connected with the copper being 
the positive pole. 

In some cases the porcelain vessel v V is dispensed with, and the 
acid solution is placed in a cylindrical copper vessel, in which the 
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Fig. 540. 



hollow cylinder of zino is immersed, resting upon some non-condnct- 
ing support. Such an arrangement is represented in Jig. 639., in 
vertical section, c being the copper vessel, z z the zino cylinder, and 
p and N the poles. 

1864. Cylindrical combinations vnth two fluids, — Cylindrical 

arrrangements with two exciting 
liquids are made in the following 
manner. The hollow cylinder of 
zinc zz, open at both ends as 
already described, is placed in a 
vessel of glazed porcelain v v, 
fig. 540. Within this is placed 
a cylindrical vessel vv, of un- 
glazed porcelain, a little less in 
diameter than the zinc z z, so 
that a space of about a quarter 
of an inch may separate their sur- 
faces. In this vessel vv, is in- 
serted a cylinder o of platinum, 
open at the ends, and a little less 
than vv, so that their surfaces 
may be about a quarter of an inch asunder. Dilute sulphuric acid 
is then poured into the vessel v V, and concentrated nitric acid into 
V V. According to what has been already explained (1857), P pro- 
ceeding from the platinum will then be the positive, and N proceed- 
ing from the zinc the negative pole. 

1865. Grovels hatteri/, — ^This arrangement is known as GtROVe's 
BATTERY. Various modifications have been suggested with the view 
to increase the electro-motive surface of the platinum and economize 
expense. Griiel suggests the use of thin platinum, attached by pla- 
tinum wires to a central axis, from which from 4 to 6 leaves or flaps 
diverge. Poggendorf proposes a single leaf of platinum, greater in 
breadth than the diameter of the vessel tJ v in the ratio of about 3 
to 2, and bent into the form of an S, so as to pass freely into it. 
Pfaff proposes to coat the inner surface of the vessel v v with leaf 
platinum. Peschel affirms, after having tried this expedient, that it 
is less eflfective than the former. 

In these systems it is recommended to use a solution of sulphuric 
acid containing from 10 to 25 per cent, of acid, and nitric acid of 
the specific gravity of 1*33. 

1866. Bunsen's battery, — The voltaic system known as Bunsen's, 
is similar to the preceding, substituting charcoal for platinum. The 
charcoal cylinder used for this purpose, is made from the residuum 
taken from the retorts of gas-works. A strong porous mass is pro- 
duced by repeatedly baking the pulverized coke, to which the re- 
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Fig. 541. 



quired form is eaaily imparted. Messrs. Delenil and Son, of Paris, 
have fabricated batteries on this principle with great success. I have 
one at present in use consisting of fifty pairs of zinc and carbon 
cylinders, the zinc being 2^ inches diameter, and 8 inches high, which 
performs very satisfactorily. 

The electro-motive forces of Grove's and Bunsen's batteries are 
considered to be, ceteris paribus, equal. 

1867. DanieVs constant hatter^. — The vol- 
taic arrangement known as Daniers constant 
battery consists of a copper cylindrical vessel 
CGjfig. 541., widening near the top ad. In 
this is placed a cylindrical ^vessel of unglazed 
porcelain p. In this latter is placed the hollow 
cylinder of zinc z, already described. The 
space between the copper and porcelain vessels 
is filled with a saturated solution of the sul- 
phate of copper, which is maintained in a state 
of saturation by crystals of the salt placed in 
the wide cup a 6 c ^, in the bottom of which is a grating composed 
of wire carried in a zigzag direction between two concentric rings, as 
represented in plan at a. The vessel p, containing the zinc, is filled 
with a solution of sulphuric acid, contain- 
^ ;* ing from 10 to 25 per cent, of acid when 
wn greater electro-motive power is required, 
and from 1 to 4 per cent, when more mode- 
rate action is sufficient. 

1868. Pbuille^s modification ofDanieCs 
battery, — The following modification of 
Daniel's system was adopted by M. Pouillet 
in his experimental researches. A hollow 
cylinder a, fi^. 542., of thin copper, is 
ballasted with sand 6, having a flat bottom 
c, and a conical top d. Above this cone 
the sides of the copper cylinders are con- 
tinued, and terminate in a flange e. Be- 
tween this flange and the base of the cone, 
and near the base, is a ring of holes. This 
copper vessel is placed in a bladder which 
fits loosely like a glove, and is tied round the neck under the flange 
e. The saturated solution of the sulphate of copper is poured into 
the cup above the cone, and, flowing through the ring of holes, fills 
the space between the bladder and the copper vessel. It is main- 
tained in its state of saturation by crystals of the salt deposited in 
the cup. 

This copper vessel is then immersed in a vessel of glazed porcelain 




Fig. 542. 
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t, contaiDiDg a solution of the sulphate of zinc or the chloride of 
sodium (common salt). A hollow cylinder of zinc h, split down the 
side so as to be capable of being enlarged or contracted at pleasure, 
is immersed in this solution surrounding the bladder. The poles are 
indicated by the conductors^ and n, the positive proceeding from the 
copper, and the negative from the zinc. 

M. Pouillet states that the action of this apparatus is sustained 
without sensible variation for entire days, provided the cup above the 
cone d is kept supplied with the salt, so as to maintain the solution 
in the. saturated state. ^ 

1869. Advantages and disadvantages of these several si/sterns. — 
The chief advantage of Daniel's system is that from which it takes 
its name, its constancy. Its power, however, in its most efficient 
state, is greatly inferior to that of the carbon or platinum systems of 
Bunsen and Grove. A serious practical inconvenience, however, 
attends all batteries in which concentrated nitric acid is used, owing 
to the diffusion of nitrous vapour, and the injury to which the parties 
working them are exposed by respiring it. In my own experiments 
with Bunsen's batteries the assisljints have been often severely 
affected. 

In the use of the platinum battery of Grove, the nuisance pro- 
duced by the evolution of nitrous vapour is sometimes mitigated by 
enclosing the cells in a box, from the lid of which a tube proceeds 
which conducts these vapours out of the room. 

In combinations of this kind, Dr. O'Shaugnessy substituted gold 
for platinum, and a mixture of two parts by weight of sulphuric acid 
to one of saltpetre for nitric acid. 

1870. Smee^s lattery. — The voltaic combina- 
tion called Smee's battery, consists of a porce- 
lain vessel A, Jig. 543, containing an acid solution, 
which may be about 16 per cent, of sulphuric 
acid in water. A plate of iron or silver s, whose 
surfaces are platinized by a certain chemical pro- 
cess, is suspended from a bar of wood a, between 
two plates of zinc Zy suspended from the same bar 
without contact with the plate s. The electro- 
motive action is explained on the same principle 
as the combinations already described. Mr. Smee 
claims, as an advantage for this system, its great 
simplicity and power, the quantity of electricity 
Fig. 643. evolved being, ceteris paribus, very great, and the 
manipulation easy. 

1871. Wheatstone's system. — Professor Wheatstone has proposed 
II 26 
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Fig. 544. 



the oombiiuUion represented in Jig, 544. A 
cjlndrical yessel v v, of unglazed and half-baked 
red earthenware, is placed in another y y larger 
one of glazed porcelain or glass. The vessel 
t; V is filled with a pasty amalgam of zinc, and 
the space between the two vessels is filled with 
a saturated solution of sulphate of copper. In 
the latter solution is immersed a thin cylinder 
of copper cc. A rod or wire of copper n is 
plunged in the amalgam. The electro-motive 
forces of this system are directed from the amal- 
gam to the copper solution ; so that p proceeding 
from the copper cylinder is the positive, and n 
proceeding from the amalgam, is the negative pole. 

The action of this system is said to be constant, like that of Daniel, 
so long at least as the vessel v v allows equally 
free passage to the two fluids, and the state 
of saturation of the copper solution is main- 
tained. 

1872. BagrcUwn's system. — A voltaic ar- 
rangement suggested by the Prince Bagra- 
tion, and said to be well adapted to galvano- 
plastic purposes, consists of parallel hollow 
cylinders, ^^. 545., of zinc and copper, im- 
mersed in sand contained in a porcelain ves- 
sel. The sand is kept wet by a solution of 
hydrochlorate of ammonia. 

1873. BecquereUs system. — M. Becquerel 
has applied the principle of two fluids and a 




Fig. 645. 



single metal, explained in (1856) in the following manner : — 

A porcelain vessel Y, Jig. 546., contains concentrated nitric acid. 
A glass cylinder T, to which is attached a bottom of 
unglazed porcelain, is immersed in it. This cylinder 
contains a solution of common salt. Two plates 
of platinum are immersed, one in the nitric acid, 
and the other in the solution of salt. The electro- 
motive forces take effect, the conduction being main- 
tained through the porous bottom of the glass vessel 
T, the positive pole being that which proceeds from 
the nitric acid, and the negative that which pro- 
ceeds from the salt. 

1874. Schonhein^ s Tnodification of Bunsen's bat- 
tery. — M. Schonbein proposes the following modi- 
fication of Bunsen's system. In a vessel of cast-iron 
Fig. 546. rendered passive, he places a mixture of three parts 
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of concentrated nitric with one of snlphtiric acid. In this he im- 
merses the cylindrical vessel of unglazed porcelain which contains 
the zinc^ immersed in a weak solution of sulphuric acid. In this 
arrangement the cast-iron vessel plays the part of Bunsen's cylinder 
of charcoal. The positive pole is therefore that which proceeds from 
the cast-iron vessel, and the negative that which is 
is connected with the zinc. 

1875. Grove's gas electro-motive apparatus, — 
We shall conclude this synopsis of the simple vol- 
taic combinations with the gas electro-motive appa- 
ratus of Mr. Grove, one of the most curious and 
interesting that has been contrived. Two glass 
tubes h and o,fig. 547., are inverted in a vessel 
containing water sligbtly acidulated with sulphuric 
acid. Hydrogen gas h is admitted into one of these, 
and oxygen o into the other in the usual way. A 
narrow strip of platinum passes at the top of each 
tube through an aperture which is hermetically 
closed around it, the strip descending near to the 
bottoms of the tubes. An electro-motive fdrce is 
developed between the platinum and the gases, which is directed 
from the platinum and the oxygen, and from the hydrogen to the 
platinum. The end of the platinum which issues from the hydrogen 
is therefore the positive, and that which issues from the oxygen the 
negative, pole of the system. 
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1876. Yolta*s invention of the pile. — Whatever may be the effi- 
cacy of simple combinations of electromotors compared one with 
another, the electricity developed even by the most energetic among 
them is still incomparably more feeble than that which proceeds from 
other agencies, and indeed so feeble that without some expedient by 
which its power can be augmented in a very high ratio, it would pos- 
sess very little importance as a physical agent. Volta was not slow 
to perceive this ; but having also a clear foresight of the importance 
of the consequences that must result from it if its energy could be 
increased, he devoted all the powers of his invention to discover an 
expedient by which this object could be attained, and happily not 
without success. 

He conceived the idea of uniting together in a connected and con- 
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tintioiui series^ a number of simple electro-motive combiDations, in 
sach a manner that the positive electricity developed by each should 
flow towards one end of the series, and the negative towards the other 
end. In this way he proposed to multiply the power of the extreme 
elements of the series by charging them with all the electricity de* 
veloped by the intermediate elements. 

In the first attempt to realize this conception, circular discs of 
silver and copper of equal magnitude (silver and copper coin served 
the purpose), were laid one over the other, having interposed between 
them equal discs of cloth or pasteboard soaked in an acid or saline 
solution. A pile was thus formed which was denominated a yol- 
TAio pile ; and although this arrangement was speedily superseded 
by others found more convenient, the original name was retained. 

Such arrangements are still called yoltaio piles, and sometimes 
VOLTAIC BATTERIES, being related to a simple voltaic combination 
in the same manner as a Leyden battery is to a Leyden jar. 

1877. Explanation of the principle of the pile, — To explain the 
principle of the voltaic battery, let us suppose several simple voltaic 
combinations, z'l'c*, z*l*o*, z*lV, z^lV, Jig. 648., to be placed, so 
that the negative poles z shall all look to the left, and the positive o 
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Fig. 648. 

to the right. Let the metallic plates c be extended, and bent into 
an arc, so as to be placed in contact with the plates z. Let the entire 
series be supposed to stand upon any insulating support, and let the 
negative pole i} of the first combination of the series be put in con- 
nection with the ground by a conductor. 

If we express by e the quantify of positive electricity developed 
by z'l'o*, the negative fluid escaping by the conductor, this fluid E 
will pass to c^, and from thence along the entire series to the ex- 
tremity 0*. The combination z^L^c^ acts in this case as the generator 
of electricity in the same manner as the cushion and cylinder of an 
electrical machine, and the remainder of the series zVc*, &c., plays 
the part of the conductor, receiving the charge of fluid from z'l*c*. 

The second combination z*L*c^ being similar exactly to the first, 
evolves an equal quantity of electricity e, the negative fluid passing 
through z^L^c*, and the conductor to the ground. The positive fluid 
passes from z^L^c' to the succeeding combinations to the end of the 
series. 

In the same manner, each successive combination acts as a gene- 
rator of electricity, the negative fluid escaping to the ground by the 



Digitized by LjOOQIC 



VOLTAIC BATTERIES. 3©6 

preceding combinations and the condnctor^ and the poeitive fluid being 
diflFuaed over the succeeding part of the series. 

It appears, therefore, that the conductor p connected with the last 
' combination of the series must receive from each of the four combi- 
nations an equal charge E of positive fluid ; so that the depth or 
quantity of electricity upon it will be four times that which it would 
receive from the single combination z^lV acting alone and uncon- 
nected with the remainder of the series. 

In general, therefore, the intensity of the electricity received by 
a conductor attached to the last element of the series will be as many 
times greater than that which it would receive from a single com- 
bination as there are combinations in the series. If the number of 
combinations composing the series be n, and E be the intensity of the 
electricity developed by a single combination, then w X E will be 
the intensity of the electricity produced at the extremity of the 
series. 

It haa been here supposed, that the extremity z^ of the series is 
connected by the conductor N with the ground. If it be not so con- 
nected, and if the entire series be insulated, the distribution of the 
fluids developed will be difierent. In that case, the conductor p will 
receive the positive fluid propagated from each of the electro-motive 
surfaces to the right, and the conductor N will receive the negative 
fluid propagated from each of these surfaces to the left, and each will 
receive as many times more electricity than it would receive from a 
single combination as there are simple combinations in the series. K, 
therefore, e' express the quantity of fluid which each conductor p and 
N would receive from a single combination z* L* c*, then «- X e' will 
be the quantity it would receive from a series consisting of n simple 
combinations. 

Since two diff'erent metals generally enter with a liquid into each 
combination, it has been usual to call these voltaic combinations pairs; 
so that a battery is said to consist of so many pairs. 

On the Continent these combinations are called elements ; and 
the voltaic pile is said to consist of so many elements, each element 
consisting of two metals and the interposing liquid. 

1878. IJffect of the imperfect liquid conditctors. — In what precedes 
we have considered that all the electricity developed by each pair is 
propagated without resistance or diminution to the poles P and N of 
the pile. This, however, could only occur if the materials composing 
the pile through which the electricity must be transmitted were per- 
fect conductors. Now, although the metallic parts may be regarded 
as practically perfect conductors, the liquid through which the elec- 
tricity must be transmitted in passing from one metallic element to 
another is not only an imperfect conductor, but one whose conduct- 
ing power is subject to constant variation. A correction would there- 
fore be necessary in applying the preceding reasoning, the electricity 

26* 
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received by the poles P and n being less than n X e', by that portion 
which is intercepted or lost in transmission through the liquid con- 
ductors. The amount of the resistance to conduction proceeding ^ 
from the conductors, liquid and metallic, by which the electricity 
evolved at the generating surface is transmitted to the poles of the 
pile, has not been ascertained with any clearness or certainty. 

Professor Ohm, who has investigated the question of the resistance 
of the conductors composing a battery to the propagation of the elec- 
tricity through them, maintains that the intensity of the electricity 
transmitted to the poles of the pile is " directly as the sum of the 
electro-motive forces, and inversely as the sum of all the impediments 
to conduction." We do not find, however, that this law has been so 
developed and verified by observation and experiment as to entitle it 
to a place in elementary instruction. 

1879. Method of developing electricity in great quantity. — ^If the 
object be to obtain a great quantity of electricity, the elements of the 
pile should be combined by connecting the poles of the same name 
with common conductors. Thus, if all the positive poles be connected 
by metallic wires with one conductor, and all the negative poles with 
another, these conductors will be charged with as much electricity as 
would be produced by a single combination, of which the generating 
surfaces would be equal to the sum of the generating surfaces of all 
the elements of the series ; but the intensity of the electricity thus 
developed would not be greater than that of the electricity dieveloped 
by a single pair. 

1880. Distinction between quantity and intcndty important, — It 
is of great importance to distinguish between the quantity and the 
intensity of the electricity evolved by the pile. The quantity de- 
ptfhds on the magnitude of the sum of all the surfaces of the electro- 
meters. The intensity depends on the number of pairs composing 
the series. The quantity is measured merely by the actual quantity 
of each fluid received at the poles. The intensity is proportional, 
cseteris paribus, to the number of pairs transmitting electricity to the 
same pole, the fluids being superposed at the poles, and the intensity 
being produced by such superposition. 

Voltaic piles have been composed and constructed in a great variety 
of forms by combining together the various simple electromotive 
combinations which have been described in the last chapter. 

1881. VoUa' s first pile. — The first pile constructed by Volta was 
formed as follows : — A disc of zinc was laid upon a plate of glass. 
Upon it was laid an equal disc of cloth or pasteboard soaked in acid- 
ulated water. Upon this was laid an equal disc of copper. Upon 
the copper were laid in the same order three discs of zinc, wet cloth, 
and copper, and the same superposition of the same combinations of 
zinc, cloth, and copper was continued until the pile was completed. 
The highest disc (of copper) was then the positive, and the lowest 
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disc ^of zinc) the negative pole^ according to the 
principles already explained. 

It was usual to keep the discs in their places by 
confining them between rods of glass. 

Such a pile, with conducting wires connected 
with its poles, is represented in fig. 649. 

1882. The couronne des lasses, — The next ar- 
rangement proposed by Volta formed a step to- 
wards the form which the pile definitely assumed, 
and is known under the name of the Oouronne 
DBS TASSES (ring of cups) : this is represented in 

?fig, 550., and consists of a series of cups or glasses 
containing the acid solution. Rods of zinc and 
copper z c, soldered together end to end, are bent 
into the form of arcs, the ends being immersed in 



Fig. 649. 




Fig. 660. 



two adjacent cups, so that the metals may succeed each other in 
one uniform order. A plate of zinc, to which a conducting wire N 
is attached, is immersed in the first; and a similar plate of copper, 
with a wire P, in the last cup. The latter wire will be the positive, 
and the former the negative, pole. 

1883. Cruikshank's arrangement. — The next form of voltaic pile 
proposed was that of Cruikshank, represented in^^. 551. This con- 
sisted of a trough of glazed earthenware divided into parellel cells 
corresponding in number and magnitude to the pairs of zinc and 
Copper plates which were attached to a bar of wood, and so connected 
that, when immersed in the cells, each copper plate should be in 
connexion with the zinc plate of the next cell. The plates were 
easily raised from the trough when the battery was not in use. The 
trough contained the acid solution. 

1884. WoUaston's arrangement — In order to obtain within the 
same volume a greater extent of electro-motive surface, Dr. Wollastou 
doubled the copper plate round the zinc plate, without however al- 
lowing them to touch. In this case the copper plates have twice the 
magnitude of the zinc plates. , The system, like the former, is at- 
tached to a bar of wood, and being similarly connected, are either let 
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Fig. 551. 



Fig. 652. 



down into a trough of earthenware divided into cells, as represented 
in fig. 552., or into separate glass or porcelain vessels as represented 
in fig. 553. The latter method has the advantage of affording greater 
facility for discharging and renewing the acid solution. 




Fig. 653. 

1885. Heliacal pile of Faxmliy of Sciences at Paris, — The heli- 
acal pile is a voltaic arrangement adapted to pro- 
duce electricity of low tension in great quantity. 
This pile, as constructed for the Faculty of Sciences at 
Paris under the direction of M. Pouillet, consists of 
a cylinder of wood 6, fig. 554., of ahout four inches 
diameter and fifteen inches long, on which is rolled 
spirally two thin leaves of zinc and copper sepa- 
rated by small bits of cloth, and pieces of twine 
extended parallel to each other, having a thickness 
a little less than the cloth. A pair is formed in 
this manner, having a surface of sixty square feet. A single combi- 




Fig. 654. 
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nation of this kind evolves electricity in large quantity, and a battery 
composed of twenty pairs is an agent of prodigious power. 

The method of immersing the combination in the 
acid solution is represented in fig, 555. 

18&6. Piles are formed by connecting together 
a number of any of the simple electro-motive com- 
binations described in the last chapter, the condi- 
tions under which they are connected being always • 
the same, the positive pole of each combination be- 
ing put in metallic connexion with the negative 
pole of the succeeding one. When the combina- 
tions are cylindrical, it is convenient to set them 
in a framing, which will prevent the accidental 
fracture or strain of the connexions. A battery 
of ten pairs of- Grove's or Bunsen's is repre- 
sented with its proper connexions in fig, 556. 

Fig. 655. 





Fig. 556. 

1887. Oonductors connecting the elements, — Whatever be the 
form or construction of the pile, its eflGicient performance requires 
that perfect metallic contact should be made and maintained between 
the elements composing it by means of short and good conductors. 
Copper wire, or, still better, strips cut from sheet copper from half 
an inch to an inch in breadth, are found the most convenient mate- 
rial for these conductors, as well as for the conductors which carry 
the electricity from the poles of the pile to the objects to which it is 
to be conveyed. In some cases, these conducting wires or strips are 
soldered to metallic plates, which are immersed in the exciting liquid 
of the extreme elements of the pile, and which, therefore, become its 
poles. In some cases, small mercurial cups are soldered to the poles 
of the pile, in which the points of the conducting wires, being first 
scraped, cleaned, and amalgamated, are immersed. Many inconveni- 
ences, however, attend the use of quicksilver, and these cups have 
lately been very generally superseded by simple clamps constructed in 
a variety of forms, by means of which the conducting wires or strips 
may be fixed in metallic contact with the poles of the pile, with each 
other, or with any object to which the electricity is required to be 
conveyed. Where great precaution is considered necessary to secure 
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perfect contact^ the extremities of the condactors at the pointB of 
connexion are sometimes gilt by the electrolTping 
process, which may always be done at a trifling cost. 
I haye not, however, in any case found this necessary, 
having always obtained perfect contact by keeping 
I the surfaces clean, and using screw clamps of the 
' form in Jig. 557. This is represented in its proper 
magnitude. 

1888. PiU may be plciced (U any distance /rorn 
Pig. 657. p7ace of experiment. — It is. generally found to be 
inconvenient in practice to keep the pile in the room where the expe- 
riments are made, the acid vapours being injurious in various ways, 
especially where nitric acid is used. It is therefore more expedient 
to place it in any situation where these vapours have easy means of 
escaping into the open air, and where metallic objects are not 
exposed to them. The situation of the pile may be at any desired 
distance from the place where the experiments are made, communi- 
cation with it being maintained by strips of sheet copper as above 
described, which may be carried along walls or passages, contact 
between them being made by doubling them together at the ends 
which are joined, and nailing the joints to the wall. They should 
of course be kept out of contact with any metallic object which might 
divert the electric current from ite course. I have myself a large 
pile placed in an attic connected by these means with a lower room 
in the house, by strips of copper which measure about fifty yards. 

1889. Mevrwraible piles : Dam/s pile at the Royal Institution. — - 
Among the apparatus of this class which have obtained celebrity in 
the history of physical science, may be mentioned the pile of 2000 
pairs of plates, each having a surface of 32 square inches, at the 
Koyal Institution, with which Davy effected the decomposition of 
the alkalies, and the pile of the Eoyal Society of nearly the same 
magnitude and power. 

1890. Napoleon* s pile at Polytechnic School. — In 1808, the 
Emperor Napoleon presented to the Polytechnic School at Paris a 
pile of 600 pairs of plates, having each a square foot of surface. It 
was with this apparatus that several of the most important researches 
of Gray Lussao and Th^nard were conducted. 

1891. Children's great plate battery. — Children's great plate 
battery consisted of 16 pairs of plates constructed by WoUaston's 
method, each plate measuring 6 feet in length and 2f feet in width, 
so that the copper surface of each amounted to 32 square feet ; and 
when the whole was connected, there was an effective surface of 512 
square feet. 

1892. Bdre's deJlagrator. — The pile of Dr. Hare of Philadel- 
phia, called a deflagrator, wajs constructed on the heliacal principle, 
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4ind eonsisted of 80 pairs, each zino fiurface measuring 54 sqiuae 
inches, and each copper 80 square inches. 

1893. Stratingh's defiagraior. — Stratingh's deflagrator consisted 
of 100 pairs on Wollaston's method. Each zinc surface measured 
200 square inches. It was used either as a battery of 100 pairs or 
as a single combination (1879), presenting a total electromotive sur- 
face of 277 square feet ot zinc and 44 of copper. 

1894. Pepy^ pile at London Institution. — Mr. Pepys constructed 
an apparatus for the London Institution, each element of which 
consisted of a sheet of copper and one of zinc, measuring each fifty 
feet in length and two feet in width. These were wound round a 
rod of wood with horsehair between them. Each bucket contained 
fifty-five gallons of the exciting liquid. 

1895. Power/tU batteries on Danid and Crrov^s principles, — 
These and all similar apparatus, powerful as they have been, and 
memorable as the discoveries in physics are to which several of them 
have been instrumental, have fallen into disuse, except in certain 
cases, where powerful physiological effects are to be produced; since 
the invention of the piles of two liquids, which, with a number of 
elements not exceeding forty, and a surface not exceeding 100 square 
inches each, evolve a power equal to the most colo^al of the appa- 
ratus above described. 

The most efficient voltaic apparatus are fcxrmed by combining 
DanieFs, Grove's^ or Bunsen's single batteries, connecting their 
opposite poles with strips of copper as already described. Grove's 
battery, constructed by Jacobi of St. Petersburg, consists of 64 pla^ 
tinum plates, each having a surface of 36 square inches ; so that 
their total surface amounts to 16 square feet. This is considered to 
be the most powerful voltaic apparatus ever constructed. According 
to Jacobi's estimate, its effect is equal to a DaniePs battery of 266 
square feet, or to a Hare's deflagrator of 5500 square feet. 

1896. Dry piles, — The term dry pile was originally intended 
to express a voltaic pile composed exclusively of solid elements. 
The advantages of such an apparatus wore so apparent, that attempts 
at its invention were made at an early stage in the progress of elec- 
trical science. In such a pile, neither evaporation nor chemical 
action taking place, the elements could suffer no change ; and the 
quantity and intensity of the electricity evolved would be absolutely 
uniform and invariable, and its action would be perpetual. 

1897. Dduc' spile, — The first instrument of this class constructed 
was the dry pile of Deluc, subsequently improved by Zamboni. 
This apparatus is prepared by soaking thick writing-paper in milk, 
honey or some analogous animal fluid, and attaching to it^ surface 
by gum a thin leaf of zinc or tin. The other side of the paper is 
coated with peroxide of manganese. Leaves of this are superposed, 
the sides similarly coated being all presented in the same direction; 
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and circular discs are cut of an inch diameter by a circular cutter. 
Beveral thousands being laid over one another, are pressed into a 
close and compact column by a screw, and the sides of the column 
are then thickly coated with gum-lac. 

The origin of the electromotive force of the pile is various. Be- 
sides the contact of heterogeneous substances, chemical action inter- 
venes in several ways. The organic matter acts upon the zinc as 
well as upon the manganese, reducing the latter to a lower state of 
oxidation. 

1898. Zamhoni's pile. — Piles, having two elements only, have 
been constructed by Zamboni. These consist of one metal and one 
intermediate conductor, either dry or moist. If the former, the 
discs are of silver paper laid with their metallic faces all looking the 
same way ; if the latter, a number of pieces of tinfoil, with one end 
pointed and the other broad, are laid in two watch-glasses which con- 
tain water, in such a manner, that the pointed part lies in one glass 
and the broad part in the other. After some time, they develope at 
their poles a feeble electricity, which they retain for several days, the 
metallic pole being positive in the dry pile, and the pointed end of 
the zinc in the moist one. 

1899. Piles of a single metal. — Piles of a single metal have been 
constructed by causing one surface to be exposed to a chemical 
action different from the other. This may be effected by rendering 
one surface smooth and the other rough. A pile of this kind has 
been made with sixty or eighty plates of zinc of four square inches 
surface. These are fixed in a wooden trough parallel to each other, 
their polished faces looking the same way, and an open space of the 
tenth to the twentieth of an inch being left between them, these 
spaces being merely occupied by atmospheric air. If one extremity 
of this apparatus be put in communication with the ground, the other 
pole will sensibly affect an electroscope. 

In this case, the electromotive action takes place between the ur 
and the metal. 

1900. Bitter's secondary piles. — The secondary piles, sometimes 
called Ritter's piles, consist of alternate layers of homogeneous 
metallic plates, between which some moist conducting substance is 
interposed. When they stand alone, no electro-motive force is 
developed ; but, if they be allowed to continue for a certain time in 
connexion with the poles of a battery, and then disconnected, posi- 
tive electricity will be found to be accumulated at that end which 
was connected with the positive pole, and negative electricity at the 
other end ; and this polar condition will continue for a certain time, 
which will be greater the less the electrical tension imparted. This 
phenomenon has not been satisfactorily explained, but would seem 
to arise from the low conducting power of the strata of liquid inter- 
posed between the plates. 
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VOIiTAIO CUREINTB. 



1901. The voltaic cuarreffU, — ^The voltaic pile differs from the eleo- 
trioal machine, inasmuch as it has the power of constantly reproducing 
whatever electricity may be drawn from it by conductors placed in 
connexion with its poles, without any manipulaticm, or the interven- 
tion of any agency external to the pole itself. So prompt is the 
action of diis generating power, that the positive and negative fluids 
pass from the respective poles through such conductors in a contin- 
uous and unvarying stream, as a liquid would move through pipes 
issuing from a reservoir. The pile may indeed be regarded as a 
reservoir of the electric fluids, with a provision by which it constantly 
replenishes itself. 

If two metallic wires be connected at one end with the poles P and 
N, Jig. 558., of the pile, and at the other with any conductor o, 
through which it is required to transmit the electricity evolved in 
the pile, the positive fluid will pass from p along the wire to o, and 
the negative fluid in like manner from N to o. The positive fluid 




Fig. 658. 

will therefore form a stream or current from p through o to N, and 
the negative fluid a contrary current from n, through o to p. 

It might be expected that the combination of the two opposite 
fluids in equal quantity would reduce the wire to its natural state ] 
and this would, in fact, be the case, if the fluids were in repose upon 
the wire, which may be proved by detaching at the same moment 
the ends of the wires from the poles P and n. The wires and the 
conductor o will, in that case, show no indication of electrical excite- 
ment. K the wire be detached only from the negative pole n, it will 
be found as well as the conductor o, to be charged with positive elec- 
tricity; and if it be detached from the positive pole p, they will be 
charged with negative electricity, the electricity in each case being 
in repose. But when both ends of the wire are in connexion with 
the poles p and n, the fluids, being in motion in contrary directions 

II. 27 



Digitized by LjOOQIC 



814 VOLTAIC BLSCTRfcmr. 

along the wire and intennedmte oondnctors, impart Jp these qualities 
which show that they are not in the natural or unelectrified state, 
but which have nothing in common with the qualitieB which belong 
to bodies charged with the electric fluid in repose. Thus, the wire 
or conductor wul neither attract nor repel pith balls, nor produce any 
electroscopic effects. They will, however, produce a great variety of 
other phenomena, which we shall presently notice. 

The state of the electricities in thus passing between the poles of 
the piles through a metallic wire or other conductor exterior to the 
pile, is called a yoltaio ourrent. 

1902. Direction of the cwrrmt — Although, according to what 
has been stated, this current consiste of two streams flowing in con- 
trary directions, it receives its denomination exclusively from the 
positive fluid ; and, accordingly, the diregtion of the current is 
always from the positive pole through the wire or other conductor to 
the negative pole. 

It is necessary, however, to observe, that in passing through the 
pile itself from element to element, it moves from the negative pole 
to the positive pole. The direction and course of the current is indi- 
cated in^. 558. by the arrows. 

1903. Poles ofOie pile, how distin^ished. — In designating the 
poles of the pile, much confusion and obscurity, and consequent 
difficulty to ^^udents, has arisen from identifying the poles of the 
pile with the extreme plates of metal composing it. In the piles 
first constructed by Yolta, the last plate at the positive end was zinc, 
and the last at the negative end copper; and such an arrangement 
was often retained at more recent periods. Hence the positive pole 
was called the zinc pole, and the negative pole the copper pcle. The 
extreme plates being afterwards dispensed with, the final plate at the 
positive end became copper, and that at the negative end zinc; and, 
consequently, the positive pole was then the copper pole, and the 
negative pole the zinc pole. 

This confusion, however, may be avoided, by observing that the 
poles, positive or negative, are not dependent on the plates or cylin- 
ders of metal with which the pole may terminate, but on the direc- 
tion of the electromotive forces of its elements. In general, in a 
pile composed of zinc and copper elements, the zinc plates of each 
pair all look towards the positive pole, and the copper plates towards 
the negative pole. It must, however, be observed, that, in the ordi- 
nary arrangement, one element of a pair is placed at each extremity 
of the pile, and constitutes its pole, the pair being only completed 
when the poles are united by the conducting wire. Thus, the pole 
to which the copper elements look, t-erminates in a zinc plate in 
contact with the exciting liquid, but not with the adjacent copper 
plate ; and the pole to which the zinc plates look terminates in like 
manner with a copper plate in contact with the exciting liquid, but 
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not mth the adjacent zinc plate. The single extreme plates of 
zinc and copper thus forming the poles of the pile being connected 
by the conducting wire, form, in fact, a pair through which the cur- 
rent passes exactly as it passes through any other pair in the series. 

1904. Voltaic circuit — When the poles are thus connected by 
the conducting wire, the Voltaic circuit is said to be complete, 
and the current continually flows, as well through the pile as through 
the conducting wire. In this state the pile constantly eyolyes elec- 
tricity at its electromotiye surfaces, to feed and sustain the current; 
but if the voltaic circuit be not completed by establishing a continu- 
ous conductor between pole and pole, then the electricity wiU not be 
in motion^ no current will flow ; but the wire or other conductor 
which is in connexion with the positive pole will be charged with posi- 
tive^ and that in connexion with the negative pole will be charged 
with negatiye electricity, of a certain feeble tension, and in a state of 
repose. Since, in such case, the electricity with which the pile is 
charged has no other escape than by the contact of the surrounding 
atmosphere, the electromotive force is in very feeble operation, 
having only to make good that quantity which is dissipated by the 
air. The moment, however, the voltaic circuit is completed, the pile 
enters into active operation, and generates the fluid necessary to sus- 
tain the current 

These are points which it is most necessary that the student 
should thoroughly study and comprehend; otherwise, he will find 
himself involved in great obscurity and perplexity oa he attempts to 
proceed. 

1905. Case in which ^ earth completes the circuit. — If the con- 
ducting wires connected with the poles P and N, instead of being 
connected with the conductor o,fig. 558., be connected with the 
ground, the earth itself will take the place and play the part of the 
conductor o in relation to the current. The positive fluid will in 
that case flow by the wire p £, Jig. 559., and the negative fluid by 



N- 
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Fig. 559. 



the 'wire n E to the earth e; and the two fluids will be transmitted 
through the earth e e in contrary directions^ exactly in the same 
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manner as throagh the oondnctor o. In this case, therefore, the vol* 
taic circuit is completed by the earth itself. 

1906. Methods of connecting the poles with the earth, — In all 
caseS; in completing the circuit, it is necessary to ensure perfect con- 
tact wherever two different conductors are united. We have already 
explained the application of mercurial cups and metallio clamps for 
this purpose, where the conductors to be connected are wires or strips 
of metal. When the earth is used to complete the circuit, these 
are inapplicable. To ensure the unobstructed flow of the current in 
this case, the wire is soldered to a larse plate of metal, having a sur- 
hce of several square feet, which is buried in the moist ground, or, 
still better, immersed in a well or other reservoir of water. 

In cities, where there are extensive systems of metallic pipes buried 
for the conveyance of water or gas, the wires proceeding from the 
poles P and n may be connected with these. 

There is no practical limit to the distance over which a voltaic our* 
lent may in this manner be carried, the circuit Wng still completed 
by the earth. Thus, if while the pile P N, Jig. 559., is at London, 
the wire P s is carried to Paris or Vienna (being insulated through- 
out its entire course), and is put in communication with the ground 
at the latter place, the current will return to London through the 
earth e E as surely and as promptly as if the points b e were only 
a foot asunder. 

1907. Variotts denomination of currents. — ^Voltaic currents which 
pass along wires are variously designated, according to the form given 
to the conducting wire. Thus they are keotilinear currents when 
the wire is straight; indefinite currents when it is umlimited 
in length ; closed currents when the wire is bent so as to sur- 
round or inclose a space ; circular or spiral currents when the 
wire has these form's. 

1908. The electric jimd forming the current not necessarily in 
motion. — Although the nomenclature which has been adopted to 
express these phenomena implies that the electric fluid has a motion 
of translation along the conductor similar to the motion of liquid in 
a pipe, it must not be understood that the existence of such motion 
of the electric fluid is necessarily assumed, or that its non-existence, 
if proved, could disturb the reasoning or shake the conclusions which 
form the basis of this branch of physics. Whether an actual motion 
of translation of the electric fluid along the conductor exist or not, 
it is certain that the effect which would attend such a motion is pro- 
pagated along the conductor ; and this is all that is essential to the 
reasoning. It has been already stated, that the most probable hjpo- 
, thesis which has been advanced for the explanation of the phenomena 

rejects the motion of translation, and supposes the effect to be pro- 
duced by a series of decompositions and recompositions of the natu* 
ral electricity of the conductor (i826). 
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1909. Method of coating the condv/cting wires. — When the wires 
by whioh the current is cOndncted are liable to touch other con- 
ductors, by which the electricity may be diverted from its course, 
they require to be coated with some non-conducting substance, under 
and protected by which the current passes. Wires wrapped with 
silk or linen thread may be used in such cases, and they will be ren- 
dered still more efficient if they are coated with a yamish of gum- 
lac. 

When the wires are immersed in water, they may be protected by 
enclosing them in caoutchouc or gutta percha. 

If they are carried through the air, it is not necessary to surround 
them with any coating, the tension of the voltaic electricity being so 
feeble, that the pressure of the air and its non-conducting quality are 
sufficient for its insulation. 

1910. Sttpports of condticting wire, — When the wire is carried 
through the air to such distances as would render its weight too great 
for its strength, it requires to be supported at convenient intervals 
upon insulating props. EoUers of porcelain or glass, attached to 
posts of wood, are used for this purpose in the case of telegraphic 
wires. 

1911. Amp^re^B rheotrope to reverse the current, — In experimental 
inquiries respecting the effects of currents, it is frequently necessary 
to reverse the direction of a current, and sometimes to do so sud- 
denly, and many times in rapid succession. An apparatus for accom- 
plishing this, contrived by Ampere, and which has since undergone 
various modifications, has been denominated a commutator^ but may 
be more appropriately named a rheotrope, the Greek words A^'o; 
(rheos) signifying a current, and iffMtos (tropos), a turn. 

Let two grooves r r^fig, 560., about 
_ w «' half an inch in width and depth, be 

cut in a board, and between them let 
four small cavities t;, ty vf i be formed. . 
Let these cavities be connected diago- 
nally in pairs by strips of copper IV 
and mm', having at the place where 
they cross each other a piece of cloth 
or other non-conducting substance 
between them, so as to prevent the 
electricity from passing from one to the 
other. Let the grooves r and /, and 
the four cavities, be masticated on 
their sur&ces with resin, so as to 
render them non-conductors. 
These grooves and cavities being filled with mercury, let the appa- 
ratus represented ixafig, 561. be placed upon the board. A hori- 
zontal axis a a' moves in two holes o d made in the upright pieces 

27* 




Fig. 560. 
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Fig. 561. 



^y. It carries four rectan- 
gular pieces of metal c^fiy 
d^dfj so adapted, that when 
they are pressed downwards 
one leg of each will dip into 
the mercury in the groove, 
and the other into the adja- 
cent cavity. The arms uniting 
the rectangular metallic pieces 
are of varnished wood, and 



are therefore non-conductors. When this apparatus is in the position 
represented in the figure, it will connect the groove r with the cavity 
V, and the groove r' with the cavity t When the ends dcP «te 
depressed, and therefore c c' elevated, it will connect the groove r with 
the cavity /, and the groove / with the cavity t 

The conductor whiwi proceed* from the positive pole of the pile 
is immersed in the mercury in r, and that which comes from the 
negative pole is immersed in the mercury in /. Two strips of copper 
h b' connect the mercury in the cavities if and t/, with the wire w v/ 
which carries the current. 

The apparatus heing arranged as represented in^. 560., the cur- 
refit will pass from the pile to the mercury in r ; thence to r by the 
conductor e; thence to v' by the diagonal strip of metal IT ; thence 
to K' by the metal b'j and will pass along the wire as indicated by the 
arrows to &; thence it will pass to the mercury in t; thence by the 
diagonal strip m'm to t^ thence by the conductor c' to the mercury 
m. &e groove /; and thence, in fine, to the negative pole of the pile. 

If the ends dd^ he depressed, and the ends c cf elevated, the course 
of the current may be traced in like manner, as follows : — ^from r to 
f; thence hy b io to; thence along the conducting wire in a direc- 
tion contrary to that of the arrows to U; thence to v; thence to r; 
and thence to the negative pole of the pile. 

1912. P6hV% rheotrope. — Various forms have more recently been 

f*ven to rheotropes, one of the most convenient of which is that of 
ohl, in which the use of mercury is dispensed with. Four small 
copper columns A, B, 0, B, Jig. 562., about \ inch diameter, are set in 
a square board, and connected diagonally, a 
with D, and B with c, by two bands of copper, 
which intersect without contact. These pillars 
correspond to the four cavities, v^ v\ #, t'y in 
Ampere's rheotrope. An horizontal axis 
crosses the apparatus similar to Ampere's; 
the ends of which are copper, and the centre 
wood or ivory. On each of the copper ends a 
bow aCfdb of copper rests, so formed, that 
Fig. 562. when depressed on the one side or the other. 
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it falls into contact with the copper pillars A, b, 0, D. Two metallio 
bands connect the pillars A and b with clamps or binding screws 
p and m, to which the ends of the wire carrying the current are 
attached. The ends of the horizontal axis are attached to conductors 
which proceed from the poles of the pile. The course of the cur- 
rent may be traced exactly as in the rheotrope of Ampere. 

The arrangement and mode of operation of the 

^ p metallic bows, by depressing one end or the other 

^ v^V of which the direction of the current is changed, is 

jT^^iO--j represented in fig. 563., where ac is the bow, A 

and the two copper pillars with which it &lls into 

Fig. 56d. contact on the one side or the other, and p the 

binding sctew connected with the wire which carries 

the current. 

1913. Mecirodes. — The designation of POLBS being usually 
limited to the extreme elements of the pile, and the necessity often 
arising of indicating a sort of secondary pole, more or less remote 
from the pile by which the current enters and leaves certain con- 
ductors. Dr. Faraday has proposed the use of the term electrodes 
to express these. Thus in the rheotrope of Ampere, the electrodes 
would be the mercury in the grooves / /, fig, 560. In the rheo- 
trope of Pohl, the electrodes would be the ends of the horizontal 
axis p and M. 

This term electrode has reference, however, more especially to the 
chemical properties of the current, as will appear hereafter. 

1914. Floating supports for conductivg icire. — It happens fre- 
quently in experimental researches respecting the eflfects of forces 
affectine voltaic currents or developed by them, that the wire upon 
which the current passes requires to be supported or suspended in 
such a manner as to be capable of changing its position or direction 
in accordance with the action of such forces. This object is some- 
times attained by attaching the wire, together with a small vessel 
containing zinc and copper plates immersed iii dilute acid, to a cork 
float, and placing the whole apparatus on water or other liquid, on 
which it will be capable of floating and assuming any position or 
direction which the forces acting upon it may have a tendency to give 
to it. 

1915. Amphre*s apparatus for supportitig movable currents. — A 
more convenient and generally useful apparatus for this purpose, 
however, is that contrived by Ampere ; wnich consists of two ver- 
tical copper rods v v', fi^. 564., fixed in a wooden stage t t', the 
upper parts being bent at right angles and terminated in two mercu-. 
rial cups^y, one below the other in the same vertical line. The 
horizontal parts are rolled with silk or coated with gum-lac, to pre- 
vent the electricity passing from one to the other. Two small 
cavities rr' filled with mercury, being connected with the poles of a 
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battery, become the electrodes of the apparatna. These majbe con- 
nected at pleasure with two mercurial cups s if, which are in metallic 
communication with the rods Y v'. The rheotrope may be applied 
to this apparatusi so as to reverse the connexions when required. 





Hg. 565. 

The wire which conducts the current is so formed at its extremities 
as to rest on two points in the cups y y, and to balance itself so as 
to be capable of revolving freely round the vertical line passing 
through ^y as an axis. 

A wire thus arranged is represented in Jig, 565., having its ends 
resting in the oups i/j/, the current passing from the cup y through 
the wire, and returning to the cup y. If the jheotrope be revers^, 
it will pass from y through the wire and return to y. 
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CHAP. IV. 

RECIPROCAL INFLUENCE OF RECTILINEAR CURRENTS AND 
MAGNETS. 

1916. Mutual action of magnets and currents, — When a voltaic 
current is placed near a magnetic needle, certain motions are im- 
parted to the needle or to the conductor of the current, or to both, 
which indicate the action of forces exerted by the current on the 
poles of the needle, and reciprocally by the poles of the needle on 
the current. Other experimental tests show that the magnets and 
currents affect each other in various ways ; that the presence of a 
current increases or diminishes the magnetic intensity, imparts or 
effaces magnetic polarity, produces temporary magnetism where the 
coercive force is feeble or evanescent, or permanent polarity where it 
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is strong; that magnets reoiproeally sSoct Uie inteni^ty and direction 
of currents, and produce or arrest them. 

1917. Mectro-magnetism. — The body of these and like pheno* 
mena, and the exposition of the laws which govern them, constitute 
tlukt branch of electrical science which has been denominated slectbo- 

MAGNETISM. 

To render clearly intelligible the effects of the mutual action of a 
Toltaic current and a magnet, it will be necessary to consider sepa- 
rately ike forces exerted between the current and each of the mas* 
netic poles ; for the motions which ensue, and the forces actually 
manifested^ are the resultants of the separate actions of the two 
poles. 

1918. Direction of ike mutual fortes exerted hy a recHlmear 
current and the pole of a magnet, — To simplify the explanation, 
we shall, in the first instance, consider only the case of rectilinear 
currents. 

Let &Jiff, 666., represent the wire 

along vrhich a yoltaio current passes, 

directed from to c', as indicated by the 

arrows. Let n N' be a straight line 

which is parallel to the current c cf , and 

which passes through the magnetio pole. 

^>^^' We shall call this the line of direction 

^^V^ _ of the magnetic pole. Let a plane be 

imagined to pass through these lines 

,0(f and nn', and let a line ab be 

/ '^^ drawn in this plane at right angles to 

o' and N n'. 

The fi>rce exerted by the current up- 
^v^ y^- on the magnetic pole, and reciprocally 

the force exerted by the magfaetic pole 
upon the current, will have a direction 
at right angles to the plane passing 
through the Erection o o' of the current, 
and the line of direction n n' of t^e 
H magnetic pole. 

Fig. 566. Thus the line of direction N n' will 

be impelled by a force in the direction 

of the line L B, and the current o o' by a force in the direction of the 

line l' b' ; these lines L B and l' b' beins understood to be drawn at 

right angles to the plane passing through o o' and n n'. 

But it is necessary to show in which direction on the lines L b and 
l' b' these forces respectively act. 

This direction will depend on and vary with the name of the mag^ 
netic pole and the direction of the current on the line (/. 

If we suppose the magnetic pole to be an amtral or north pole^ 



^ B 



\^ 



\. 



C 
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and the eurrent to descend on the line o', as indicated by the arrows, 
let an observer be imagined to stand with his person in the direction 
o' of the corrent, looking towards n n', and the current consequently 
passing from his head to nis feet. In such case the direction of the 
force impressed by the current on the line n n' will be directed to 
the right of such observer^ that is from A towards B. 

If the observer stand in the direction of the line of direction n n' 
of the magnetic pole, lookinff towards the current o o', the force im- 
pressed by the magnetic pole upon the current will; as before^ be 
directed to his right, that is, from B towards b'. 

If the magnetic pole of which n n' is the line of direction be a 
boreal or south pole, these directions will be reversed, each line n n' 
and (/ being impelled to the left of the observer, who looks from 
the other line. Thus, in such case, n n' will be impelled by a force 
directed from A towards L, and o o' by a force dirocted from b to- 
wards l'. 

If the current ascend on the line o o', the directions of the forces 
will be the reverse of those produced by a descending current Thus, 
when the current ascends, the line N n' will be impelled to the left 
of the observer at o o' if the pole be austral or norihj and to his 
right if it be boreal or south ; and in the same case the current o (f 
will be likewise impelled to ^e left of the observer at n N^ if the 
pole be avMral or rwr^, and to his right if it be horeaZ or south. 

To impress the memory with these various effects, it wiU be suffi- 
cient to retain the directions of the forces produced between a de- 
scending current and a north magnetic pole. The directions will be 
the same for an ascending current and a south magnetic pole ; they 
will be reversed for a descending current and souUi pole, or for an 
ascending current and north pole. 

Thus if the lines of direction of the current and the pole be sup- 
posed to be both peipendicukr to the surface of this paper, and that 
the line of direction of the pole pass through the paper at p, and 

c 



I 

I 

' "*'p ^ 

Fig. 567. Fig. 568. 

that of the current at o, the directions of the forces impressed on the 
lines of iiirection of the current and the pole for a descending cur- 
rent and north magnetic pole, or an ascending current and a south 
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m»giieiic pole, are iadicated by the arrows in fig, 567.; and their 
directions for a descending current and south magnetic pole, or an 
ascending current and a north magnetic pole, are indicated in jig, 568. 

For example, if a current descend on a vertical wire, and the 
austral or north pole of a maenet be placed so that its line of direc- 
tion shall be to the north of Uie current, the wire of the current will 
be impelled by a force directed to the west^ and the line of direction 
of the magnetic pole by a force directed to the ecw^ 

If the current ascend, or if the pole be a south pole, the wire of 
the current will be impelled to the east^ and the line of direction of 
the pole to the west, 

19 19. Oiradar motion of magnetic pole round a fiaced current, — 
If the line of direction of the current be fixed, and that of the mag- 
netic pole be movable, but so connected with the line of the current 
as to remain always at the same distance from it, the line of direc- 
tion of the pole will be capable only of moving round the surface 
of a cylinder whose axis is the direction of the current. In this 
case the force impressed by the current on the line of direction of the 
pole, being always at right angles to that line, and always on the 
same side of it as viewed from the current, will impart to the line 
of direction of the pole a motion of continued rotation round the 
current as an axis. This rotation, as viewed on the side from which 
the current flows, will be in the same direction as the motion of the 
hand of a watch, where the pole is north, as represented mfi>g, 569., 
and in the contrary direction as represented in fi^, 570., where the 
pole is south. 




Fig. 569. 



Fig. 570. 



1920. Ciraidar motion of a current round a magnetic pole, — A 
similar motion of continued rotation will be imparted to the wire 
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Pig. 671. 



conducting the current if the line of direction of the magnetie pole 
be fixed, and the wire be similarly connected with it In this ease 
the motion imparted bj a north pole on a descending current is re- 
presented in^. 569., and that impressed by a soath pK)le in^. 570. 

1921. AppaarcLtiu to iUtutrate ea^perimefiUall^ these ejfecU. — A 
great variety of apparatus and experimental expedients has been 
contrived to illustrate and verify these laws. 

1922. Apparatus to exhibit ike direction of the force impressed 
hy a rectUineao' current on a magnetic pole, — To demonstrate the 
direction of the force impressed by a rectilinear current on a mag- 
netic pole, let a light bar,^. 571., of ivory, or 

^ any other substance not susceptible of magnetism, 
made flat at the upper surfiice, be balanced like 
a compass needle on a fine point, so as to be free 
to move round it in an horizontal plane. Let a 
magnetic needle, n s, be placed upon one arm of 
it, so that one of the poles, the boreal 8 for 
example, be exactly over the point of support; 
and let a counterpoise, w, be placed upon the other arm. Let the 
magnet be rendered astatic, so as not to be affected by the earth's 
magnetism by any of the methods already explained (1695). 

Let the needle thus suspended be supposed to play round s, fy, 572, 
in the plane of the paper, and let a voltaic current pass downwards 
along a wire perpendicular to the paper, o representing the intersection 
of such wire with the paper. The needle, after scHue oscillations, 
will come to rest in the position s n, so that its direction shall be at 
right angles to the line c N, drawn from 
^ the current to the pole N, and so that the 

centre 8 shall be to the left of N as viewed 
from c. 

It follows, from what has been already 
explained, that the force exerted by the 
current G on the pole N has the direction 
indicated by the arrow from s to N. This 
force is therefore directed to the right of 
N as viewed from o. 

If the wire carrying the current be 
moved round the circle c' o" c"', the 
pole N will follow it, assuming always 
such positions, n', n", n'", that s n', s n", 
8 n'" shall be at right angles to o' n', c" 
therefore, that whatever position may be 




Fig. 672. 



N", C'" N'". It follows, 

given to the current, it will exert a force upon the "austral or north 
pole N of the magnet, the direction of which will be at rights angles 
to the line drewn from the current to the pole, and to the right of 
the pole as viewed from the current. 
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Fig. 673. 



If the position of the needle be reversed, the pole N being placed 
at the centre of motion, the same phe- 
nomena vrill be manifested, but in this 
case the needle will place itself to the 
right of the pole 8 as viewed from the 
current o, as represented in^. 573. It 
follows therefore, in this case, that what- 
ever position be given to the current, it 
will exert a force upon the boreal or south 
pole of the magnet, the direction of which 
will be at right angles to the line drawn 
from the current to the pole, and to the 
left of the pole as viewed from the current. 
The current has here been supposed to 
descend along the wire. If it ascend, the 
effects will be reversed. It will exert a force on the austral pole 
directed to the lefty and on the boreal pole one directed to the right. 
^ 1923. Apparatus to measure intensity of this force, — Having 
indicated the conditions which determine the directions of the forces 
reciprocally exerted between magnetic poles and a current, it is 
necessary to explain those which affect their intensity. 

Let s N; fff, 574., be an astatic needle affected by the current o, 

whose direction is perpendi- 
cular to the paper, as already 
explained. If N be displaced 
it will oscillate on the one 
side and the other of its po- 
sition of rest, and its oscilla- 
tions will be governed by the 
laws already explained in the 
case of the pendulum (256). 
The intensity of the force 



f 




Fig. 674. 



impressed on it in the direction of the arrows by the current c, will 
be proportional to the squares of the number of vibrations per 
minute. 

1924. Intensity varies inversely cw the distance, — If the distance 
of from N be varied, it will be found that the square of the number 
of vibrations per minute will increase in the same proportion as the 
distance o N is diminished, and vice versd. It follows, therefore, that 
the force impressed by the current on the pole is increased in the 
same ratio as the distance of the current from the pole diminishes, 
and vice versd. 

In the case here contemplated, the length of the wire carrying the 
current being considerable, each part of it exercises a separate force 
on N, and the entire force exerted is consequently the resultant of an 
infinite number of forces, just as the weight of a body is the resultant 

IT. 28 
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of the forces eepanttel j impreaaed by fgtmty on ite oompooeni nule- 
oules. Laplags has shown that the indefinitely small parts into 
which the current may be supposed to be divided^ exert forces which 
are to each other in the inverse ratio of the squares of their distances 
from the pole, and that by the oomposttion of these a resultant is 
produced, irtiioh varies in the inverse proportion' of ih» dis t an ce s as 
indicated by observation. 

From what has been stated, it la evident that if the onnent Jiff, 
575. be placed at the centre 8 of the circle round 

e which the north pole of a magnet is free to move, it 
will impart to the pole a contmuous motion of rota- 
I tion in that circle. If the current be supposed to~ 
f move downwards, the pole N wUl be constantly driven 
to the right as viewed from the centre s (1918), and 
Fig. 675. consequently the magnet will move in the direction 
of the hand of a watch, as indicated by the arrows. 
If the north pole n be placed at the centre, as in fiff. 576., the 
current still descending, the force exerted on the south 
pole 8 will be constancy dhrected to the left as viewed 
from the centre, and the magnet will accordingly move 
contrary to the hand of a watch, as indicated by the 
arrowjs. 

If the current ascend, these motions will be re- 
versed, the north pole moving contrary, and the south 
according to the hand of a watch, as indicated in fiffs, 
511. y 578. 

Descending current adinff on north pole (^fig. 
575.) 
Defending current adinff on soiUh pole (^fig, 

"^ Ascendinff current actinff on wuth pole (^fig* 

Fig. 677. 577.) 

Ascendinff current acting on north pole (^fig, 

0578. 
^ 1925. Case in which the current is within, hut not 
n at the centre of the circle in which the pole revolves. — 
If the current be within the circle described by the 
..^^^^ free pole, but not at its centre, the pole will still 

revolve ; but the force whicL impels it will not be 
Fig. 578. uniform, as it is when the current is at the centre. 
Since the force exerted by the current on the pole is 
inversely as its distance from the pole, that force will be necesssurily 
uniform when the current is at the centre, the distance of the pole 
from it beiog always the same. But when the current is within the 
circle at a point c, fig. 579., different from the centre, the distance 
N will vary, and the force exerted on n will vary in the inverse 
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proportion; increasing as the distance is dindnisliecly 
and decreasing as the distance is increased. The 
I If rotation will nevertheless equally take plaoe^ and 
in the same direction as when the current o is 
at the centre. 

1926. Action of a current on a magnetf ho^ 
Fig. 679. poles heirig free, — Having thus explained the mu- 
tual action of the current; and each pole of the 
needle separately, we shall now consider the case in which a magnetic 
needle suspended as usual on it» centre is exposed to the action of the 
current. 

1927. Case in which the current is outside the circle described hy 
the poles. — Let o,figs. 580, 581., as hefore, be a descending current 
placed outside the circle in which the poles of the needle N s play. 
The forces exerted by the current on the two poles n and s have in 
this case opposite effects on the needle, and consequently it will turn 
in the direction of that which has the greater effect, and will be in 
equilibrium when the effects are equal. 

If the poles be placed at n' and s', fig, 580., the force exerted on 
them will move n' towards n, and s' towards s, and the needle will 
turn in the direction of the arrows by the combined effects of both 
forces. When n' arrives at n", the force being in the direction on" 
wUl be ineffective ; but the force acting on s'', the opposite pole, will 
continue to turn the needle towards the position n s, where it is at 
right angles to CO. After passing n", the force on n is effective in 
opposition to that on 8, but in a very small degree, so that the effect 
on s preponderates until the needle arrives at the position SN. Here, 
the poles n and s being equally distant from C, the forces axe equal^ 



\>?^.^ 



vu 




Fig. 680. 



Fig. 681. 



and being equally inclined to s n, have equal effects in opposite di- 
rections. The needle is therefore held in equilibrium. If the needle 
be moved beyond this position, the effect of the force on n predomi- 
nating over that of the force on s, the needle will be brought baisk 
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to ihe poatioQ sir, and will osdUaie on tiie one side and ihe otiier 
of this direction, showing that it is the position of stable equilibrium 
(Handbook of Mechanics, 299). 

If the pole 8 be placed at ^yfig. 581., the effects on the two poles 
^ and is( will, as before, combine to torn the needle as indicated by 
the arrows, moving the sonth pole towards s, and the north towards N. 
It foUows, therefore, that a downward current o acting as in fig%. 
580, 581., ontdde the circle described by the poles, will throw tiie 
needle into a direction sn at right angles to the line go drawn from 
the corrent to the centre of the needle, the north pole being on the 
right as viewed from the current. 

An ascending current will produce the contrary effects, the nortfi 
pole being thrown to the left as viewed from the current. 

1928. Com in which the current pcuses through the circle* — If 
the current pass through the circle described by the poles, the needle 
will rest indifferently in any direction that may 
be given to it. In this case, Jig. 582., let o bo 
the current. The forces it exerts on s and k 
being in the inverse ratio of the distances, that 
which affects s will be to that which affects N as 
GN is to cs. Hie moment of the force on s will 
therefore be cnxos, and the moment of the 
force on n will be csxoN. These moments 
being equal, the forces must be in equilibrium 
(426), and the needle will therefore remain at 
rest whatever position be given to it. 

1929. Case in which the current passes within 
-Let the current pass within the circle described by the 
poles. In this case the effects of the current 
^ on the two poles s and n is opposite in every 

position. If the pole be at n', fig, 583., the 
\ ^ point of the circle nearest to o, the force on n' 
j^d being greater than the force on s' in the ratio 
of cs' to ON' (1923), the effect of the force on 
n' will predominate, and ^' will be moved to- 
wards N, and s' towards s. The effects on N 
will continue to predominate until they arrive 
at the position ns, where the effects become 
equal and the needle is in equilibrium; for 
here the distances of s and n from c being equal, the forces are equal; 
and since they are equally inclined to the needle, they have equal 
effects to turn it in contrary directions. After passing n, the effect 
on s predominates; the needle will be brought back to the position 
N s, and will oscillate on the one side and the other, indicating stable 
equilibrium (Handbook of Mechanics, 299). 




Vig. 582. 



Ae circle. - 




Pig. 583. 
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If the needle be placed with the pole s' at the point nearest to o, 
fig, 584., the effect on s' predominatiDg, s' 
will be moved towards s, and n' towards N, 
and the needle will attain the same position 
as in the former case. 
, It follows, therefore, that when a descend- 

ring current passes within the circle described 
^ by the poles, as represented in fig%, 583, 584., 
the needle will be thrown into a direction sn 
at right angles to the line c drawn from the 
current to the centre of the needle, the north 
Fig. 584. pole pointing to the left as viewed from the 

current. 
An ascending current will prodjice the contrary effect, throwing 
the north pole to the right. 

It will be observed that the direction of the poles, when the cur- 
rent is vnikin the circle, is opposite to its direction when it is outside 
the circle. 

1930. AppcwatwB to tUmtrate dectro-magnetic rotation. — A 
variety of interesting and instructive apparatus has been contrived 
to illustrate experimentally the reciprocal forces manifested between 
currents and magnets. These may be described generally as exhibit- 
ing a. magnet revolving round a current, or a current revolving round 
a magnet, or each revolving round the other, impelled by the forces 
which the current and the poles of the magnet exert upon each other. 
It will be conducive to brevity in describing these effects to designate 
a motion of rotation which is from left to right, or according to that 
of the hand of a watch, as direct rotation^ and the contrary as retro- 
grade rotation. It will therefore follow from what has been ex- 
plained, that if N and s express the north and south poles of the 
magnet, and A and d express an ascending and descending current, 
the rotation of each round the other in every possible case will be as 
follows : 

^ j.\ Retrograde, 

We shall classify the apparatus according to the particular manner 
in which they exhibit the action of the forces. 

1931. To cause either pole of a magnet to revolve round a fiaxd 
voltaic current. — Let two bar magnets be bent into the form shown 
in fi^, 585., so that a small part at the middle of their length shall 
be horizontal. Under this part an agate cap is fixed, by which the 
magnet is supported on a pivot. Above the horizontal part a small 
cup containing mercury is fixed. The magnets are thus free to re- 

28* 
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Fig. 585. 



yolve on the pivots. A small circular canal 
of mercury surrounds each magnet a little 
below the rectangular bend, into which the 
amalgamated point of a bent wire dips. 
These wires are connected with two vertical 
rods, which, turning at right angles above, 
terminate in a small cup containing mercury. 
Two similar mercurial cups communicate 
with the circular mercurial canals. If the 
upper cup be put in communication with the 
positive pole of a battery, and the lower cups 
with the negative pole, descending currents 
will be established on the vertical rods; and 
if the upper cup be put in communication with 
the negative, and the lower with the positive, 
the currents will ascend. The two magnets 
may be plaeed either with the same or opposite poles uppermost. The 
currents pass from the vertical rods to the mercury in the circular 
canals, thence to the lower cups, and thence to the negative poles. 

When the descending current passes on the r<)d8y the 
north pole of the magnet revolves with direct, and the 
south pole with retrograde motion. When the current 
ascends, these motions are reversed. 

1932. To cause a moveable current to revolve round 
the fioced pole of a magnet — Let a glass vessel, fig. 
586., be nearly filled with mercury. Let a metalUc 
wire suspended from a hook over its centre be capable 
of revolving while its end rests upon the sur&ce of the 
mercury. A rod of metal enters at the bottom of the 
vessel, and is in contact with a magnetic bar fixed ver- 
tically in the centre of the vessel. When one of the 
poles of the battery is put in communication with the 
moveable wire, and the other with the fixed wire con- 
nected with the magnet, a current will pass along the 
moveable wire, either to the mercury or from it, according to the 
connexion made with the poles of the battery ; and the moveable 
wire will revolve round the magnet, touching the surface of the mer- 
cury with a motion direct or retrograde, according as the current de- 
scends or ascends, and according to the name of the magnetic pole 
fixed in the centre (1930). 

Let z z\ fig. 587., represent a section of a circular trough con- 
taining mercury, having an opening at the centre, in^which is in- 
serted a metallic rod, terminating at the top in a mercurial cup c. 
A wire at a 6 i' a' is bent so as to form three sides of a rectangle, 
the width h h' corresponding with the diameter of the circular 
trough z z\ A point is attached to the middle of h h'j which 




Fig. 586. 
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Fig. 687. 



rests in the cup Cy so that the rectangle is balanced 
on the rod t, and capable of revolving on the pivot 
as a centre. 

If the mercury in the circular trough"^ be con- 
nected by a wire with the negative, while the cup c 
is connected with the positive pole of a battery, 
descending currents will be established along the 
vertical wires h a and h' a' ; and if the con- 
nexions be reversed; these currents will ascend. 

If; when these currents are established, the pole 
of a magnet be applied under the centre P, it will 
act upon the vertical currents, and will cause the 



rectangular wire at a & &' a' to revolve round c, with a motion 
direct or retrograde, according to the direction of the current and 
the name of the magnetic pole (1920). 

The points of contact of the revolving wires with the mercury may 
be multiplied by attaching the ends a a! of the wires to a metallic 
hoop, the edge of which will rest in contact with the metal ; or the 
wires a h and a' h' may be altogether replaced by a thin copper 
cylinder balanced on a point in the cup at c. 

Another apparatus for illustrating this is repre- 
sented in fig, 588. A bar magnet is fixed verti- 
cally in the centre of a circular trough containing 
mercury. A light and hollow cylinder of copper 
is suspended on a point resting in an agate cup 
placed on the top of the magnet, and having a ver- 
tical wire proceeding from it, which terminates in 
a small mercurial cup P at the top. Another wire 
connects the mercury in the trough with a mercu- 
rial cup N. When the cups P and n are put in 
communication with the poles of the battery, a 
current is established on the sides of the copper 
cylinder g c, and rotation takes place as already 
described. 

A double apparatus of this kind, erected on the 
two poles of a horse-shoe magnel^ is represented in fig, 689. 

1938. Amph'f^s method, — Ampere adopted the following method 
of exhibiting the revolution of a current round a magnet. A double 
cylinder of copper, c c, fig. 590., about 2} in. diameter and 2\ in. 
high, is supported on the pole of a bar magnet by a plate of metal 
passing across the upper orifice of the inner cylinder. A light 
cylinder of zinc z z, supported on a wire arch A, is introduced 
between the inner and outer cylinders of copper, a steel point 
attached to the wire arch resting upon the plate by which the copper 
cylinders are supported. On introducing dilute acid between the 
copper cylinders, electromotive action takes place, the current passing 




Fig. 588. 
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Fig. 589. 



Fig. 590. 



from the zinc to the acid, thence to the copfper, and thence throngh 
the pivot to the zinc. The zinc being in this case free to revolve^ 
while the copper is fixed, and the current descending on i^e former^ 
the rotation will be direct or retrograde according as the magnetio 
pole is north or south. 

If the copper were free to revolve as well as the zinc, it would 
turn in the contrary direction, since the current ascends upon it, 
while it descends on the zinc. Mr. J. Marsh modified Ampere's 
apparatus, so as to produce this effect by substituting a pivot, resting 
in a cup at the top of the magnet, for the metallic arch by which, 
in the former case, the copper vessel was sustained. 

A double arrangement of this kind is given in Jig, 591., where 
the double cylinders are supported on pivots on the two poles of a 
horse-shoe magnet. The rotation of the corresponding cylinders on 
the two opposite magnetic poles will be in contrary directions. 





Fig. 691. 



Fig. 692. 
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1934. To make a magnet turn on its ovm> aom hy a current 
parallel to it. — The tendency of the conductor on which a current 
passes to revolve round a magnet will not the less exist, though the 
current be so fixed to the magnet as to be incapable of revolving 
without carrying the magnet with it. In Jiff, 592., the magnet m is 
sunk by a platinum weight B ; its upper end being fixed to the cop- 
per cylinder w w, a current passing from p to N causes the cylin<ier 
to rotate, carrying with it the magnet. 

Since a magnetic bar is itself a conductor, it is 
^ not necessary to introduce any other ; and a our- 

y^^^^^ rent passing along the bar will give rotation to it. 
^ [j An apparatus for exhibiting this effect is repre- 
sented in fig, 593., where a magnetic bar is sup- 
ported in the vertical position between pivots which 
play in agate cups. A circular mercurial canal is 
I placed at the centre of the ihagnet, and another 
round the lower pivot. Mercurial cups communi- 
cate with these two canals. When these cups are 
put in communication with the poles of a battery, 
the current will pass between the two canals along 
the lower pole of the magnet, in the one direction 
or th^ other, according to the mode of connexion ; 
and the magnet will turn on its own axis with a 
direct or retrograde rotation, according to the name 
of the pole on which the current runs, and to the 
direction of the current. 




Fig. 593. 



CHAP. V. 

BEGIPBOOAL INFLUENCE OF CIBOULATING OUBBENTS AND 
MAQNETS. 

If a wire p A b c d N, fi^s, 594., 595., be bent iiito the form of 
any geometrical figure, the extremities being brought near to each 
other without actually touching, a current entering one extremity 
and departing from the other, is called a ciboulatinq cubbent. 

1935. Front and hack of circulating current — If such a current 
be viewed on opposite sides of the figure formed by the wire, it will 
appear to circulate in different directions, on one side direct^ and on 
the other retrograde (1930). That side on which it appears direct 
IB called the fbont, and the other the back of the current. 
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Fig. 694. 



Tig. 595. 



X. 






Bg. 598. 



19S6. Axii of current — If the current have a regular figure 
having a geometrical centre, a straight line drawn through this centre 
perpendicular to its plane is called the axis of the current. 

1987. ReciproccU action of circulating current and magnetic 
pole, — ^To determine the reciprocal influence of a circulating current 

and a magnetic pole placed any- 
l> where npon its axis, let the axis 

'JM be X X', ^. 696., the pkne 

'^^vjf Tc of the current being ai right 
^^^^7^ angles to the paper, A being the 

point where it ascends, and D the 
point where it descends through 
the paper. 

1^. Let N be a north magnetic 
pole placed in/ront of the current. 
The part of the current at D will exert a force on n in the direction 
N m' at rieht angles to d n, and the part at A will exert an equal 
force in the direction n M at right angles to A n. These two forces 
being compounded, will be equivalent to a single force N o (152) 
directed from N along the axis towards the current. 

It may be shown that &e same will be true for every two points 
of the current which are diametrically opposed. 

2^. Let a totUh magnetic pole s^fig. 597., be similarly placed in 

front of a circulating current. 

;» The part d will exert upon it a 

"""^^ ^x ^orce in the direction s M perpen- 

^^vf/^\? y dicular to s d and to the left of s 

d y^^\ f^ as viewed from d, and iJie part a 

^^^^^ ^i/ will exert an equal force in the 

f"^ ^ direction sm' to the right of s 

as viewed from a. These two 

Jfig. 597. equal forces will have a resultant 

so directed from the current; 

and the same will betrue of every two points of the current which 

are diametrically opposed. 
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If ike magnetic pole be placed at the htidk of the current, the con- 
trary effects ensue. 

The same inferences may be deduced with respect to any circu- 
lating current whix^ has a centre, that is, a point within it which 
^vides into two equal parts all lines drawn through it terminating in 
the current* 

It may therefore be inferred generally that wTten a magnetic j^U 
%g placed vpon the axis of a drcalaiing current, attraction or refviJlr 
eion is produced between it and the current ; attraction when a NORTH 
pole is before, or a S0T7TH pole behind, and r^pvMon when a SOUTH 
pole is be/ore, or a NORTH pole behind. 

19^. Intensity o/thejorce vanishes when the distance of the pole 
hea/rs a very great ratio to the diameter of current — Since the 
intensity of the attraction between the component parts of the cur- 
Tent and the pole decreases as the square of the distance is increased, 
. and since the lines N M and N m', fg, 596., and s M and s m', fg. 
597., form with each other a greater angle as the distance of the pole 
from the current b increased, it is evident that when the diameter 
AD of the current bears an inconsiderable ratio to the distance of the 
pole N or 6 from it, the attraction or repulsion ceases to produce any 
sensible effect. 

1939. But ike directive power of the pole continues. — This, how- 
ever, is not the case with relation to the directive potoer of the pole 
upon the current. The tendency of the forces impressed by the pole 
upon the coiTent is always to bring the plane of the current at right 
angles to the line drawn from the pole to its centre. There is, in 
short, a tendency of the line of direction of the pole to take a posi- 
tion coinciding with or parallel to the axis of the cuxient, and this 
coincidence may be produced either by the change of position of the 

Kle or of the plane of the current, or of both, according as either or 
th are free to move. 

1940. Spiral and hdiacal currefnts, — The force exerted by a 
circulating current may be indefinitely augmented by causing the 
current to circulate several times round its centre or axis. K the 
wire which conducts the current be wrapped with silk or coated with 
any non-conducting varnish, so as to prevent the electricity from 
escaping from coil to coil when in contact, circulating currents may 
be formed round a common centre or axis in a ring, a spiral, a helix, 
or any other similar form, so that the forces exerted by all their 
coils on a single magnetic pole may be combined by the principle 
of the composition of force ; and hence an extensive class of electro- 
magnetic phenomena may be educed, which supply at the same 
time important consequences and striking experimental illustra- 
tions of the laws of attraction and repulsion which have been just 
explained. 

1941« Expedients to render cvrcidating currents moveable. — Am^ 
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pere^s and DdarMt apparaius* — Two expe- 
dients have been practised to render a circulating 
current moYeable. 

1. By the apparatus of ABfP^E already de- 
scribed (1915)^ the wire conducting the current 
being bent at the ends^ as represented in /^. 
598., may be supported in the cups yy as 
represented in fy. 564., so that its plane being 
vertical, it shall be capable of revolving round 
the line yy' as an axis. By this arrangement 
Fig. 598. the plane of the curi:ent can take any direc- 

tion at right angles to an horizontal plane, but 
it is not capable of receiving any progressiye 
motion. 

2. The latter object is attained by the floating 
apparatus of M. Delarive. 

Let a coated wire be formed into a circular ring 
composed of several coils. Let one end of it be 
attached to a copper cell. Jiff. 599., and the other 
to a slip of zinc which descends into this cell. 
The cell being filled with acidulated water, a 
current will be established through the wire in 
the direction of the arrows. The copper cell may 
be inclosed in a glass vessel, or attached to a cork 
Pig. 599. so as to float upon water, and thus be free to assume 
any position which the forces acting upon the cur- 
rent may tend to give it. 

1942. Roixxbory motion imparted to drcula/r cwnrerU hy a mag- 
netic pole, — If a magnetic north pole^ be presented in front of a cir- 
cular current,^. 598., suspended on Amp^e's frame, y^. 564., the 
ring will turn on its points of suspension until its axis pass through 
the pole. If the pole be carried round in a circle, the plane of the 
ring will revolve with a corresponding motion, always presenting the 
front of the current to the pole, the axis of the current passing through 
the pole. 

If a south magnetic pole be presented to the back of the current^ 
like effects will be produced. 

If a north magnetic pole be presented to the back, or a south to 
the front of the current, the ring will, on 
the least disturbance, make half a revolu- 
tion round its points of suspension, so as 
to turn its point to the north and its 
back to the south magnetic pole. 

1943. Progressive motion imparted 

to it. — If c, fg. 600., represent a floating 

Fig. 600. circular current, a north magnetic pole 
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placed anywhere on its axis will cause the ring oonduoting it to move in 
that direction in which its front is pr^si^nted j for if the pole be before 
it at A it will attract the current; and if behind it at b it will repel it 
(1937). In either case tiiie ring will move in the direction in which 
its front looks. 

If a south magnetic pole be similarly placed, it will cause the cur- 
rent to move in the contrary direction ; for if it be placed before the 
current at A it will repel it, aind if behind it at B it will attract it. In 
either casb the ring 4nk\ moye in tbe direction to which the baiek of 
the current looks. 

1944. Reciprocal action of the cwtrei/tt on- ^ pole, — ^If the mag- 
netic pole be moveable and the current fixed, the motion impressed 
on the pole by the action of the current will have a direction opposite 
to that of the motion which would b^ impressed oh the current, 
beiug moveable, by the pole being fixed. A north magnetic pole 
placed on the axis of a fixed circular current will therefore be moved 
along the axis in that direction in which the back of the current 
looks, and a south magnetic pole in that direction in which the front 
looks. 

1945. Action of a magnet on d circular floating current — K a 

bar m&gnet s N, fig. 

i^ ^fli'fl lF|y Hplr ^^ PO»'^o^ with'^ite 

\^ V V V Mr magnetic axis in the 

direction of a floating 
Fig. 601. circular current A, its 

north pole N being di- 
rected to the front of the current, the current will be attracted by N 
and repelled by s ; but the force exerted by N will predominate in 
consequence of its greater proximity to A, and the current will ac- 
cordingly move from A towards N. After it passes N, the bat passing 
through the centre of the ring, it will be repelled by N and also by 
s (1937) ; but so long as it is between n and the centre o of the 
bar, as at B, the repulsion of N will predominate over that of s in 
consequence of the greater proximity of N, and the current will 
move towards c. Passing beyond c to b', the repulsion of s pre- 
dominates over that of n, and it will be driven back to o, and after 
some oscillations on the one side and the other it will come to rest 
in stable equilibrium, with its centre at the centre of the magnet, its 
plane at right angles to it, the front looking towards s and the back 
towards n. 

1946. Reciprocal auction of the current on the magnet — If the 
current be fixed and the magnetic bar moveable, the latter will move 
in a direction opposite to that with with which the current would 
move, the bar being fixed. Thus, if the current were fixed at a, the 
bar would move to it in the direction of n a. and the pole N passing 
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through the ring, the bar woiild come to rest, after some oscillations, 
with its centre at the centre of the ring. 

1947. Case of instable equilibrium of the current — If the ring 
were placed at its centre at o and its front directed to N, it wonld be 
in instable equilibrium, for if moved through any distance, however 
small, towards N or s, the attraction of the pole towards which it 
moved would prevail over that of the other pole which is more dis- 
tant, and the, ring would consequently be moved to the end of the 
bar and beyond that point, when, being still attracted by the nearest 
pole, it would soon be brought to rest. It would then make a half 
revolution on its axis and return to the centre of the bar, where it 
would take the position of stable equilibrium. 

All these are consequences which easily follow from the general 
principles of attraction and repulsion established in (1987). 

1948. Case of a spiral current, — If the wire which 
conducts the current be bent into the form of a spiral, 
fig, 602., each convolution will exert the force of a 

{circular current, and the effect of the whole will be 
the sum of the forces of all the convolutions. Such 
a spiral will therefore be subject to the conditions of 
attraction and repulsion which affect a circular cur- 
Fig. 602. rent (1937). 

1949. Circular or spiral currents eocerdse the same 
action as a magnet — ^In general it may be inferred that circulating 
currents exercise on a magnetic pole exactly the same effects as would 
be produced by another magnet, the front of the current playing the 
part of a south pole, and the back that of a north pole. 

1950. Case of heliacal current. — ^It has been shown that a helix 
or screw is formed by a point which is at the same time affected by 
a circular and progressive motion, the circular motion being at right 
angles to the axis of the helix, and the progressive motion being in 
the direction of that axis (496). In each convolution the thread of 
the helix makes one revolution, and at the same time progresses in 
the direction of the axis through a space equal to the distance between 
two successive convolutions. 

1951. Method of neutralizing the effect of the progressive motion 
of such a current — ^If a current therefore be transmitted on a helia- 
cal wire, it will combine the characters of a circular and rectilinear 
current. The latter character, however, may be neutralized or effaced 
by transmitting a current in a contrary direction to the progression 
of the screw, on a straight wire extended along the axis of the helix. 
This rectilinear current being equal, parallel, and contrary in direc- 
tion to the progressive component of the heliacal current, will have 
equal and contrary magnetic properties, and the forces which they 
exert together on any magnetic pole within their influence will coun- 
teract each other. 
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Fig. 603. 



Fig. 604. 



1952. Right-handed and Jeftrhanded he^ 
lices. — Helices are of two forms : those in 
which the wire turns like the thread of a 
corkscrew, that is, in the direction of the 
hands of a watch. Jig, 603.; and those in 
which it turns in a contrary direction, Jig, 604. 

1953. Front of current on each kind, — If 
a current traverse a right-handed helix, its 

front will be directed to the end at which it enters, and in the left- 
handed helix to the end at which it departs. 

1954. Magnetic properties ofheliaoal cfurrents — their poles deter- 
mined, — Hence it follows, that in a right-handed heliacal current, 
the end at which the current enters, and which is the positive pole, 
has the magnetic properties of a south pole ; and in a left-handed 
helix this end has the properties of a north pole. 

1955. JEaperimentcd illustration of these properties. — The mag- 
netic properties of spiral and heliacal currents may be illustrated ex- 
perimentally by means of Ampere's arrangement. Jig, 564., or by a 
floating apparatus constructed on the same principle as that repre- 
sented in fy, 699. 

The manner of forming spiral currents adapted to Ampere's ap- 
paratus is represented mjigs. 605. and 606. In Jig, 605. thespirsJs 



■£i 






Fig. 605. 



Fig. 606. 



are both in the same plane, passing through the axis of suspension 
yy. In 606. they are in planes parellel to this axis, and at right 
angles to the line joining their centres, which is therefore their com- 
'mon axis. 

1956. The front of a circulating current hcLS the properties of a 
soiUh, and the hack those of a north, magnetic pole, — ^According to 
what has been explained, the front of such a spiral current will have 
the properties of a south magnetic pole, and will therefore attract 
and be attracted by the north, and repel and be repelled by the south 
pole of a magnet. If the spirals in Jig, 605., therefore, be so con- 
nected with the poles of a voltaic system, as to present their fronts 
on the same side, they will be both attracted by the north pole, and 
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bodi repelled by the south pole of a magnet presented to them, that 
which is nearer to the magnet being more attracted or repelled than 
the other. If the magnetic pole be equally distant from them, they 
will be in equilibrium, and the equiUbrinm will be stable if they 
are both repelled^ and instable if they are b(^ attracted by the 
magnet. 

To demonstrate this, let s, fig. 607., be the south pole c^ a mag- 
net placed in front of the two spjirals, whose centres are at A and b, 
eqnally distant from, s. It is evident that a pei^ndicular s o drawn 

from s to A B will in this case 
pass throng the middle of A b. 
The pole B will therefore, accord- 
ing to what has been already ex- 
plained, i^pel the two spirals with 
^ equal forces. If the spirals be 
removed from this position to the 
positions a' b', a', being nearer to 
s than b', wiU be repelled by a 
greater force, and therefore a' will 
be driven bax^k towards a, and li 
towards B. In like manner, if 
they were removed to the positions 
a" b", the force repelling b'' 
Hg. 607. would be greater than that which 

repels a", and therefore b" wiU be 
driven back to b, and a" to A. 

It follows, therefore, that the position of equilibrium of A b is in 
this case such that the system will return to it after the slightest 
disturbance on the one side or the other, and is therefore stable. 

If the pole s were the north pole, it would attract both currents, 
and in that case A' would be more strongly attracted than b', and b" 
than a", and consequently the spirals would depart further from the 
position A after the least disturbance. The equilibrium would there- 
fore be instable. 

It will be found, therefore, that when a north pole is presented 
BEFORE, or a 9ovi£k pole behind, such a pair of spiral currents, the 
system, fig, 605., will, on the least disturbance from the position 
of instable equilibrium, turn on its axis ^y through half a revolution, 
presenting the fronts of the currents to the south pole, and will there 
come to rest after some oscillations. 

In the position of stable equilibrium, the front of the currents 
must therefore be presented to the south pole of the magnet, or the 
back to the north pole. 

1967. Adaptation of an heHacal current to Amperf^s and Delor 
rivf^B apparaMis. — ^The manner of adapting an heliacal current to 
Ampere's arrangement; fig. 564., is represented in fig. 608., and 
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the nuumcr of adapting it to the floating method is represented la 
fig. 609. 
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Fig. 608. 



Fig. 609. 



The positive wire is carried down from y, fig, 608., and then coiled 
into an helix from the centre to the extremity. Thence it is carried 
in a straight direction through the centre of the helix to the other 
extremity^ from whence it is again conducted in heliacal coils back to 
the centre, where it is bent upwards and terminates at the negative 
pole y'. In one half of the helix the current therefore enters at the 
centre and issues from the extremity, and in the other half it enters 
at the extremity and issues from the centre. 

K the helices be both right-handed, therefore, the end from which 
the current issues will have the properties of a north, and that at 
which it enters those of a south, magnetic pole. If they be both 
left-handed, this position of the poles will be reversed (1954). 

The wire which is carried straight along the axis neutralizes that 
component of the heliacal current, which is parallel to the axis, leav- 
ing only the circular elements effective (1951). 

These properties may be experimentally verified by presenting 
either pole of a magnetic bar to one or the other end of the heliacal 
current. The same attractions and repulsions will be manifested as 
if the helix were a magnet. 

1958. Action of an heliacal current on a magnetic needle placed 
in its axis, — ^If H h' represent an heliacal current, the front of which 

looks towards A, a north magnetic 
__ pole placed anywhere in its axis, 
A. either within the limits of the 
helix or beyond its extremities, 
will be urged by a force directed 
from A towards p. Between A 
and H it will be attracted by the combined forces of the fronts of all 
the convolutions of the heli:?. Between h and h' it will be attracted 

29* 




Fig. 610. 
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by tihe fronts of those convolatioDS which are to the left of it^ and 
repelled by the backs of all those to its right. Beyond h' towards 
0, it will be repelled by the backs of all the convolutions. In all 
positions, therefore, it mil, if free, be moved from right to left, or in 
a direction contrary to that towards which the front of the current 
is directed. 

If the pole were fixed and the current moveable, the helix would 
move from left to right, or in that direction towards which the front 
of the current looks. 

If a magnetic needle SN,^. 611., be placed in the centre of the 
ftTif i of an heliacal current, with its poles equidistant from the ex- 
tremities, the south pole s being 
B presented towards that end f to- 
which the front of the currents 
looks, it will be in equilibrium, 
the pole N being repelled to- 
wards B, and the pole s towards 
f by equal forces ; for in this 
case the pole N will be attracted 
Pig. 611. towards B by all the convolu- 

tions of the helix between N and 
B, and will be repelled in the same direction by all the convolutions 
between n and v ; while the pole H will in like manner be attracted 
towards F by all the Qonvolutiops between s and F, and repelled in 
the same direction by all the convolutions between s and B. 

The needle sn, being thus impelled by two equal forces directed 
from its centre, will be in stable equilibrium. 

If the directions of the poles were reversed, the^ would be im- 
pelled by two equal forces directed from its extreqiities towards its 
centre, and the equilibrium would be instable. 

When the magnetic needle is sufficiently light, and the heliacal 
current sufficiently powerful, a curious effect may be observed, if the 
needle be placed within the helix so as to rest upon the lower parts 
of the wire. Before the current is transmitted, the needle will rest 
on the wires under the position 8N represented in Jig, 611.; but the 
moment the connexion with the battery is made, and the current 
established, it will start up and place itself in the middle of the axis 
of the helix, as in the figure, where it will remain suspended in the 
air without any visible support. 
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CHAP. VI. 

ELEGTRO-MAGNETIO INDUCTION. 

1959. Inductive effect of a voUaic current upon a magnet. — The 
forces which a voltaic current impresses upon the poles of a perma- 
Dent magnet, being similar in all respects to those with which the 
same poles would be affected by another magnet, it may be expected 
that the natural magnetism of an unmagnetized body would be de- 
composed, and polarity imparted to it by the approach of a voltaic 
current, in the same manner as by the approach of a magnet. Expe- 
riment accordingly confirms this consequence of the analogy suggested 
by the phenomena. It is, in fact, found that a voltaic current is 
capable of decomposing the natural magnetism of magnetic bodies, 
and of magnetizing them as effectually as the most powerful magnets. 
Soft iron rendered magnetic by voltaic currents, — If the wire 
upon which a voltaic current flows be immersed in filings of soft iron, 
they will collect around it, and attach themselves to it in the same 
manner as if it were a magnet, and will continue to adhere to it so 
Ions as the current is maintained upon it ; but the moment the con- 
nexions with the battery are broken, and the current suspended, they 
will drop off. 

Sewing needles attracted hy current. — Light steel sewing needles 
being presented to the wire conducting a current will instantly be- 
come magnetic, as will he apparent by their assuming a position at 
right angles to the wire, as a magnetic needle would do under like 
circumstances. When the current is suspended or removed, 
the needles will in this case retain the magnetism imparted 
to them. 

1960. Magnetic induction of an KeUacal current. — ^To 
^.-a exhibit these phenomena with greater effect and certainty, 
the needles should be exposed to the influence not of one, 
but of several currents, or of several parts of the same 
current flowing at right angles to them. This is easily 
effected by placing them within an heliacal current. 

Let a metallic wire coated with silk or other non-con- 
ductor be rolled heliaoally on a glass tube,^^. 612., and 
ihe current being made to pass along the wire, let a needle 
or bar of steel or hard iron be placed within the tube. It 
will instarvtaneoudy acquire all the magnetism it is capable 

fof receiving under these circumstances. 
On testing the needle it will be found that its boreal or. 
south pole is at that end to which the front of the current 
Pig. 612. is presented; ^nd; consequently, for a right-handed helix, 
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it will be towards tbe positive, and for a left-haDded belix towards 
the negative pole. It appears, therefore, that the needle acquires a 
polarity identical with that which the helix itself is proved to 
possess. 

1961. Polarity produced hy the indvclion of heliacal current. — 

In the case of the right-handed helix, represented in fig, 612., the 

current passes in the direction indicated by ihe arrows, and 

W consequently the austral pole will be at a and the boreal 

^ pole at 6. In the case of the left-handed helix, fig. 618., 

^ the position of these poles a and h is reversed in relation 

-^ to the direction of the current, but the boreal pole 6 is in 

both cases at that end to which the front of the current 

looks. 

1962. Consequent points produced. — If the helix be 
reversed once or oftener in passing along the tube, being 
alternately right-handed and left-handed, as represented in 
fig. 614., a consequent point will be produced upon the bar 
at each change of direction of the helix. 

1963. Inductive action of common electricity produces 
polarity. — It is not only by the induction of the voltaic 

^' current that magnetic polarity may be imparted. Dis- 
^ charges of common electricity transmitted along a wire, 
especially if it have the form of an helix, will pr^uce like 
Fig. 613. effects. If the wire be straight, the influence is feeble. 
Sparks taken from the prime conductor produce sensible 
effects on very fine needles ; but if the wire be placed in actual con- 
tact with the conductor at one end and the. cushion at the other, so 
that a constant current shall pass along it fix)m the conductor to the 
cushion, no effect is produced. The effect produced by the 
spark is augmented as the spark is more intense and taken 
at a greater distance from the conductor. 
•« If the wire be formed into an helix, roagnetic polarity will 
be produced by a continuous current, that is, by actually con- 
, necting the ends of the wire with the conductor and the 
cushion; but these effects are much more feeble than those 
produced under like circumstances by the spark. 

All th^se effects are rendered much more intense when 
the discharge of a Leyden jar, and still more that of a 
'^ Leyden battery, is transmitted along the wire. When 
these phenomena were first noticed, it was assumed that 
X the polarity thus imparted by common electricity must 
necessarily follow the law which prevails in the case of a 
voltaic current, and that in the case of helices the boreal or 
south pole would be presented towards the front of the 
current. Savary, however, showed that the effects of com- 
Fig. 614. mon electricity obey a different principle; and thus esta- 
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blifiheoL a fuQdajnexxtal distinction between &e voltaic cufrenifc and the 
electric discharge. 

1964. CoTidUumi on which a needle is TnagneHzed positively and 
negatively, — ^When an electric discharge is transmitted along a straight 
wire, a needle placed at right an^es to the wire acquires sometimes 
the polarity of a mtignetic needle, which under the influence of a 
voltaic current would take a like position; that is to say, the austral 
or north pole will be to the right of an observer who looks at the 
needle from the current, his head beipg iu the direction from which 
the current flows. The needle is in this case said to be magnetized 
positively. When the opposite polarity is imparted to Ijie needle, it 
is said to be magnetized negativdy, 

1965. t^emlts of Savary^s experiments. — Savary showed that 
needles are magnetized by the discharge of common deetrioity, pon- 
tively or negatively, according to various conditions, depending on 
the ijQitensity of the discharge, the length of the conducting wire, 
supposing it to be straight, its diameter, th/e thickness of the needles, 
a^d thek coercive force. In a series of experiments, in which the 
needles were placed at distances from the current increasing by equal 
increments, the magnetization was alternately positive and negative ; 
when the needle was in contact with the wire, it was positive ; at a 
small distance negative, at a jmreater distance no magnetization was 
produced; a further increase of distance produced positive magnetism: 
and after several alternations of this kind, the magnetization ended 
in being positive, and continued positive at all ^eater distancps. 

The number and frequency of these alternations are dependent on 
the conditions above-mentioned, but no distinct law showing their 
relation to those conditions has been discovered. In general it may 
be stated, that the thinner the wire which conducts die current, the 
lighter and finer the needles, and the more feeble their coercive force 
is, the less numerous will be those periodical changes of positive and 
negative magnetization. It is sometimes found, that when these 
conditions are observed, the magnetization is positive at all distances, 
and that the periodic changes only afiect itis intensity. 

Similar effects are produced upon needles placed in tubes of wood 
or glass, upon which an heliacal current is transmitted. In these 
cases, the mere variation in the intensity of the discharge produces 
considerable effect. 

1966. Magne/tism imparted to the needle affected hy the non-- 
magnetic substance which surrounds it, — Savary also ascertained a 
fact which, duly studied, may throw much light on the theory of 
these phenomena. The quantity of magnetism imparted to a needle 
by an electric discharge, and the character of its polarity, positive or 
negative, are affected by the non-magnetic envelope by which the 
needle is surrounded. K a needle be inserted in the axis of a very 
thick cylinder of copper, an heliacal current surrounding the cylinder 
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will not impart magnetism to it. If the thickness of the copper en- 
velope be gradually diminished, the magnetization will be manifested 
in a sensible degree, and it will become more and more intense as the 
thickness of the copper is diminished. This increase, however, does 
not continue until the copper envelope disappears, for when the 
thickness is reduced to a certain limit, a more intense magnetization 
is produced than when the uncovered needle is placed within the 
helix. 

Envelopes of tin, iron, and silver placed around the needle are 
attended with analogous effects, that is to say ; when they consist of 
very thin leaf metal they increase the quantity of magnetism which 
can be imparted to the needles by the current ; but when the metallic 
envelope is much thicker, they prevent the action of the electric dis- 
charge altogether. Cylinders formed of metallic filings do not 
produce these effects, while cylinders formed of alternate layers of 
metallic and non-metallic substances do produce them. It is inferred 
from this that solutions of continuity at right angles to the axis of 
the needle, or to that of the cylinder, have an influence on the 
phenomena. 

1967. Formation of powerful electro-magnets. — The inductive 
effect of a spiral or hehacal current on soft iron is still more energetic 
than on steel or other bodies having more or less coercive force. The 
property enjoyed by soft iron, of suddenly acquiring magnetism from 
any external magnetizing agent, and as suddenly losing its magnetism 
upon the suspension of such agency, has supplied the means of pro- 
ducing the temporary magnets which are known under the name of 

ELECTRO-MAGNETS. 

The most simple form of electro-magnet is represented in^. 615. 
It is composed of a bar of soft iron bent into 
the form of a horse-shoe, and of a wire wrapped 
with silk, which is coiled first on one arm, 
proceeding from one extremity to the bend of 
the- horse-shoe, and then upon the other from 
the bend to the other extremity, care being 
taken that the convolutions of the spiral shall 
follow the same direction in passing from one 
leg to the other, since, otherwise, consequent 
points would be produced. An armature is 
applied to the ends of the horse-shoe, which 
Fig. 615. will adhere to them so long as a voltaic current 

flows upon the wire, but which will drop off 
the moment that such current is discontinued. 

1968. Conditions which determine the force of the magnet. — Th% 
force of the electro-magnet will depend on the dimensions of the 
horse-shoe and the armature, the intensity of the current; and the 
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Fig. 616. 



Bumber of convolutions with which each leg of the horse-shoe is 
wrapped. 

1969. Electro-magnet of Faculty of Sciences at Paris, — In 1830 
an electro-magnet of extraordinary power was constructed under the 
superintendence of M. Pouillet at Paris. This apparatus, represented 
in fig, 616., consists of two horse-shoes, the legs of which are pre- 
sented to each other, the bends being turned in contrary directions. 

The superior horse-shoe is fixed in the 
frame of the apparatus, the inferior being 
attached to a cross-piece which slides in 
vertical grooves formed in the sides of 
the frame. To this cross-piece a dish or 
^plateau is suspended in which weights are 
placed, by the effect of which the attrac- 
tion which unites the two horse-shoes is at 
length overcome. Each of the two horse- 
shoes is wrapped with 10,000 feet of 
covered wire, and they are so arranged 
that the poles of contrary names shall be 
in contact. With a current of moderate 
intensity the apparatus is capable of 
supporting a weight of several tons. 

1970. Form of electro-magnets in general. — It is found more 
convenient generally to construct electro-magnets of two straight bars 
of soft iron, united at one end by a straight bar transverse to them, 
and attached to them by screws, so that the form of the magnet 
ceases to be that of a horse-shoe, the end at which the legs are united 
being not curved but square. The conductor of the heliacal current 
is usually a copper wire of extreme tenuity. 

1971. Electro-magnetic power applied as a mechanical agent — 
The property of electro-magnets by which they are capable of sud- 
denly acquiring and losing the magnetic force, has supplied the 
means of obtaining a mechanical agent which may be applied as a 
mover of machinery. An electro-magnet and its armature, such as 
that represented in fig, 615., or two electro-magnets such as those 
jepresented in fi^, 616., are placed so that when the electric current 
is suspended they will rest at a certain distance asunder, and when 

? *he current passes on the wire they will be drawn into contact by 
their mutual attraction. When the current is again suspended they 
will separate. In this manner, by alternately suspending and trans- 
mitting the current on the wire which is coiled round the electro- 
magnet, the magnet and its armature, or the two magnets, receive an 
alternate motion to and from each other similar to that of the piston 
of a steam-engine, or the foot of a person who works the trcddle of a 
lathe. This alternate motion is made to produce one of continued 
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rotation by tbe same mechanical expedients as aire used in the 

application of any other moving power. 

The force with which the electro-magnet and its armatnre attract 
each other, determines the power of the electro-motive machine, just 
as the pressure of steam on the piston determines the power of a 
steam-engine. This force, when the magnets are given, varies with 
the nature and magnitude of the galvanic pile which is employed. 

1972. Ekctro-nwtive power applied in the workshop of M. Fro- 
ment. — The most remarkable and beautiful application of electro- 
motive power as a mechanical agent which has been hitherto wit- 
nessed is presented in the workshops of M. Gustavo Froment, of 
Paris, so celebrated for the construction of instruments of precision. 
It is here applied in various forms to give motion to the machines 
contrived by M. Froment for dividing the limbs of astronomical and 
surveying instruments and microscopic scales. The pile used for the 
lighter description of work is that of Daniel, consisting of about 24 
pairs. Simple arrangements are made by means of commutators, 
rheometers, and rheotropes, for modifying the current indefinitely in 
quantity, intensity, and direction. By merely turning an index or 
lever in one direction or another, any desired number of pairs may 
be brought into operation, so that a battery of greater or less inten- 
sity may be instantly made to act, subject to the major limit of the 
number of pairs provided. By another adjustment, the copper ele- 
ments of two or more pairs, and at the same time their zinc elements, 
may be thrown into connexion, and thus the whole pile, or any por- 
tion of it, may be made to act as a single pair, of enlarged surface* 
By another adjustment, the direction of the current can be reversed 
at plieasure. Other adjustments, equally simple and effective^ are 
provided, by which the current can be turned on any. particular ma- 
chine, or directed into any room that may be required. 

The pile used for heavier work, is a modification of Bunsen^s 
charcoal battery, in which dilute sulphuric acid is used in the porous 
porcelain cell containing the charcoal, as well as in the cell contain- 
ing the zinc. By this expedient the noxious fumes of the nitric acid 
are removed, and although the strength of the battery is diminished, 
suflScient power remains for the purposes to which it is applied. 

The forms of the electro-motive machines constructed by M. Fro- 
ment are very various. In some the magnet is fixed and the arma- 
ture moveable ; in some both are moveable. 

In some there is a single magnet and a single armature. The 
power is in this case intermittent, like that of a single acting steam- 
engine, or of the foot in working the treddle of a lathe, and the con- 
tinuance of the action is maintained in the same manner by the 
inertia of a fly-wheel. 

In other cases two electro-magnets and two armatures are com- 
bined, and the current is so regulated, that it is established on each 
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during the intervals of its suspension on the other. This machine 
is analogous in its operation to the double-acting gteam-enginO; the 
operation of the power being continuous; the one magnet attracting 
its armature during the intervals of suspension of the other. The 
force of these machines maybe augmented indefinitely, by. combining 
the action of two or more pairs of magnets. 

Another variety of the application of this moving principle, pre- 
sents an anology to the rotatory steam-engine. Electro-magnets are 
fixed at equal distances round a wheel, to the circumference of which 
the armatures are attached at corresponding intervals. In this case 
the intervals of action and intermission of the currents are so regu- 
lated, that the magnets attract the armatures obliquely, as the latter 
approach them, the current, and consequently the attraction, being 
suspended the moment contact takes place. The effect of this is, 
that all the magnets exercise forces which tend to turn the wheel on 
which the armatures are fixed constantly in the same direction, and 
the force with which it is turned is equal to the sum of the forces of 
all the electro-magnets which act simultaneously. 

This rotatory electro-motive machine is infinitely varied, not only 
in its magnitude and proportions, but in its form. Thus in some 
the axle is horizontal, and the wheel revolves in a vertical plane ; in 
others the axle is vertical, and the wheel revolves in an horizontal 
plane. In some the electro-magnets are fixed, and the armatures 
moveable with the wheel ; in others both are moveable. In some 
the axle of the wheel which carries the armatures is itself moveable, 
being fixed upon a crank or eccentric. In this case the wheel 
revolves within another, whose diameter exceeds its own by twice 
the length of the crank, and within this circle it has an hypocycloidal 
motion. 

Each of these varieties of the application of this power, as yet 
novel in the practical operations of the engineer and manufacturer, 
possesses peculiar advantages or convenience, which render it more 
eligible for special purposes. 

1973. Electro-motive machines constructed hy Mm. — To render 
this general description of M. Froment's electro-motive machines 
more clearly understood, we shall add a detailed explanation of two 
of the most efficient and useful of them. 

In the machine represented in fig. 617., a and h are the two legs 
of the electro-magnet; c d i^ the transverse piece uniting them, 
which replaces the bend of the horse-shoe ; e/ is the armature con- 
fined by two pins on the summit of the leg a (which prevent any 
lateral deviation), the end / being jointed to the lever g A, which is 
connected with a short arm projecting from an axis k by the rod i. 
When th€ current passes round the electro-magnet, the lever / is 
drawn down by the attraction of the leg &, and draws with it the 
lever g h, by which t and the short lever projecting from the axis k 
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Fig. 617. 



are also driven down. Attached to the same axis k'lSVL longer arm 
m, which acts by a connecting rod n upon a crank o and a fly-wheel 
V. When the machine is in motion, the lever g h and the armature 
/ attached to it recover their position by the momentum of the fly- 
wheel, after having been attracted downwards. When the current 
is again established, the armature / and the lever g h are again 
attracted downwards, and the same eflects ensue. Thus, during each 
half-revolution of the crank o, it is driven by the force of the electro- 
magnet acting on^J and during the other half-revolution it is carried 
round by the momentum of the fly-wheel. The current is suspended 
at the moment the crank o arrives at the lowest point of its play, and 
is re-established when it returns to the highest point. The crank is 
therefore impelled by the force of the magnet in the descending half 
of its revolution, and by the momentum of the fly-wheel in the 
ascending half. 
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The contrivance called a distrihutor, by which the current is alter- 
nately established and suspended at the proper moments, is repre- 
sented in fig. 618., where y represents the transverse 
section of the axis of the fly-wheel ; r, a spring which 
is kept in constant contact with it ; a;, an eccentric fixed 
on the same axis y, and revolving with it and / another 
spring similar to r, which is acted upon by the eccentric, 
and is thus allowed to press against the axis y during 
half the revolution, and removed from contact with it 
Fig. 618. during the other half-revolution. When the spring / 
presses on the axis y the current is established; and 
when it is removed from it the current is suspended. 

It is evident that the action of this machine upon the lever attached ' 
to the axis k is exactly similar to that of the foot on the treddle of a 
lathe or a spinning-wheel ; and as in these cases, the impelling force 
being intermittent, the action is unequal, the velocity being greater 
during the descending motion of the crank o than during its ascend- 
ing motion. Although the inertia of the fly-wheel diminishes this 
inequality by absorbing a part of the moving power in the descend- 
ing motion, and restoring it to the crank in the ascending motion, it 
cannot altogether efiace it. 

Another electro-motive machine of M. Froment is represented in 
elevation mfig, 619., and in plan in fig, 620. This machine has 




Fig. 619. 

the advantage of producing a perfectly regular motion of rotation, 
which it retains for several hours without sensible change. 
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A dium, whicli revolves on a vertioal axis xy, carries on its cir- 
onmference eight bars of soft iron a placed at equal distances asunder. 
These bars are attracted laterally, and always in the same direction; 
by the intermitting action of six electro-magnets h, mounted in a 
strong hexagonal frame of cast iron, within which the drum revolves. 
The intervids of action and suspension of the current upon these 
magnets are so regulated that it is established upon each of them at 
the moment one of the bars of soft iron a is approaching it, and it is 
suspended at the moment the bar begins to depart from it. Thus 
the attraction accelerates the motion of the drum upon the approach 
of the piece a towards the magnet b, and ceases to act when the piece 
a arrives in face of h. The action of each of the six impelling forces 
upon each of the eight bars of soft iron attached to the drum is thus 
intermitting. During each revolution of the drum, each of the eight 
bars a receives six impulses; and therefore the drum itself receives 




Fig. 620. 

forty-eight impulses. If we suppose the drum to make one revolu- 
tion in four seconds, it will therefore receive a succession of impulses 
at intervals of the twelfth part of a second, which is practically equiv- 
alent to a continuous force. 

The intervals of intermission of the current are regulated by a 
simple and ingenious apparatus. A metallic disc c is fixed upon the 
axis of rotation. Its surface consists of sixteen equal divisions, the 
alternate divisions being coated with non-conducting matter. A 
metallic roller A^ which carries the current, presses constantly on the 
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surface of this disc, to wbich it imparts the current. Three other 
metallic rollers efg press against the edge of the disc, and, as the 
disc revolves, come alternately into contact with the conducting and 
non-conducting divisions of it. When they touch the conducting 
divisions, the current is transmitted ; when they touch the non-con- 
ducting divisions, the current is interrupted. 

Each of these three rollers efg is connected by a conducting 
wire with the conducting wires of two electro-magnets diametrically 
opposed, as is indicated in^. 620., so that the current is thus alter- 
nately established and suspended on the several electro-magnets, as 
the conducting and non-conducting divisions of the disc pass the 
rollers c, /, and g, 

M. Froment has adapted a regulator to this machine, which plays 
the part of the governor of the steam-engine, moderating the force 
when the action of the pile becomes too strong, and augmenting it 
when it becomes too feeble. 

A divided circle m 71, fig. 619., has been annexed to the machine 
at the suggestion of M. Pouillet, by which various important physical 
experiments may be performed. 

1974. Applied as a sonometer, — This machine has been applied 
with much success as a sonometer ^ to ascertain and register directly 
the number of vibrations made by sonorous bodies in a given time. 

1975. Momentary current hy induction, — If a wire A, on which 
a voltaic current is transmitted, be brought into proximity with and 
parallel to another wire B, the ends of which are in metallic contact 
either with each other, or with some continuous system of conductors, 
so as to form a closed circuit, the electric equilibrium of the wire B 
will be disturbed by the action of the current A, and a current will 
be produced upon b in a direction opposite to that which prevails on 
A. This current will, however, be only momentary. After an in- 
stant the wire B will return to its natural state. 

If the wire A, still carrying the current, be then suddenly re- 
moved from the wire B, the electric equilibrium of B will be again 
disturbed, and as before, only for a moment; but in this case the 
current momentarily produced on B will have the same direction as 
the current on A. 

If the contact of the extremities of the wire B, or either of them 
with each other, or with the intermediate system of conductors which 
complete the circuit, be broken, the approach or remoyal of the cur- 
rent A will not produce these effects on the wire B. 

If, instead of moving the wire A to and from B, the wires, both in 
their natural state, be placed parallel and near to each other, and a 
currient be then suddenly transmitted on A, the same effect will be 
produced on B as if A, already bearing the current, had been sud- 
denly brought into proximity with B. And in the same way it will 
be found that if the current established on A be suddenly suspended, 
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the same effect will be produced as if A^ still bearing the current, 
were suddenly removed. 

These phenomena may be easily exhibited experimentally, by con- 
necting the extremities of the wire A with a voltaic pile, and the 
extremities of b with the wires of a rheoscope. So long as the cur- 
rent continues to pass without interruption on A,, the needle of the 
rheoscope will remain at rest, showing that no current passes on b. 
But if the contact of A with either pole of the pile be suddenly 
broken, so as to stop the current, the needle of the rheoscope will be 
deflected for a moment in the direction which indicates a current 
similar in direction to that which passed on A, and which has just 
been suspended ; but this deflection will only be momentary. The 
needle will immediately recover its position of rest, indicating that 
the cause of the disturbance has ceased. 

If the extaremity of A be then again placed suddenly in contact 
with the pile, so as to re-establish the current on A, the needle 
of the rheoscope will agaitL be deflected, but in the other direction, 
showing that the current produced on b is in the contrary direction 
to that which passes on A, and, as before, the disturbance will 
only be momentary, the needle returning immediately to its position 
of rest. 

These momentary currents are therefore ascribed to the inductive 
action of the current A upon the natural electricity of the wire b, 
decomposing it and causing for a moment the positive fluid to move 
in one direction, and the negative in the other. It is to the sitdden 
jpretence and the sudden absence of the current A, that the phenomena 
must be ascribed, and not to any action depending on the commence- 
ment of the passage of the current on A, or on its discontinuance, be- 
cause the same effects are produced by the approach and vnthdrawal 
of A while it carries the current, as by the transmission and discon^ 
tinuance of the current upon it. 

1976. Eaperimental illustration. — The most convenient form of 
apparatus for the experimental exhibition of these momentary cur- 
rents of indaction, consists of two wires wrapped with silk, which are 
coiled round a cylinder or roller of wood or metal, as represented in 
Jig, 621. The ends are separated in leaving the roller, so that those 

of one wire may be carried to the 
pile, and those of the other to the 
rheoscope. The effect of the in- 
ductive action is augmented in 
proportion to the length of the 
^ wires brought into proximity, other 
things being the same. It is found 
that the wire B, which receives the 
inductive action, should be much 
Pig. 621. finer and longer than that, A, which 
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bears the primary current. Thus, for example, while 150 feet of 
wire No. 18. were used for a, 2000 feet of No. 26. were used for b. 
The effect of the induction is greatlj augmented by introducing a 
cylinder of soft iron, or, still better, a bundle of soft iron wires, into 
the core of the roller. The current on a renders this mass of soft 
iron magnetic, and it reacts by induction on the wires conducting the 
currents. 

1977. MomeTUary currents produced by magvetic induction. — 
Since, as has been shown, a magnetic bar and an heliacal current are 
interchangeable, it may naturally be inferred that if an heliacal cur- 
rent produces by induction momentary currents upon an heliacal wire 
placed in proximity with it, a magnet must produce a like effect. 
Experiment has accordingly confirmed this inference. 

1978. Experimental iUustraticms, — Let the extremities of a 
covered wire coiled on a roller, fig, 622., be connected with a rheo- 

scope, and let the pole of a magnet A b be 
suddenly inserted in the core of the coil. A 
momentary deflection of the needles will be 
produced, similar to that which would attend 
the sudden approach of the end of an heliacal 
current having the properties of the magnetic 
pole which is presented to the coil. Thus the 
boreal pole will produce the same deflection 
as theyro9i^, and the austral pole as the ba/Jt 
of an heliacal current. 

In like manner, the sudden removal of a 
magnetic pole from proximity with the heliacal 
wire will produce a momentary current on the 
wire, similar to that which would be produced 
by the sudden removal of an heliacal current 

having like magnetic properties. 

The sudden presence and absence of a magnetic pole within the 

coil of wire on which it is desired to produce the induced current 
may be caused more conveniently and effi- 
ciently by means of the effects of magnetic 
induction on soft iron. The manner of apply- 
ing this principle to the production of the 
induced current is as follows : — 

Let a by fig. 623., be a powerful horse-shoe 
magnet, over which is placed a similar shoe of 
soft iron, round which the conducting wire is 
coiled in the usual manner, the direction of 
the coils being reversed in passing from one 
leg of the horse-shoe to the other, so that the 
current in passing on each leg may have its 
Fig. 623. front presented in opposite directions. The 
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cxtremitieB of the wire are connected with those of a rheoscope at a 
sufficient distance from the magnet to prevent its indications from 
being disturbed by the influence of the magnet 

If the poles a 6 of the magnet be suddenly brought near the ends 
of the legs of the horse-shoe m o n, the needle of the rheoscope will 
indicate the existence of a momentary current on the coil of wirey 
the direction of which will be opposite to that which would charac- 
terize the magnetic polarity imparted by induction to the horse-shoe 
men. If the magnet ab he then suddenly removed^ so as to 
deprive the horse-shoe m n of its magnetism, the rheoscope will 
again indicate the existence of a momentary current, the direction of 
which will now, however, be that which characterizes the polarity 
imparted to the horse-shoe mon. 

It appears, therefore, as might be expected, that the sudden de- 
composition and recomposition of the magnetic fluids in the soft iron 
contained within the coil has the same effect as the sudden approach 
and removal of a magnet. 

1979. Inductive effects 'produced hy a permanent magnet revolving 
under an electro-magnet. — If the magnet a h were mounted so as 
to revolve upon a vertical axis passing through the centre of its bend, 
and therefore midway between its legs, its poles might be made to 
come alternately under the ends of the horse-shoe m o n^ the horse- 
shoe men being stationary. During each revolution of the magnet 
a by the polarity imparted by magnetic induction to the horse-shoe 
would be reversed. When the austral pole a passes under m, and 
therefore the boreal pole under n, m would acquire boreal and n austral 
polarity. After making half a revolution b would come under m, 
and a under n^ and m would acquire by induction austral and n 
boreal polarity. The momentary currents produced in the coils of 
wire would suffer corresponding changes of direction consequent as 
well on the commencement as on the cessation of each polarity, 
austral and boreal. 

To trace these vicissitudes of the inductive current produced upon 
the wire, it must be considered that the commencement of austral 
polarity in the leg m and that of boreal polarity in the leg w, give 
the same direction to the momentary inductive current, inasmuch as 
the wire is coiled on the legs in contrary directions. In the same 
manner it follows that the commencement of boreal polarity in m, 
and of austral polarity in n, produce the same inductive current. 

The same may be said of the direction of the inductive currents 
consequent on the cessation of austral and boreal polarity in each of 
the legs. The cessation of austral polarity in m, and of boreal po- 
larity in Uy or the cessation of boreal polarity in w, and of austral 
polarity in w, produce the same inductive current. It will also fol- 
low, from the effects of the current and the reversion of the coils in 
passing from one leg to the other, that the inductive current pro- 
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dnced by ihe cessation of either polarity on one leg of m 6 n will 
have the same direction as that produced by the commencement of 
the same polarity in the other. 

If the magnet a b were made to revolve under m c n,it would 
therefore follow that during each revolution four momentary currents 
would be produced in the wire, two in one direction during one semi- 
revolution, and two in the contrary direction duriog the other semi- 
revolution. In the intervals between these momentary currents the 
wire would be in its natural state. 

It has been stated that if the extremities of the wire were not in 
metallic contact with each other, or with a continuous system of 
conductors, these inductive currents would not be produced. This 
condition supplies the means of producing in the wire an intermitting 
inductive current constantly in the same direction. To accomplish 
this, it will be only necessary to contrive means to break the contact 
of either extremity of the coil with the intermediate conductor during 
the same half of each successive revolution of the magnet. By this 
expedient the contact may be maintained during the half-revolution 
in which the commencement of austral polarity in the leg m, and of 
boreal in the leg riy and the cessation of boreal polarity in the leg m, 
and of austral in the leg n, respectively take place. All these 
changes produce momentary currents having a common direction. 
The contact being broken during the other semi-revolution, in which 
the commencement of boreal polarity in m, and of aostral in n, and 
the cessation of austral polarity in m, and of boreal in n, respectively 
take place, the contrary currents which would otherwise attend these 
changes will not be produced. 

1980. Use of a contact breaker, — If it be desired to reverse the 
direction of the intermitting current, it will be only necessary to con- 
trive a contact breaker which will admit of such an adjustment that 
the contact may be maintained at pleasure, during either semi-revo- 
lution of the magnet a 6, while it is broken during the other. 

1981. Magneto-electric machines. — Such are the principles on 
which is founded the construction of magneto-electric machines, one 
form of which is represented in Jig. 624. The purpose of this appa- 
ratus is to produce by magnetic induction an intermitting current 
constantly in the same direction, and to contrive means by which the 
intervals of intermission shall succeed each other so rapidly that the 
current shall have practically all the effects of a current absolutely 
continuous. 

A powerful compound horse-shoe magnet A is firmly attached by 
bolts and screws upon an horizontal bed, beyond the edge of which 
its poles a and b extend. Under these is fixed an electro-magnet 
X Y, with its legs vertical, and mounted so as to revolve upon a ver- 
tical axis. The covered wire is coiled in great quantity on the legs 
X T; the direetioQ of the coils being reversed in passing from one leg 
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to the other; so that if a voltaio cnrrent were transmitted upon it^ 
the ends x and Y would acquire opposite polarities. 

The axis upon which this electro-magnet revolves has upon it a 
small grooved wheel /, which is connected bj an endless cord or 
band n, with a large wheel R driven by a handle m. The relative 
diameters of the wheels R and /is such that an extremely rapid rota- 
tion can be imparted to x y by the hand applied at m. 

The two extremities of the wire proceeding from the legs x and 
T are pressed by springs against the surfaces of two rollers, c and dy 
fixed upon the axis of the electro-magnet These rollers themselves 




Fig. 624. 

are in metallic connexion with a pair of handles P and N, to which 
the cnrrent evolved in the wire of the electro-magnet xy will thus 
be conducted. 

If the electro-magnet XY be now put in rotation by the handle 
m, the handles P and N being connected by any continuous conduc- 
tor, a system of intermitting and alternately contrary currents will 
be produced in the wire and in the conductor by which the handles 
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p and N are connected. But if the rollers c and d are so contrived 
that the contact of the ends of the wire with them shall be only 
maintained during a semi-revolution in which the intermitting cur- 
rents have a common direction, then the current transmitted through 
the conductor connecting the handles P and n will be intermitting, 
but not contrary ; and by increasing the velocity of rotation of the 
electro-magnet XY, the intervals of intermission may be made to suc- 
ceed each other with indefinite celerity, and the current will thus 
acquire all the character of a continuous current. 

The contrivances by which the rollers c and d are made to break 
the contact, and re-establish it with the necessary regularity and cer- 
tainty, are various. They may be formed as eccentricsy so as f6 
approach to and recede from the ends of the wire as they revolve, 
touching them and retiring from them at the proper moments. Or, 
being circular, they may consist alternately of conducting and non- 
conducting materials. Thus one half of the surface of such roller 
may be metal, while the other is wood, horn, or ivory. When the 
end of the wire touches the latter the current is suspended, when it 
touches the former it is maintained. 

1982. Effects of this machine — its medical use. — All the usual 
effects of voltaic currents may be produced with this apparatus. If 

' the handles P and N be held in the hands, the arms and body become 
the conductor through which the current passes from p to N. If XT 
be made to revolve, shocks are felt, which become insupportable when 
the motion of x Y acquires a certain rapidity. 

If it be desired to give local shocks to certain parts of the bodyy 
the hands of the operator, protected by non-conducting gloves, direct 
the knobs at the ends of the handles to the parts of the body between 
which it is desired to produce the voltaic shock. 

1983. Inductive effects of the successive convolutions of the same 
helix, — The inductive effect produced by the commencement or ces- 
sation of a current upon a wire, forming part of a closed circuit placed 
near and parallel to it, would lead to the inference that some effect 
may be produced by one coil of an heliacal current upon another at 
the moment when such current commences or ceases* At the mo- 
ment when the current commences, it might be expected that the 
inductive action of one coil upon another, having a tendency to pro- 
duce a momentary current in a contrary direction, would mitigate the 
initial intensity of the actual current, and that at the moment the 
current is suspended the same inductive action, having a tendency to 
produce a momentary current in the same'direction, would, on the 
contrary, have a tendency to augment the intensity of the actual 
current. 

The phenomena developed when the contact of a closed circuit 
is made or broken, are in remarkable accordance with these antici- 
pations. 
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K the wires whicH connect the poles of an ordinary pile, connsi- 
ing of a dozen pairs, be separated or brought together, a very feeble 
spark will be yisible, and no sensible change in the intensity of this 
spark will be produced when the length of the wire compassing the 
circuit is augmented so much as to amount to 150 or 200 yards. If 
this wire be folded or coiled in any manner, so long as the parts com- 
posing the folds or coils are distant from each other by a quarter of 
an inch or more, no change of intensity will be observed. But if 
the wire be coiled round a roller or bobbin, so that the successiTe 
convolutions may be only separated from each other by the thickness 
of the silk which covers them, a very remarkable effect will ensue. 
The spark produced when the extremities of the wire are brought 
together will still be faint; but that which is manifest when, a^ 
having been in contact, they are suddenly separated, will have an 
incomparably greater length, and a tenfold or even a hundredfold 
splendour. The shock produced, if the ends of the wire be held in 
ike hands when the contact is broken, has also a great intensity. 

1984. Effects of momeftUary inductive currents produced upon re- 
volving metallic discs : researches of AragOy Herschely Bahhage, and 
Faraday, — ^It was first ascertained by Axago that if a circular disc 
of metal revolve round its centre in its own plane under a magnetic 
needle, the needle will be deflected from the magnetic meridian, and 
the extent of its deflection will be augmented with the velocity of 
rotation of the disc. By increasing gradually that velocity, the 
needle will at length be turned to a direction at right angles to the 
magnetic meridian. If the velocity of rotation be still more in<»>eased, 
the needle will receive a motion of continuous rotation round its 
centre in the same direction as that of the disc. 

That this fact does not proceed from any mechanical action of the 
disc upon the intervening stratum of air, is proved by the &ct that 
it is produced in exactly the same manner where a screen of thin 
paper is interposed between the needle and the disc. 

Sir John Herschel and Mr. Babbage made a series of experiments 
to determine the relative power of discs composed of different metab 
to produce this phenomenon. Taking the action of copper, which 
is the most intense, as the unit, the following are the relative forces 
determined for discs of other metals : — 



Copper 1*00 

Zino 0-93 

Tin 0-46 



Lead 0*25 

Antimony 0'09 

Bismuth 0*02 



Professor Barlow ascdl-tained that iron and steel act more energeti- 
cally than the other metals. The force of silver is considerable, that 
of gold very feeble. Mercury holds a place between antimony and 
bismuth. 

Herschel and Babbage found that if a slit were made in the direc- 
tion of a radius of the disc it lost a great part of its force ; but that 
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when the edges of snoh a slit were soldered together with any other 
metal, even with bismuth, which itself has a very feeble force, the 
disc recovered nearly all its force. 

The motion of rotation of the needle is an effect which would 
result &om a force impressed upon it parallel to the plane of the 
disc and at right angles to its radii. It was also ascertained, how- 
ever, that the disc exercises on the needle forces parallel to its own 
plane in the direction of its radii, and also perpendicular to its 
plane. 

A magnetic needle^ mounted in the manner of a dipping-needle, 
so as to play on a horizontal axis in a vertical plane, was placed over 
the revolving disc, so that the plane of its play passed through the 
centre of the disc. The pole of the needle which was presented 
downwards was attracted to or repelled from the centre of the disc 
according to its distance from that point. Placed immediately over 
the centre, no effect, either of attraction or repulsion was manifested. 
As it was moved from the centre along a radius, attraction to the 
centre was manifested. This attraction was diminished rapidly as 
the distance from the centre was increased, and, at a certain point, 
it became nothing, the pole of the needle resting in its natural posi- 
tion. Beyond this distance repulsion was manifested, which was 
continued oven beyond the limits of the disc. These phenomena 
indicate the action of a force directed parallel to the plane pf the disc 
and in the direction of its radii. 

A magnetic needle was suspended vertically by one of its extrem- 
ities, and, being attached to the arm of a very sensitive balance, was 
accurately counterpoised. It was then placed successively over dif- 
ferent parts of the disc, and was found to be every where repulsedf 
whichever pole was presented downwards. These phenomena indi- 
cate the action of a repulsive force directed at right angles to the 
plane of the disc. 

All these phenomena have been explained with great clearness 
and felicity by Dr. Faraday, by the momentary inductive currents 
produced upon the disc by the action of the poles of the magnet, and 
the reaction of those currents on the moveable poles themsehres. By 
the principles which have been explained (1977), it will be apparent 
that upon the parts of the disc which are approaching either pole of 
the magnet, momentary currents will be produced in directions con- 
trary to those which would prevail upon an electro-magnetic helix 
substituted for the magnet, and having a similar polarity ; while upon 
the parts receding from the pole, momentary currents will be 
produced^ having the same direction. 

These currents will attract or repel the poles of the magnet accord- 
ing to the principles explained and illustrated in (1977); and thus 
all the motions, and all the attractions and repulsions described abovC; 
will be easily understood. 

II. 31 
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CHAP. vn. 

INFLUENCE or TEB&ESTBIAL liAONETISM ON VOLTAIC OUBBENTS. 

1985. Direction of the earth* s magnetic attraction, — The laws 
which regulate the reciprocal action of magnets and currents in 
general being understood, the inyestigation of Uie effects produced by 
the earth's magnetism on voltaic currents becomes easy, being nothing 
more than the application of these laws to a particular case. It has 
been shown that the magnetism of the earth is such, that in the 
northern hemisphere the austral pole of a magnet freely suspended 
is attracted in ^e direction of a line drawn in the plane of the mag- 
netic meridian, and inclined below the horizon at an angle which 
increases gradually in going from the magnetic equator, where it is 
nothing, to the magnetic pole, where it is 90^. Ili this part of 
Europe the direction of the lower pole of the dipping-needle, and 
therefore of the magnetic attraction of the earth, is that of a line 
drawn in the magnetic meridian at an angle of about 70^ below the 
horizon, and therefore at an angle of about 20^, with a vertical line 
presented do¥mwards. 

1986. In this part of the earth it correspoTids to tiiat of the boreal 
pcie of am, artificial magnet. — Now, since the magnetism of the 
earth in this part of the globe attracts tiie austral pole of the needle, 
it must be similar to that of the boreal or southern pole of an artificial 
magnet (1656.) To determine, therefore, its effects upon currents, 
it will be sufficient to consider it as a southern magnetic pole, placed 
below the horizon in the durection of the dipping-needle, at a distance 
so great that the directions in which it acts on all parts of the same 
current are practically parallel. 

1987. Direction of the force impressed hy it upon a current. — 
To ascertain the direction, therefore, of the force impressed by terrei^ 
trial magnetism on a current, let a line be imagined to be drawn 
from any point in the current parallel to the dippmg-needle, and let 
a plane be imagined to pass through this line and the current. 
According to what has been explained of the reciprocal action of 
magnets and currents, it will follow that the direction of the force 
impressed on the current will be that of a line drawn through the 
same point of the current perpendicular to this plane. 

Let c c', fig. 625., be the line of direction of the current, and 
draw o P parallel to the direction of the dip. Let L o B be a line drawn 
through o, at right angles to the plane passing through o p and c c'. 
This line will be the direction of the force impressed by the magnetism 
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Fig. 625. 



of the earth on the onnrent 0. If the 
current pass from o to c', this force will 
be directed from o towards l^ since the 
effect prodaced is that of a southern 
magnetic pole placed in the line op. K 
the current pass from o' to o^ the direc- 
tion of the force impressed on it will be 
from o towards B (1918). 

It follows^ therefore; that the force 
which acts upon the current is always in 
a plane perpendicular to the dipping- 
needle. This plane intersects the hori- 
zontal plane in a line directed to the 
magnetic east and west, and therefore perpendicular to the magnetic 
meridian; and it intersects the plane of the magnetic meridian in 
a line directed north and south, making, in this part oi the earthy an 
angle with the horizon of 20^ elevation towards the north; and 
depression towards the south. 

1988. JE^ect of terrestrial magnetism on a vertical current. — If 
the current be vertical; the plane passing through its direction and 
that of the dipping-needle will be the magnetic meridian. The force 
impressed upon the current will therefore be at right angles to the 
plane of the magnetic meridian, and directed eastioard when the 
current descends, and toesttoard when it ascends, 

1989. Effect vpon a horizontal current directed north and south, — • 
If the current be horizontal; and in the plane of the magnetic meri- 
dian, and therefore directed in the line of the magnetic north and 
south; the force impressed on it will be directed to the magnetic east 
and west; and will therefore be also horizontal. It will be directed 
to the easty if the current pass from nx/rth to south; and to the westj 
if it pass from south to north. This will be apparent; if it be con- 
sidered that the effect of the earth's magnetism is that of a sotUh 
magnetic pole placed hehw the current, 

1990. Case of an horizontal current directed east and west, — If 
the current be horizontal and at right angles to the magnetic meri- 
dian; the force impressed on it will be directed north and south in 
the plane of the magnetic meridian, and inclined to the horizontal 
plane at an angle of 20° in this part of the earth. This may be 
resolved into two forces, one vertical and the other horizontal (154). 
The former will have a tendency to remove the current from the 
horizontal plane, and the latter will act in the horizontal plane in the 
direction of the magnetic north and south. It will be directed from 
the soiUh to the north, if the current pass from west to east, and from 
the north to the south, if the current pass, from east to west. This 
will also be apparent; by considering the effect produced upon a 
horizontal current by a south magnetic pole placed below it. 
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1991. Cage of d horkontai current in any intermediaie diret> 
turn, — ^If a horizontal onrrent have any direction intermediate between 
the magnetic meridian and a plane at right angles to it, the force 
impressed on it, beins still at right angles to the dipping-needle, and 
being inclined to the norizontal plane at an angle less Ihan 20^, may 
be resolved into other forces (1^)> one of which will be at right 
angles to the onrrent, «nd will be directed to the left of the current, 
as viewed from below by an observer whose head is in the direction 
from which tiie onrrent passes (1918). 

1992. Effect oftke earth's ma^/netism on a vertical current which 
turns round a vertical axis, — It follows, from what has been here 
proved, that if a descending vertical rectilinear current be so sus- 
pended as to be capable of turning freely round a vertical axis, the 
earth's magnetism will impress upon it a force directed! from west to 
east in a plane at right angles to the magnetic meridian ; and it will 
therefore move to such a position, that the plane passing through 
the current and the alis round which it moves shall be at right 
angles to the magnetic meridian, the current being to the east of the 
axis. 

If the current ascend, it will for like reasons take the position in 
the same plane to the west of tbe axis, being then urged by a force 
directed from east to west. 

1993. Effect on a current which is capable of moving in a hori- 
zontaJ plane, — If a vertical current be supported in such a manner 
that, retaining its vertical direction, it shsdl be capable of moving 
freely in a horizontal plane in any direction whatever, as is the case 
when it floats on the surface of a liquid, the earth's magnetism will 
impart to it a continuous rectilinear motion in a direction at right 
angles to the plane of the magnetic meridian, and directed eastward 
if the current descend, and westward if it ascend. 

If a horizontal rectilinear current be supported, so as to be capable 
of revolving in the horizontal plane round one of its extremities as a 
centre, the earth's magnetism will impart to it a motion of continued 
rotation, since it impresses on it a force always at right angles to the 
current, and directed to the same side of it. If in this case the 
current flow towards the centre round which it revolves, the rotation 
imparted to it will be direct; if from the centre, retrograde, as viewed 
from above (1920). 

1994. JEocperimental illustrations of these effects, — PouiUe^s 
cyoparaius, — A great variety of experimental expedients have been 
contrived to verify these consequences of the principle of the influence 
of terrestrial magnetism on currents. 

To exhibit the efiiBcts of the earth's magnetism on vertical cur- 
rents, M. Pouillet contrived an apparatus consisting of two cir- 
cular canals, represented in their vertical section, in Jig. 626.^ 
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k' one placed above tbe oiher, tbe lower canal baving 
a greater diameter tban tbe upper. In opening 
in tbe centre of tbese canals a metallic vA t is 
fixed in a vertical position, supporting a mercurial 
cup c. A rod h h'f composed of a non-conducting 
substance, is supported in tbe cup c by a point at 
its centre. Tbe vertical wires t; t/ are attacbed 
to tbe ends of tbe rod h h\ and terminate in points, 
wbicb are turned downwards, so as to dip into 
tbe liquid contained in. tbe upper canal, wbile tbeir 
lower extremities dip into tbe liquid contained in 
Fig. 626. tbe lower canal. A bent wire connects tbe mer- 
cury contained in tbe cup c witb the liquid in 
tbe upper canal. 

Tbe liquid on tbe upper and lower canals is acidulated water or 
mercury. If tbe liquid in tbe lower canal be put in communication 
witb tbe positive, and tbe rod t witb tbe negative pole, tbe current 
will pass from tbat canal up tbe two vertical wires v t/, tbenoe to tbe 
liquid in tbe upper canal, tbenco by tbe connecting wire to tbe mer- 
cury in tbe cup c, and tbence by tbe rod ^ to tbe negative pole. 

By tbis arrangement tbe two vertical currents vv'y wbicb both 
ascend, are moveable round tbe rod < as an axis. 

When tbis apparatus is left to tbe influence of the earth's mag- 
netism, tbe currents v xf will be affected by equal and parallel forces 
directed westward at right angles to tbe magnetic meridian (1988). 
Tbe equal and parallel forces being at equal distances from the axis 
<, will be in equilibrium in all positions (421), and tbe wires wiU 
tberefore be astatic ^1695). 

If tbe point of the wire t/ at A' be raised from the upper canal, 
tbe current on v' will be suspended. In tbat case, the wire v being 
impelled by the terrestrial magnetism westward at right angles to 
tbe magnetic meridian, tbe system will take a position at right angles 
to tbat meridian, tbe wire on which the current passes being to the 
west of tbe axis t If the point at h! be turned down so as to dip 
into the liquid, and tbe point at A be turned up so as. to suspend the 
current on h and establiish tbat on A', tbe system will make half a 
revolution and will place tbe wure h' on which the current runs to 
tbe west of t. 

If by the rheotrope the connexions witb tbe poles of the battery 
be reversed, the currents on v t/ will descend instead of ascending. 
In that case tbe system will be astatic as before, so long as both 
currents are established on the wires v t/. But if the connexion of 
either witb tbe superior canal be removed, tbe wire on wbicb tbe 
remaining current passes being impelled eastwards, tbe system will 
take a position in tbe plane of tbe magnetic meridian, the wire on 
wbicb the current runs beinir east of tbe axis t, 
* 31* 
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When the currents on ttie wires v 7/ are both passing, the system 
will be astatic only so lon^ as the currents are equally intense, and 
boUi in the same plane with the axis t If while the latter condition 
is fdlfilied one of the wires be even in a small degree thicker tlmn 
the other, it will carry a stronger current, and in ihat case it will 
turn to the magnetic east or west, according as the currents deseed 
or ascend, just as though the current on the other wire were sap- 
pressed ; for in this case the effeetive force is that due to the diffe- 
rence of the intensities of the currents acting on that which is tke 
stronger. 

If the two wires be not in the same plane with the axis, the forces 
which act upon them being equal, and parallel to the plane of the 
magnetic meridian, the position of equilibrium will be that in which 
the plane passing through them will be parallel to the latter plane. 

The position of equilibrium will be subject to an infinite variety 
of changes^ according as the plane of the wires v 1/, their relative 
thickness, and their distances from the axis of rotation are varied, 
and in this way a great number of interesting experiments on the 
effects of ^e earth's magnetism inscj be exhibited. 

1996. Its applieatiwi to show the effect of terrestrial mdgnetim 

on a horizontal currents — To show experimentally the efiect of the 

earth's magnetism on a horizontal current, 

^ / M. Pouillet contrived an arrangement on a 

^ H I ' n \ similar principle, consisting of a circular 

/jmS^MlMBBim V canal, the vertical section of which is repre- 
sented in Jigf. 627. A horizontel wire aft 
is supported by a point at its centre which 
Fig. 627. rests in a mercurial cup fixed upon a metal- 

lic rod, like t, jig, 626. The two pomts, a 
and h^ project from the wire and dip into the liquid in the canal, 
the small weights c and d being so suijusted as to keep the wire a h 
exactly balanced. 

If die central rod be connected with the positive, and the liquid 
in the canal with the negative pole, the current will ascend on the 
central rod, and Will pass along the horizontal wire in both directions 
from its centre to the points a and &, by which it will pass to the 
liquid in the canal, and thence to the negative pole. If by the 
rheotrope the connexions be reversed and the names of the poles 
changed, the current will pass from a and & to the centre, and thence 
by the central rod to the negative pole. 

In the former case, the vsire a b will revolve with retrograde, and 
in the latter wilh direct rotation, in accordance with what has been 
already explained (1918). 

1996. Its effect on vertical currents shoncn hy Arwphr^s apparatus. 
— ^If a rectangular current, such as that represented in fig, 595., be 
suspended in Ampere's frame, fig, 564., it will, when left to the in- 
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floence of terrestrial magnetism^ take a position at right angles to 
the mi^^etio meridian, the side on which the eurrent descends being 
to the east, for in this ease the horizontal currents which pass on 
the upper and lower sides of the rectangle, being contrary in direc- 
tion, wDl have a tendency to revolve, one with dnrect, and the' other 
with retrograde motion rwind y^. These forces, therefore, neutralize 
each other. The vertical descending current will be attracted to the 
east, and the ascending current to the west (1992). 

1997. /te effejcu on a circular current shown by Amp^r^s appd' 
ratus. — If a circular current, such as that represented in fig. 694., 
be suspended in Ampere's frame, fi^g. 564., and submitted to the in- 
fluence of terrestrial magnetism, each part of it may be regarded as 
being compounded of a vertical and horizontal component. The 
horizontal components in the upper semicircle, flowing in a direction 
contrary to those in the lower semicircle, their effects will neutralize 
each other. The vertical components will descend on one side and 
ascend On the other. That side on which they descend will be at- 
tracted to the east, and that at which they ascend to the west ; and, 
consequently, the current will place itself in a plane at right angles 
to the magnetic meridian, its front being presented to the south. 

1998. Its effect on a circular 4)r spiral current shown hy Ddarive^s 
floating apparatus, — If a circular or spiral current be placed on a 
floating apparatus, it will assume a like position at right angles to the 
magnetic meridian, with its point to the south ; and the same will 
be true of any circulating current. 

1999. Astatic currents formed hy Amplre^s apparatus, — ^To con- 
struct a system of currents adapted to Ampere's frame, which shall 
be astatic, it is only necessary so to arrange them that there shall be 
equal and simDar horizontal currents running in contrary directions, 
and equal and similar vertical currents in. the same direction, and that 
the latter shall be at equal distances from the axis on which the sys- 
tem turns ; for in that case the horizontal elements, Jiaving equal 
tendencies to make the system revolve in contrary directions, will 

equilibrate, and the vertical elements being 
affected by equal and parallel forces at equal 
distances from the axis of rotation, will also 
equilibrate. 

By considering these principles, it will be 
evident that the system of currents represented 
in fig, 628., adapted to Ampere's firame, fig. 
564., is astatic. 

2000. Effect ofeariKs magnetism on spiral 

currents shown hy Amplre^s apparatus. — If 

the arrangement of spiral currents represented 

in fig, 605. be so disposed that the current 

Tig. 628. after passing through one only of the two 
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spiralfl shall return to the negatiTe pole^ the earth's magnetism will 
affect it 80 as to bring it into snch a position that its ^ane will be 
at right angles to the magnetio meridian. If the descending currents 
be on the side of the spiral more remote from the azis of motion, 
the system will arrange itself so that the spiral on which the current 
flows shall be to the easi of the axis. If the descending currents 
be on the side nearer to the axis, the spiral on which £e current 
flows will throw itself to the west of the axis. In each ease, the front 
of the current is presented to the magnetio south, and the descending 
currents are on the east side of the spiral. 

If the current pass through both spirals in Jig. 605., and their 
fronts be on the same side, the earth's magnetism will throw them 
into the plane at right angles to the magnetic meridian, their fronts 
bdng presented to the south. 

If their fronts be on different ndes, the system will be astatic, and 
will rest in any position independent of the earth's magnetism, which 
in this case will produce equal and contraiy effects on the two 
spirab. 

If the system of spiral currents represented in^. 606. be sus- 
pended in Ampere's frame, subject to the earth's magnetism, the 
fronts of the currents beiug on the same side of the two spirals, it 
will take such a position that the centres of the two spirals will be 
in the magnetic meridian, their planes at right angles to it, and the 
fronts of the currents presented to the south. If in this case the 
fronts of the currents be on opposite sides, the system will be 
astatic. 

2001. Effect on an Tumzontal current shown hy PouiUefs appor 
rcUtts. — The rotation of the horizontal current produced with the 
apparatus Jig, 627., may be accelerated, retarded, arrested, or in- 
verted by presenting the pole of an artificial magnet above or below 
it, at a greater or less distance. A south magnetic pole placed below 
it, or a north magnetic pole above, producing forces identical in 
direction with those produced by terrestrial magnetism, will accele- 
rate the rotation in a greater or lesd degree, according to the power 
of the artificial magnet, and the greater or less proximity of its pole 
to the centre of rotation of the current. 

A north magnetic pole presented below, or a south pole above the 
centre of rotation, producing forces contrary in their direction to 
those resulting from the earth's magnetism, will retard, arrest, or 
reverse the rotation according as the forces exerted by the magnet 
are less than, equal to, or greater than those impressed by terrestrial 
magnetism. 

If the system of currents represented in Jig. 629. be suspended on 
Pouillet's apparatus, represented in Jig. 626., it will receive a mo- 
tion of continued rotation from the influenoe of the earth's mag- 
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netism. In this case the vertical eurrettts being 
in the same direction will be in equilibrium 
(^1994) ; and the horizontal currents passing either 
irom the centre of the upper horizontal wire to 
the extremities, or vice versd^ according to the 
I f mode of connexion, will receive a motion of rota- 

^ tion direct or retrograde (1995). This motion 
of rotation may be affected in the manner above 
described by the pole of a magnet applied in the 
centre of the lower circular canal, Jig. 626. 
2002. Uffect of terrestrial magnetism on an 
Fig. 629. heliacal current shovm hy Ampere^ s apparatus. — 
An heliacal current such as that represented in 
fig, 608., being mounted on Anapere's frame, oi* arranged upon 
a floating apparatus, fig* 609., will be acted on by the earth's 
magnetism. The several convolutions will, like a single circukt- 
ing current, take a position at right angles to the magnetic me- 
ridian, their fronts being presented to the south. The axis of the 
helix will consequently be directed to the magnetic north and south ; 
and it will, in fine, exhibit all the directive properties of a magnetic 
needle, the end to which the front of the currents is directed being 
its south pole. 

If such a current were mounted on a horizontal axis at right 
angles to the plane of the magnetic meridian, it would, under the 
influence of the earth's magnetism, take the direction of the dipping- 
needle, the front of the currents corresponding in direction to the 
south pole of the needle. 

2003. T7te dip of a current iUmtrated hy AmpMs rectangle,-^ 
The phenomenon of the dip may also be experimentally illustrated 
by Ampere's electro-magnetic rectangle, fijg. 630., which consists of 
a horizontal axis cc y, which is a tube of wood or other non-conductor, 
at right angles to which is fixed a lozenge-shaped bar a Zy composed 
also of a non-conductor. Upon this cross is fixed the rectangle a b d c, 
composed of wire. The rectangle rests by steel pivots at m and n 
on metallic plates, which communicate by wires with the mercurial 
cups at 8 and b. These latter being placed in connexion with the 
poles of a voltaic battery, the current will pass from the positive 
cup s up the pillar and ' round the rectangle, as indicated by the 
arrows. • At a; it passes along a wire through the tube a? y to Y, and 
thence by the steel point, the plate M, and the pillar, to the negative 
oup B. 

The axis M N being placed at right angles to the magnetic meri- 
dian, and the connexions established, the rectangle will be imme- 
diately affected by the earth's magnetism, and after some oscillations, 
will settle into k position at right angles to the direction of the 
dipping-needle. 
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In thiB case the foroes impressed by the earth's 
parts of the current forming the sides A o and b d^ wi 



letism on the 
pass through 




Fig. 630. 

the axis M N^ and will therefore be resisted. The forces impressed 
on A B and o d will be equal^ and will act at the middle points a 
and Zj at right angles to A b and o d, and in a plane at right angles 
to the direction of the dip. These forces will therefore be in direc- 
tions exactly opposed to each other when the line az takes the 
direction of the dip, and will therefore be in equilibrium. 
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CHAP. vm. 

BEOIPBOOAL influence: OF YOLTAIO OURBENTS. 

2004. Results of Amphr^s researches. — The mutual attraction 
and repulsion numifested between conductors charged with the elec- 
tric fluids in repose, would naturally suggest the inquiry whether 
any analogous reciprocal actions would be manifested by the same 
fluids in motion. The experimental analysis of this question led 
Ampere to the discovery of a body of phenomena which he had the 
felicity of reducing to general laws. The mathematical theory raised 
upon these laws has supplied the means by which phenomena^ hitherto 
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scattered and unconneoted, and ascribed to a diversity of agents^ are 
traced to a common source. 

Although the limits within which a treatise so elementary as this 
manual is necessarily confined excludes any detailed exposition of 
these beautiful physico- mathematical researches, they cannot be 
altogether passed over in silence. We shall therefore give as brief 
an exposition of them as is compatible with their great importance, 
and that clearness without which all exposition would be useless. 

2005. Reciprocal ctction of rectilinear currents. — if two rectili- 
near currents be parallel, they will attract or repel each other accord- 
ing as they flow in the same or opposite directions. 

This is verified experimentally by the apparatus represented in 
Jig, 631., which is on the principle of Ampere's frame. The mer- 
curial cup marked + receives the cur- 
rent from the positive pole. The cur- 
rent passes as indicated by the arrows 
upwards, on the pillar ^, and thence to 
the cup X, from which it flows round 
the rectangle, returning to the cup ^, 
and thence to the pillar v, by which it 
descends to the cup, which is connected 
with the negative pole. 

If the rectangle thus arranged be 
placed with its plane at any angle with 
the plane of the pillars t and v, upon 
j which the ascending and descending 
currents pass, it will turn upon its axis 
until its plane coincides with the plane 
of the pUlars t and v, the side of the 
rectangle d e on which the current ascends being next the pillar ty 
on which it ascends. If by means of the rheotrope (1911) the con- 
nexion be reversed, so that the current shall descend on t and d 6, 
and shall ascend on v and h o, it will still maintain its position. But 
if the connexions at x and y be reversed, the connexions of the cups 
-f- and — remaining unchanged, the current will descend on e d 
while it ascends on t, and will ascend on & c while it descends on v. 
In this case t will repel d e and attract h c, and v will repel h c and 
attract d e, and accordingly the rectangle will make a half revolu- 
"ion, and b c Will place itself near t, and d e near v. 

2006. Action of a spiral or Tieliacal current on a rectilinear cur- 
rent, — A sinuous, spiral, or heliacal current, provided its convolu- 
tions are not considerable in magnitude, impresses on another current 
in its neighborhood the same force as a straight current would pro- 
duce, whose direction would coincide with the axis of the sinuous or 
spiral current. This is proved experimentally by the fact that a 
spiral current which has a returning straight. current passing along 




Fig. 631. 
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its (uds, win exeidse no foroe either of attaction or repul^oa on a 
straight current parallel to it. Now sinoe on sospending the spiral 
current tiie straight current will attract or repdi a paiuUel straight 
current, it follows that the spiral oorrent exactly nentralizes the ^ect 
of the straight current flowing in the opposite direction, and conse- 
quently it will be equivalent to a straight curr^t flowing in the 
same direction. 

2007. Mutual action of diverging or converging rectilinear cftr- 
rents, — Bectilinear currents which diverge from or converge to a 

common point mutually 
attract. Those, one of 
which diverges, and the 
other converges, mutually 
repel; that is to say, if 
two rectilinear currents 
oc' and cdj fig. 632., 
which intersect at o, both 
Fig. 632. flow towards or from o, 

they will mutually attract; 
but if one flow towards, and the other from o, they will mutually 
repel. The currents, being supposed to flow in the direction of the 
arrows, oo and oc will mutually attract, as will also oo' and o</; 
while o </ and o c will repel, as will also o c and p c'. 

If the wires conducting the currents were 
moveable on o as a pivot, they would accord- 
ingly close, the angle c o c duninbhing until 
they would coincide. 

2008. Experimental illustration of this. — 
\ This may be experimentally illustrated by the 
apparatus represented in fig. 633. in plane, 
and in fig. 634. in section, consisting of a 
circular canal filled with mercury or acidulated 
water separated into two parts by partitions 
at a and h. Two wires cd and efy suspended 
on a central pivot, move freely one over and 
independent of the other, like tiie hands of a 
watch, the points being at right angles, so as 
The mercurial cup a; oeing "Supposed to be 




Fig. 633. 



to dip into the canal 

connected with the positive, and y with the negative pole, the cur- 
rent passing to the liquid will flow along the 
wires as indicated by the arrows from the 
liqi^d in one section to that of the other, and 
will pass to the negative cup y. When the 
Fig. 634. wires c d and 6/ thus carrying the current are 

left to their mutual influence, the angle they 
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form will closo, and tlie directions of the wires will ooindde, so that 
the currents shall flow in the same direction upon them. 

In these and all similar experiments, the phenomena will neoes- 
sarily he modified by the effects produced by the earth's magnetism. 
In some cases the apparatus can be rendered astatic (1695); and 
in others, the effect due to the terrestrial magnetism being known, 
can be allowed for, so that the phenomena under examination may 
be eliminated. 

2009. Mutual action of rectilinear currents which are not in the 
same j)lane.^ If two rectilinear currents be not in the same plane, 
their directions cannot intersect although they are not parallel. In 
this case a line may always be drawn, which is at the same time 
perpendicular to both. To assist the imagination in conceiving such 
a geometrical combination, let a vertical rod be supposed to be 
erected, and from two different points of this rod let lines be drawn 
horizontally, but in different directions, one, for example, pointing to 
the north, and the other to the east. If voltaic currents pass along 
two such lines, they will mutually attract, when they flow both to or 
hothfrom the vertical rod; they will mutually repel, when one flows 
to the vertical rod and the other /rom it. 

. In either case the mutual action of such currents will have a ten- 
dency to turn them into the same plane and to parallelism. If they 
mutually attract, their lines of direction turning round the vertical 
line will take a position parallel to each other, and at the same side 
of that line. If they mutually repel, they will turn on^the vertical 
line in contrary directions, and will take a position pandlel to each 
other, but at opposite sides of it. 

In fig, 635., A b and c d represent two currents 
' which are not in the same plane. Let p o be the 
line which intersects them both at right angles, and 
let planes be supposed to pass through their direc- 
tions respectively, which are parallel to each other, 
and at right angles to po. If, in this case, CD be 
\^ fixed and A B moveable, the latter will be turned 
into the direction a h parallel to CD; or if c D were 
Fig. 635. free and A B fixed, c D would take the position cd; 
if both were free they would take some position 
parallel to each other ; and if free to change their planes, they would 
mutually approach and coalesce. It follows from this, that if the 
direction of either of the two currents be reversed, the directions of 
the forces they exert on each other will be also reversed ; but if the 
directions of both currents be reversed, the forces they exert on each 
other will be unaltered. 

2010. Mutual action of different parts of the same current, — 
Different parts of the same current exercise on each other a repulsive 
force. This will follow immediately as a consequence of the general 

II. 32 
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Fig. 636. 



priaoiple whieh has been just established. Since a repabive action 
takes place between oc and oc\fig, 632., and such action is inde- 
pendent of the magnitude of the angle o o </| it will still take place, 
however great that angle may be, and will therefore obtain when the 
angle oo</ becomes equal to 180^; that is, when oe' forms the con- 
tinuation of 00, or coalesces with oo^. Hence, between oc and oc' 
there exists a mutoally repulsire action. 

2011. Amptr^s ea^perimemtal verification of this. — ^Independentlj 
of this demonstration, M. Amp^ has reduced the repulsive action 
of different parts of the same rectilinear current to the following 
experimental proof: — 

Let ABGD,^. 636., be a glass or porcelain dish, separated into 
two divisions by a partition A c, also of glass; and let it be filled with 

mercury on both sides of A o. Let 
1 a wire, wrapped with silk, be formed 
' into two parallel pieces, united by a 
semicircle whose plane is at right 
angles to that of the straight par- 
allel parts, and let these two parallel 
straight parts be placed floating on 
the surface of the mercury at each 
side of the partition a o, over which- 
the semicircle passes. The mercury in the divisions of the dish is 
in metallic communication with the mercurial cups £ and f placed in 
the direction of the straight arms of the floating conductor. When 
the cups E*and F are put in connexion with we poles of a voltaic 
battery, a current will pass from the positive cup to the end of the 
floating conductor, from that along the arm of the conductor, then 
across the partition by the semicircle, then along the other floating 
arm, and from thence through the mercury to the negative cup. 
There is thus on each side of the partition a rectilinear current, one 
part of which passes upon the mercury, and the other part upon the 
straight arm of the floating conductor. When the current is thus 
established, the floating conductor will be repelled to the remote side 
of the dish. This repulsion is effected by 
that part of the straight current which passes 
upon the mercury acting on that part which 
passes along the wire. 

2012. Action of an indefinite rectilinear 

current on a finite rectilinear current ai 

right angles to it. — A finite rectilinear cur- 

-^rent a h, fig. 637., which is perpendicular 

to an indefinite rectilinear current c d lying 

Fig. 637. all at the same side of it, will be acted on 

by a force tending to move it parallel to 

itself, either in the direction of the indefinite current, or in the 
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contrary direction, according to the relative directions of tie two 
ctirrents. 

If the finite current do not meet the indefinite current, let its line 
of direction be produced till it meets it at a. Take any two points 
c and d on the indefinite current at equal distances from a, and draw 
the lines c h and dh to any point on the finite current. 

First case. Let the finite current be directed towards the indefi- 
nite current. Hence the point b will be attracted by d and repelled 
by c (2007); and since dh=cby the attraction will be equal to the 
repulsion. Let the equal lines h e and hf represent this attraction 
and repulsion. By completing the rectangle, the diagonal h g will 
represent the resultant of these forces; and this line hg'va parallel 
to cd, and the resultant is contrary in direction to the indefinite 
current. 

The same may be proved of the action of all points on the indefi- 
nite current on the point h, and the sum of all these resultants will 
be the total action of the indefinite current on h. 

The same may be proved respecting the action of the definite cur- 
rent on all the points of the indefinite current. 

Hence the current a h will be urged by a system of forces acting 
at all its points parallel to c d, and in a contrary direction. 

Second case. Let the finite current be directed /rom the indefinite 
current. The point h will then be attracted by c and i'epelled by d^ 
and the resultant h^ will be contrary to its former direction. 

Hence the current a h will be urged by a system of forces parallel 
to c c?, and in the same direction as the indefinite current. 

Since the action of the two currents is reciprocal, the indefinite 
current will be urged by a force in its line of direction, either ac- 
cording or contrary to its direction, as the finite current rxm^from or 
towards it. 

2013. Cose in which the indefinite current is circular, — If the 
indefinite current cd he supposed to be bent into a circular form so 
as to surround a cylinder, on the side of which is placed the vertical 
current d 5, it is evident that the same reciprocal action will take 

place; but in that case the mo- 

1^1^^ tion imparted will be one of 

-jf j' ^ i lrTT>L, rotation round the axis of the 

^^ 1^% ^ cylinder as a centre. 

^:::^^^-—^^^;;;^ 2014. Experimental verifico" 

^ ...-^^^^ 57 ^^^^^ "^""^ ^ ^^^^ ©/"^Aese j>nVict]p^.— These 

A^JB^^^£^|jp^:^/^^ principles are experimentally 

A^^Tf^k^rrsrUlJ ^^g^// verified by the apparatus, fig, 

L ^^^^^^ ^ ^S^^^^^^^^^^^^^^ ^M 638., where azsh represents a 
f ^ "^"^ f ribbon of copper coated with 

silk and carried round the cop- 
Fig. 638. per circular canal v. A con- 
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dactor oonnocts the mercnrial cap c with the central metallic pillar 
which supports a mercurial cup p. In this cup the metallic point 
m is placed. The mercurial cup c^ is in metallic communication 
with the acidulated water in the circular canal v, A hoop of metal 
h is supported by the point m by means of the rectangular wire, 
and is so adjusted' that its lower edge dips into the liquid in the 
canal v. 

. Let the mercury in a be connected with the positive pole of the 
battery, and the mercury in d with the negative pole. The current 
entering at a will pass round the circuh^ canal upon the coated 
libbon of copper, and, arriving at 6, it will pass to c by a metallic 
ribbon or wire connecting these cups. From c it will pass to the 
central pillar, and thence to the cup p. It will then pass from m as 
a centre in both directions on the wire, and will descend to the 
hoop hy from which it will pass into the liquid in the canal t;, and 
thence to the cup d, with which the liquid is in metallic commu- 
nication, and; in fine, from d it will pass to the negative pole of the 
battery. 

By this arrangement, therefore, a circular current flows round 
the exterior surface of the vase v, while two descending currents 
constantly flow upon the wire at right angles to this circular current. 
The circular current being fixed, and the vertical currents being 
moveable, the latter will receive a motion of continued rotation by 
the action of the former; and in the case here supposed, this rota- 
tion will be in a direction contrary to the direction of the circular 
current. K the connexions be reversed by the rheotrope, the direo- 
tion of the circular current will be reversed, but at the same time 
that of the vertical currents on the wire will be also reversed; and, 
consequently, no change will take place in the direction of the rota- 
tion. These changes of direction of the two currents neutralize each 
other. But if, while d is still connected with the negative pole, h 
be connected with the positive pole, the connexion between h and c 
being removed, and a connexion between a and c being established, 
then the direction of the circular current being from sioz will be 
reversed ; while that of the vertical currents remains 
still the same, the direction of the rotation will be 
reversed. 

2015. To determine in general the action of an 
indefinite rectilinear current on a finite rectilinear 
current. — First. Let it be supposed that the finite 
current AB, fi^. 639., has a length so limited that 
all its points may be considered as equally distant 
from the indefinite current, and therefore equally 
acted on by it. In this case the current a b may 
Fig. 639. be replaced by two currents, A D perpendicular and 
A G parallel to the indefinite current, and the action 
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of the indefinite current on A B will be equivalent to its combmed 
actions on A D and A o. 

If A be supposed to be the positive end of the finite current, it 
will also be the positive end of the component currents' ad and A 0. 
Supposing the indefinite current parallel to A to run in the same 
direction as A 0, then A D will be urged in the direction A (2012), 
and A G in the direction A o', by forces proportional to A D and A o. 
Hence, if ai>'=ad, and ao'=ag, ad' and Ao' will express in 
magnitude and direction the two forces which act on the component 
currents. The resultant of these twa forces A D' and A c' will be 
the diagonal A b', which is evidently perpendicular to A b and equid 
to it. 

Secondly, Let the finite current have any proposed length, and 
from its positive end A, Ji^, 640.^ let a line A o be drawn perpen- 
dicular to the indefinite current 
x'x, this current being sup- 
posed to run from x' to x. 

If the distance o a be greater 
than A B, that current A b, 
whatever be its position, will 
lie on the same side of x^ x, 
and the action of x'x on every 
small element of A b will be 
perpendicular to A b; as has 
-^been just demonstrated. The 
current ab will therefore be 
acted on by a system of par-* 
allel forces perpendicular to its 
direction. The resultant of these forces will be a single force equal 
to their sum, and parallel to their common direction. Hence the 
indefinite current x' x will act on the finite current a b by a single 
force R in the direction G D. 

If the current A b be supposed to assume successively different 
positions, b„ Bj, B3, &c., around its positive end A, the line c d will 
represent in each position the direetion of the action of the current 
x' X upon it. 

It is evident that when the indefinite current runs from x' to X, 
the action on the finite current is such as would cause it to turn 
round its positive end A with a direct, or round its negative end B 
with a retrograde rotation. 

If the indefinite current run from x to x', the direction of its action 
on AB, and the consequent motions of A b, would be reversed. 

The point of the current A B at which the resulthnt R acts will 
vary with the position of the current A B, approaching more towards 
x' X as A B approaches the position AB3; but in every position this 
resultant must be between a and b. The force producing the rota- 

32* 




Fig. 640. 
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tion therefore having a yarjing moment^ the rotation will not be 
uniform. 

If the distance o A be very great compared with A B, the resultant 
B will be sensibly constant, and will act at the middle point of ab. 

In this casC; if the middle point of A B be fized^ no rotation can 
take place. 

K the distance OA be less than ab, the eorrent AB will in cer- 
tain positions intersect x' ^^fig- 641., and a part will be at one sde 




Fig. 641. 

and a part at the other. In this case the action on a b, in all posi- 
tions in which it lies altogether above x' x, is the same as in the 
former case. 

When it crosses x' x, as in the positions A b,, A b,, A b^, the action 
is different. In that case the forces which act on a m, and those 
which act on m B, are in contrary directions, and their resaltant is 
in the one direction or in the other, according as the sum of the 
forces acting on one part is greater or less than the sum of the forces 
acting on the other part. If a m be in every position of a b greater 
than m B, then the resultant will be in every position in the same 
direction as if the current a b did not cross x' x ; and if the point A 
were fixed, a motion of continued rotation would take place, in 
the same manner as in the former case, except that the impelling 
force would be diminished as the line A b would approach the posi- 
tion A Bs. 

But if A o be less than 
half AB, the circumstances 
will be different. In that 
case there will be two posi- 
tions ABg and AB4, fig. 642., 
at equal distances ^m A B,, 
at which the line AB will be 
bisected by x' x. 

In all positions of AB not 
included between A B2 and 
Fig. 642. A B4, the action of the indefi- 

nite current upon it takes 
place in the same direction as in the former cases. 
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But in the positions A b' and A b"^ where m b' and m b'' are 
greater than m A, the forces acting on m b' and m b" exceed those 
acting in the contrary direction on m a^ and consequently the resultant 
of the forces on A b in all positions between a Bg and a B4 is con- 
trary to its direction in every other position of the line a b. 

In the positions A Bg and A B4 the resultant of the forces in one 
direction on A m is equal and contrary to the resultant of the forces 
on B m. There will in these positions be no tendency of the current 
A B to remove except round its middle point. 

If the indefinite current x' x pass 
through A, fig. 643., the resultants of 
it& action on a b will be in contrary 
directions above and below x' x, and 
will in each case tend to turn the cur- 
rent A B round the point A so as to 
make it coincide in direction with the 
indefinite current x' x. 

2016. Eayperimental UlustrcUion of 
these principles, — These e£fects may be illustrated experimentally 
by means of the apparatus, fig. 638., already described. The cir- 
cular current surrounding the canal v being removed, and the cur- 
rents on the wire m being continued, let an indefinite rectilinear 
current be conducted under the apparatus at difierent distances from 
the vertical line passing through the pivot, and the effects above 
described will be exhibited. 

2017. Uffect of a straight indefinite current on a si/stem ofdiver- 
ging or converging currents, — K any number of finite rectilinear 




Fig. 643. 




Fig. 644. 
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currents diveree firom or converge to a common centre^ the system 
will be i^ected by an indefinite current near it, in the same manner 
as a single radiating current would be affected. 

Thus if a number of straight and equal wires have a common 
extremity, and are traversed by currents flowing betweefi that extre- 
mity, and the circumference of ^e circle in which thdr other extre- 
mities lie, an indefinite current x' x placed in the plane of the cirole, 
as represent^ in Jig. 644., will cause the radiating system of cur- 
rents to revolve in the one direction or the other, as indicated by the 
arrows in the figures. 

2018. Eocperimefntal iUustratwn qf this action. — These actions 
may be shown experimentally, by putting a vertical wire, fig. 645., 

in communication with the centre of a shallow 
circular metallic vessel of mercury y, and an- 
other wire N, communicating with the outside 
of the vessel, into communication with the 
JS. poles of a battery : diverging currents will be 
transmitted through the mercury in the one 
direction or the other, according to the con- 
nexion ; and if a straight conducting wire o D, 
conveying a powerM electric current is 
brought near the vessel, a rotation will be 
Fig. 5i5. imparted to the mercury, the direction of 

which will be in conformity with the prin- 
ciples just explained. Davy used a powerful magnet instead of ih» 
straij^ht wire. 

2019. Conseguences deducible from this action. — The following 
consequences respecting the action of finite and indefinite rectilinear 
currents will readily follow from the principles which have been 
established. 

When a finite vertical conductor ab, moveable round an axis o o', 
is subjected to the action of an indefinite horizontal current m n, the 
plane A B o' o will place itself in the position o' o b' a', when the 
vertical current descends, and the horizontal current runs firom n to 
M, fig. 646. 

If the direction of the 
vertical or horizontal cur- 
rent be reversed, the posi- 
tion of equilibrium of the 
former will be o o' a b ; but 
if the direction of both be 
reversed, the position of 
_. equilibrium will remain un- 
altered. 

When two vertical con- 
ductors A b and a' b' are 



f 
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Fig. 646. 
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moveable round a yertical axis o o', and connected together, they 
will remain in equilibrium, whatever be their position, if they are 
both traversed by currents of the same intensity in the same direc- 
tion, provided that the indefinite rectilinear current which upon them 
be at such a distance and in such a position that its distances from 
the points B and b' may be considered* always equal. When the 
wires A b and a' b' are traversed by currents in opposite directions, 
one ascending and the other descending, the system will then turn 
on its axis o o' until the vertical plane through A b and a' b' becomes 
parallel to m n, the descending current being on that side from which 
the indefinite current flows. 

2020. Action of an indefinite straight current on a drcvlating 
current — The circulating current, a, fig, 647., is affected by the 





1^- 



Fig. 647. 

indefinite current P n in the same manner as would be affected the 
rectangular current b. The current pn affects the descending side a 
by a force contrary to, and the ascending side h by an equal force 
(iccording with, its own direction (2012). In the same manner it 
affects the sides c and d with forces in contrary directions, one to- 
wardsj and the other froniy p n. But the side c, being nearer to 
p N than d, is more strongly affected ; and consequently the attrac- 
tion, in the case represented in^. 646., will prevail over the repul- 
sion. K the direction of either the rectilinear or circulating current 
be reversed, the repulsion will prevail over the attraction. 

Thus it appears, that an indefinite current flowing from right to 
leftj under a circulating current having direct rotation, or one moving 
from left to right under a circulating current having retrograde rota- 
tion, will produce attraction ) and two currents moving in the con- 
trary directions will produce repulsion. 

If the current a be fixed upon an horizontal axis a & on which it 
is capable of revolving, that side c at which the current moves in the 
same direction as p n will be attracted downwards, and the plane of 
the current will take a position passing through p n, the side c being 
nearest to that line. 

If the current A be fixed upon the line c c? as an axis, it will turn 
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into tHe same porition, the side h on wbicli the current ascends being 
on tbe side towards which the current p n is directed. 

2021. Ccue in which the indefinite straight current is perpenr 
dictdar to the place of the circulating current. 
— K the rectilinear current A B,Jig. 648., he 
perpendicular to the circular current Q N N, 
and within it, and be moveable round tbe cen- 
tral line o o', a motion of rotation will be im- 
pressed upon it contrary to that of the circular 
current. This may be experimentally verified 
by an apparatus constructed on the principles 
represented in fig, 649., consisting of a wire 
frame supported and balanced on a central point 
in a mercurial cup. The current passing be- 
tween this point and the liquid in a circular 
oanal will ascend or descend on the vertical wires according to the 
arrangement of the connexions. The circiSar cur- 
rent may be produced by surrounding the circular 
oanal with a metallic wire, or ribbon coated with a 
non-conductor, upon which the current may be 
transmitted in the usual way. The wire frame 
will revolve upon the central point with direct or 
V retrograde rotation, according to the directions of 
' the currents. K the current ascend on the wires, 
they will revolve in the same direction as the cir- 
cular current; if it descend; in the contrary direo- 
ti(m. 

The circular current may also be produced by a spiral current 
placed under the circular canal, and the wire frame may be replaced 
by a light hollow cyUnder, supported on a central point The spiral 
in this case may be moveable and the cylinder fixed; or vice versd^ 
and the reciprocal actions will be manifested. 

2022. Case in which the straight 
current is oblique to the plane of 
the circulating current. — like 
effects will be produced when the 
rectilinear current, instead of being 
perpendicular to the plane of the 
circular current, is oblique to it. 

Let the rectilinear current a c, fig, 
650., be parallel to the plane of the 
circular current N Q. If the current 
flow from a to 0, the part a h which 
is within the circle will be affected 
by force opposite to the direction of 
the nearest part of the current n % 



Pig. 649. 
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and the part h c outside the circle will he affected by a force in the 
same direction. If the current flow from c to a, contrary effects 
will ensue. 

If in this case the straight current be limited to a 5, and be capa- 
ble of revolving round a in a plane parallel to that of the circle, it 
will receive a motion of rotation in the same or in a contrary direction 
to that of the circulating current^ accordingly as it flows from h to a, 
or from a to 5. If the straight current be limited to & c, it will^ un- 
der the circumstances, receive rotation in the contrary direction. If, 
in fine, it extend on both sides of the circle, it will rotate in the one 
direction or the other, aocording as the internal or external part pre- 
dominates. 

2023. Reciprocal effects of curmUnear currents, — ^The mutual in- 
fluence of rectilinear and curvilinear currents being understood, the 
reciprocal effects of curvilinear currents may be easily traced. Each 
small part of such current may be regarded as a short rectilinear cur- 
rent, and the separate effects of such elementary parts being ascer- 
tained, the effects of the entire extent of the curvilinear currents will 
be the resultants of these partial forces. 

2024. Mutual action of curvilinear currents in general — ^An end- 
less variety of problems arise from the various forms that curvilinear 
currents may assume, the various positions they may have in relation 
to each other, and the various conditions which may restrain their 
motions. The solution of all such problems, however, presents no 
other difficulties than those which attend the due application of the 
geometrical and mechanical principles already explained in each par- 
ticular case. 

To take as an example one of the most simple of the infinite va- 
riety of forms under which such problems are presented, let the 
centres of two circular currents be fixed ; the planes of the currents 
being free to assume any direction whatever, they will turn upon 
their centres till they come into the same plane, the parts of the cur- 
rents which intersect the line joining their centres flowing in the 
same direction. It is evident that upon the least disturbance from 
this position, they will be brought back to it by the mutual attraction 
of the parts of the circles on the sides which are near each other. 
This is therefore their position of stable equilibrium, and it is evident 
that the fronts of the currents in this position are on opposite sides 
of their common plane. 
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CHAP. IX. 

YOLTAIO THEOBT OF MAGNETISM. 

2025. Circulating currents have the magnetic properties. — From 
what has been proyed^ it is apparent that an heliacal current has all 
the properties of a magnet. Such currents exert the same mutual 
attraction and repulsion^ have the same polarity, submitted to the 
influence of terrestrial magnetism have the same directive properties, 
and exhibit all the phenomena of variation and dip that are manifested 
by artlflcial and natural magnets. And it is evident that these pro- 
perties depend on the circulating and not on the heliacal character 
of the current, inasmuch as the effect of the progression of the helix 
being neutralized by carrying the current back in a straight direction 
along its axis, the phenomena instead of being disturbed are still 
more regular and certain. 

These properties of circulating currents have been assumed by 
Ampere as the basis of his celebrated theory of magnetism^ in which 
all magnetic phenomena are ascribed to the presence of currents cir- 
culatiDg round the constituent molecules of natural and artificial 
magnets, and around the earth itself. 

Let a bar magnet be supposed to be cut by a plane at right angles 
to its length. Every molecule in its section is supposed to be invested 
by a circulating current, all these currents revolving in the same di- 
rection, and consequently their fronts being presented to the same 
extremity of the bar. The forces exerted by all the currents thus 
prevailing around the molecules of the same section may be con- 
sidered as represented by a single current circulating round the bar, 
and the same being true of all the transverse sections of the bar, it 
may be regarded as being surrounded by a series of circulating cur- 
rents all looking in the same direction, and circulating round the bar. 
That end of the bar towards which the fronts of the currents are 
presented will have the properties of a south or boreal pole, and the 
other end those of a north or austral pole. 

2026. Magnetism of the earth mat/ proceed from currents. — In 
this theory the globe of the earth is considered to be traversed- by 
electric currents parallel to the magnetic equator. The forces ex- 
erted by the currents circulating in each section of the earth, like 
those in the section of an artificial magnet, are considered as repre- 
sented by & single current equivalent in its effect, and which is called 
the mean current of the earthy at each place upon its surface. The 
magnetic phenomena indicate that the direction of this mean current 
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at each place is in a plane at right angles to the dipping-needle, and 
that it is directed in this plane j&om east to west, and at right angles 
to the magnetic meridian. 

2027. Artificial magnets explained on this hypothesis, — ^In bodies 
such as iron or steel, which are susceptible of magnetism, but which 
are not magnetized, the currents which circulate round the constituent 
molecules are considered to circulate in all possible planes and all 
possible directions, and their forces thus neutralize each other. Such 
bodies, therefore, exert no forces of attraction or repulsion on each 
other. But, when such bodies are magnetized, the fronts of some or 
all of these currents are turned in the same direction, and their forces, 
instead of being opposed, are combined. The more perfect the mag- 
netization is, the greater proportion of the currents will thus be 
presented in the same direction, and the magnetization will be per- 
fect when all the molecular currents are turned towards the same 
direction. 

2028. Effect of ^presence or absence of coercive force, -^li the 
body thus magnetized be destitute of all coercive force, like soft iron, 
the currents which are thus temporarily turned by the magnetizing 
agent in the same direction will fall into their original confusion and 
disorder when the influence of that agent is suspended or removed, 
and the body will consequently lose the magnetic properties which 
had been temporarily imparted to it. If, on the contrary, the body mag- 
netized have more or less coercive force, the accordance conferred 
upon the direction of the molecular currents is maintained with more 
or less persistence after the magnetizing agency has ceased ; and the 
magnetic properties accordingly remain unimpaired until the accord- 
ance of the currents is deranged by some other cause. 

2029. This hypothesis cannot he admitted a>s established until the 
existence of the molecular currents shall he proved, — To establish 
this theory according to the rigorous principles of inductive science, 
it would be necessary that the actual existence of the molecular vol- 
taic currents, which form the basis of the theory, should be proved by 
some other evidence than the class of effects which they are assumed 
to explain. Until such proof shall be obtained, they cannot be ad- 
mitted to have the character of a vera ccuusa, and the theory must 
be regarded as a mere hypothesis, more or less probable, and more 
or less ingenious, which may be accepted provisionally as affording 
an explanation of the phenomena, and thus reducing magnetism to 
the dominion of electricity. 
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CHAP. X. 

BHEOBCOPES AND RHEOMETERB. 

2030. Instruments to ascertain the presence and to measure the in- 
tensity of currents. — It has been shown that when a voltaic current 
passes over a magnetio needle freely suspended^ it will deflect the 
needle from its position of rest^ the quantity of this deflection de- 
pending on the force, and its direction on the direction of the current. 

If the needle be astatic, and consequently have no directive force, 
it will rest indifferently in any direction in which it may be placed. 
In this case the deflecting force of the current will have no other 
resistance to overcome than that of the Motion of the needle on its 
pivot ; and if the deflecting force of the current be greater than this 
resistance, the needle will be deflected, and will ta^e a position at 
right angles to the current, its north pole being to the left of the 
current (1918). 

If the needle be not astatic it will have a certain directive force, 
and, when not deflected by the current, will place itself in the mag- 
netic meridian. If, in this case, the wire conductiDg the current be 
placed over and parallel to the needle, the poles will be subject at 
once to two forces ; the directive force tending to keep them in the 
magnetic meridian, and the deflecting force of the current tending to 
place them at right angles to that meridian. They will, consequently, 
take an intermediate direction, which will depend on the relation 
between the directive and deflecting forces. If the latter exceed the 
former, the needle will incline more to the magnetic eastimd west; 
if the former exceed the latter, it will incline more to the magnetic 
north and south. If these forces be equal, it will take a direction at 
an angle of 45° with the magnetic meridian. The north pole of the 
needle will, in all cases, be deflected to the left of the current 
(1918). 

If while the directive force of the needle remains unchanged the 
intensity of the current vary, the needle will be deflected at a greater 
or less angle from the magnetic meridian, according as the intensity 
of the current is increased or diminished. 

2031. Expedient for augmenting the effect of a feeble current, — 
It may happen that the intensity of the current is so feeble as to be 
incapable of producing any sensible deflection even on the most sen- 
sitive needle. The presence of such a current may, nevertheless, be 
detected, and its intensity measured, by carrying the wire conducting 
it first over and then under the needle, so that each part of the current 
fehall exercise upon the needle a force tending to deflect it in the 
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euime direction. By this expedient the deflecting force exercised by 
the current on the needle is doubled. 

Such an arrangement is represented in^^. 651. The wire passes 
from nU) z over, and from y to a; under 
the needle ; and it is evident from what 
has been explained ' (1918), that the 
part z n and the part y x exercise deflect- 
^_ ing forces in the same direction on the 
'^ 7 . poles of the needle, both tending to 
= { deflect the north or austral pole a to the 

-f left of a person who stands at z and 

looks towards a. It may be shown in 

Fig. 661. like manner that the vertical parts of 

the current g a;. and y z have the same 

tendency to deflect the north pole a to the left of a person viewing it 

from 2. 

2032. Method of construoting a rheoscope, galvanometer^ or mul- 
tiplier, — The same expedient may be carried further. The wire 
upon which the current passes may be carried any number of times 
round the needle, and each successive coil will equally augment its 
deflecting force. The deflecting force of the simple current will thus 
be multiplied by twice the number of coils. If the needle be sur- 
rounded with an hundred coils of conducting wire, the force which 
deflects it from its position of rest, will be two hundred times greater 
than the deflecting force of the simple current. 

The wire conducting the current must in such case be wrapped 
with silk or other non-conducting coating, to prevent the escape of 
the electricity from coil to coil. 

Such an apparatus has been called a multiplier^ in consequence 
of thus multiplying the force of the current. It has been also 
denominated a galvanom^eter, inasmuch as it supplies the means of 
measuring the force of the galvanic current. 

We give it by preference the name rheoscope or rJieom^ter, as indi- 
cating the presence and measuring the intensity of the current. 

To construct a rheometer, let two flat bars of wood or metal be 
united at the ends, so as to leave an open space between them of 
sufficient width to allow the suspension and play of a magnetic needle. 
Let a fine metallic wire of silver or copper, wrapped with silk, and 
having a length of eighty or a hundred feet, be coiled longitudinally 
round these bars, leaving at its extremities three or four feet uncoiled, 
so as to be conveniently placed in connexion with the poles of the 
voltaic apparatus from which the current proceeds. Over the bars 
on which the conducting wire is coiled, is placed a dial upon which 
an index plays, which is connected with the magnetic needle sus- 
pended between the bars, and which has a common motion with it, 
the direction of the index always coinciding with that of the needle. 
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The oirole of the dial ia diTided into 360**, the index being directed 
to 0^ or 180°^ where the needle is parallel to the coib of the 
conducting wire. 

Such an instrument, mounted in the 
usual manner and covered by a bell-glass 
to protect it from the disturbances of the 
sir, is represented in^. 652. 

The needle is usually suspended by a 
single filament of raw silk. If the length 
of wire necessary for a single coil be six 
inches, fifty feet of wire will suffice for a 
hundred coils. To detect the presence of 
very feeble currents, however, a much 
greater number of coils are frequently 
necessary, and in some instruments of this 
kind there are several thousand coils of 
wire. 

2033. NobiU's rheometer, — Without multiplying inconveniently 
the coils of the conducting wire, Nobili contrived a rheoscope which 
possesses a sensibility sufficient for the most delicate experimental 
researches. This arrangement consists of two magnetic needles fixed 
upon a common centre parallel to each other, but with their poles 

reversed as represented in fig. 653. 
If the directive forces of these needles 
were exactly equal, such a combination 
would be astatic; and although it 
would indicate the presence of an ex- 
tremely feeble current, it would supply 
no means of measuring the relative 
forces of two such currents. Such an 
app^M^tus would be rheosccpiCy but not 
rheometric. To impart to it the latter 
property, and at the same time to con- 
fer on it a high degree of sensibility, 
the needles are rendered a little, and but a little, unequal in their 
directive force. The directive force of the combination being the 
difference of the directive forces of the two needles, is therefore 
extremely small, and the system is proportionately sensitive to the 
influence of the current. 

2034. Differential rheometer. — In certain researches a differential 
rheometer is found useful. In this apparatus two wires of exactly 
the same material and diameter are coiled round the instrument, and 
two currents are made to pass in opposite directions upon them so as 
to exercise opposite deflecting forces on the needle. The deviation 
of the needle in this case measures the difference of the intensities 
of the two currents. 
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Fig. 653. 
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2035. Great sensitiveness of these instruments illustrated. — The 
extreme sensitiveness and extensive utility of these rheoscopic appa- 
ratus will be rendered apparent hereafter. Meanwhile it may be 
observed that if the extremities p and n of the conducting wires be 
dipped in acidulated water^ a slight chemical action will take place, 
which will produce a current by which the needle will be visibly 
affected. 

In all cases it is easy to determine the direction of the current by 
the direction in which the north pole of the needle is deflected. 



CHAP. XL 

THERMO-ELECTRICITY. 

2036. Disturbance of the thermal equilibrium of conductors pro- 
duces a disturbance of the electric equilibrium. — If a piece of metal 

B, fg. 654., or other conductor, 



c 



B c - be interposed between two pieces 

\\\m t->^ 0, of a different metal, the points 

of contact being reduced to differ- 
ent temperatures, the natural elec^ 
_ tricity at these points will be 

decomposed, the positive fluid 
Fig. 654. passing in one direction, and the 

negative fluid in the othfer. If 
the extremities of the pieces c be connected bv a wire, a constant 
current will be established along such wire. The intensity of this 
current will be invariable so long as the temperatures of the points 
of contact of b with c remain the same; and it will in general be 
greater, the greater the difference of these temperatures. If the 
temperatures of the points of contact be rendered equal, the current 
will cease. 

These facts may be verified by connecting the extremities of C with 
the wires of any rheoscopic apparatus. The moment a difference of 
temperature is produced at the points of contact, the needle of the 
rheoscope will be deflected ] the deflection will increase or diminish 
with every increase or diminution of the difference of the tempera- 
tures ; and if the temperatures be equalized, the needle of the rhe- 
oscope will return to its position of rest, no deflection being produced. 
2037. Thermoelectric current. — A current thus produced is called 
a thermo-electric current. Those which are produced by the ordinary 
voltaic arrangements are called for distinction hydro-electric currents^ 
a liquid conductor always entering the combination. 

33* 
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2038. Experimental {[lustration. — A convenient and simple appa- 
ratoB for the experimental illnstration of a thermo-electric current is 

represented in^. 655., consist- 
ing of a narrow strip of copper 
bent so as to form three sides of 
a rectangle, the foorth part of 
which is a cylinder of bismuth, 
about half an inch in diameter, 
which is soldered at both ends 
to the copper so as to ensure 
perfect contact. A magnetic 
needle is placed within the rect- 
angle, which is directed in the 
Fig. 655. plane of the magnetic meridian, 

so that the needle, when undis- 
turbed by the current, shall rest in the direction of the rectangle, its 
north pole pointing to the zinc cylinder. 

If a lamp be placed under the end of the bismuth cylinder, so as 
to raise its temperature above that of the upper end, the needle will 
be immediately deflected, and the deflection will increase as the dif- 
ference of the temperatures of the lower and upper end of the zinc 
cylinder is increased. 

2039. Conditions which determine the direction of the current. — 
When the temperature of the lower end of the bismuth cylinder is 
liiore elevated than that of the upper end, the north pole of the 
needle is deflected towards the east, from which it appears that the 
current in this case flows from the upper to the lower end of the 
cylinder, and passes round the rectangle in the direction represented 
by the arrows. 

If the heat be applied to the upper end of the bismuth, or, what 
is the same, if cold be applied to the lower end, the north pole of 
the needle will be deflected to the west, showing that the direction 
of the current will be reversed, the positive fluid always flowing to- 
wards the warmer end of the bismuth. 

2040. A constant difference of temperature produces a constant 
current — If means be taken to maintain the extremities of the bis- 
muth at a constant difierence of temperature, the needle will main- 
tain a constant deflection. Thus, if one end of the bismuth be 
immersed in boiling water and the other in melting ice, so that their 
temperatures shall be constantly maintained at 212^ and 32*^, the 
deflection of the needle will be invariable. If the temperature of 
the one be gradually lowered, and the other gradually raised, the 
deflection of the needle will be gradually diminished ; and when the 
temperatures are equalized, the needle will resume its position in the 
magnetic meridian. 

2041. Different metals have different thermo-electric energies. — 
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This property, in virtue of which a derangement of the electric equi- 
librium attends a derangement of the thermal equilibrium, is common 
to all the metals, and, indeed, to conductors generally; but, like 
other physical properties, they are endowed with it in very different 
degrees. Among the metals, bismuth and antimony have the greatest 
thermo-electric energy, whether they are placed in contact with each 
other, or with any other metal. If a bar of either of these metals 
be placed with its extremities in contact with the wires of a rheom- 
eter, a deflection of the needle will be produced by the mere warmth 
of the finger applied to one end of the bar. If the finger be applied 
to both ends, the deflection will be redressed, and the needle will re- 
turn to the magnetic meridian. 

It has been ascertained that if different parts of the same mass of 
bismuth or antimony be raised to different temperatures, the electric 
equilibrium will be disturbed, and currents will be established in 
different directions through it, depending on the relative tempera- 
tures. These currents are, however, much less intense than in the 
case where the derangement of temperature is produced at the points 
of contact or junction of different conductors. 

2042. Pouillet^ thermo-electric apparatus. — ^M. Pouillet has with 
great felicity availed himself of these properties of thermo-electricity 
to determine some important and interesting properties of currents. 
The apparatus constructed and applied by him in these researches is 
represented ivi fig. 656. 

Two rods A and B of bismuth, each about sixteen inches in length 




Fig. 656. 

and an inch in thickness, are bent at the ends at right angles, and 
being supported on vertical stands are so arranged that the ends CD 
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and £ F may be let down into caps. The cups c and E are filled with 
melting ice, and D and F with boiling water, so that the ends c and 
£ are kept at the constant temperature of 32°^ and the ends D and 
F at the constant temperature of 212°. 

A differeptial rheometer (2033) is placed at M. Two conducting 
circuits are formed either of one or several wires, one commencing 
from F, and after passing through the wire of the rheometer M, re- 
turning to £ ; the other commencing from D, and after passing through 
the wire of the rheometer in a contrary direction to the former, return- 
ing to c. The wires conducting the current are soldered to the ex- 
tremities C, D, £; F of the bismuth rods, which are immersed in the 
cups. 

If the two currents thus transmitted, the one between f and £, 
and the other between d and c, have equal intensities, the needle of 
the rheometer M will be undisturbed; but if there be any difference 
of intensity, its quantity and the wire on which the excess prevails 
will be indicated by the quantity and direction of the deflection of 
the needle. 

The successive wires along which the current passes are brought 
into metallic contact by means of mercurial cups, a, 5, c, d, &c., into 
which their ends are immersed. 

The circuits through which the current passes may be simple op 
compound. If simple, they consist of wire of one uniform material 
and thickness. If compound, they consist of two or more wires dif- 
fering in material, thickness, or length. 

The wire composing a simple circuit is divided into two lengths, 
one extending from D or F to the cnp e or d, where the current enters 
the convolutions of the rheometer, and the other extending from the 
cup h ot fy where the current issues from the rheometer to c or £, 
where it returns to the thermo-electric source. The wires compos- 
ing a compound current may consist of a succession of lengths, the 
current passing from one to another by means of the metallic cups. 
Thus, as represented in the figure, the wires Fc, ce?, and/£, forming, 
with one wire of the rheometer, one circuit, and the wires Dc,. fea, 
and ac, forming with the other wire of the rheometer the other cir- 
cuit, may differ from each other in material, in thickness, and in 
length. 

The currents pass as indicated by the arrows, from the extremity 
of the bismuth which has the higher temperature through the wires 
to the extremity which has the lower temperature. 

2043. Relation between the intensity of the current and the length 
and section of the conducting wire. — If the two circuits be simple 
and be composed of similar wires of equal lengths, the intensity of 
the two currents will be found to be equal, the needle of the rheom- 
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eter being undisturbed. But if the length of the circuit be greater 
in the one than in the other, the intensities will be unequal, that 
current which passes over the longest wire having a less intensity in 
the exact proportion in which it has a greater length. 

K the section of the wire composing one circuit be greater than 
that of the wire composing the other circuit, their lengths being equal, 
the current carried by the wire of greater section will be more intense 
than the other in exactly the proportion in which the section is 
greater. 

If the wire composing one of two simple circuits have a length 
less than that composing the other, and a section also less in the 
same proportion than the section of the other, the currents passing 
oyer diem will have the same intensity, for the excess of intensity 
due to the lesser length of the one is compensated by the excess due 
to the greater section of the other. 

In general, therefore, if i and i' express the intensities of the two 
currents transmitted from D and p, jig, 656., over two simple cir- 
cuits of wire of the same metal, whose sections are respectively s and 
g'; and whose lengths are L and l', we shall have : 

1:1':: — :—; 

that is to say, the intensities are directly aa the sections and inversely 
as the lengths of the wire. 

If two simple circuits be compared; consisting of wires of different 
metals, this proportion will no longer be maintained, because in that 
case wires of equal length and equal section will no longer give the 
currents equal intensities, because they will not have equal conduct- 
ing powers. That circuit which, being alike in other respects, is 
composed of the metal of greatest conducting power, will give a cur- 
rent of proportionally greater intensity. The relative intensities, 
therefore, of the currents carried by wires of different metals of equal 
lengtb and thickness are the exponents of the relative conducting 
powers of these metals. 

In general, if c and d express the conducting powers of the metals 
composing two simple circuits, we shall have : 

_» s , s' 

itfrrcx — :c X -7. 

2044. Conducting powers of metals. — M. Pouillet ascertained on 
these principles the conducting powers of the following metals rela- 
tively to that of distilled mercury taken at 100 : — 
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MeUk. Oondiidiiig Power. 

Mercury « 100 

Iron 600 to 700 

8teel 500 to 800 

Brass 200 to 900 

Platinum 850 

Copper 8800 

Gold 8900 

SUyer 6200 

Palladium 6800 

2045. Current passing through a compound circuit of uniform 
intensity. — The current which passes through a compound circuit 
is found to have an uniform intensity throughout its entire course. 
In passing through a length of wire, which is a had conductor, its 
intensity is neither greater nor less than upon one which is a good 
conductor, and its intensity on pieces of unequal section and unequal 
length is in like manner exactly the same. 

. 2046. Eqydvalent simple circuit. — A simple circuit composed of 
a wire of any proposed metal and of any proposed thickness can 
always he assigned upon which the current would have the same 
intensity as it has on any given compound circuit ; for hy increasing 
the length of such circuit the intensity of the current may he indefi- 
nitely diminished, and by diminishing its length the intensity may 
he indefinitely increased. A length may therefore he always found 
which will give the current any required intensity. 

The length of such a standard wire which would give the current 
of a simple drcuit the same intensity as that of a compound circuit, 
is called the reduced length of the compound circuit. 

2047. Ratio of intensities in two compound circuits. — It is evi- 
dent, therefore, that the intensities of the currents on two compound 
circuits are in the inverse ratio of their reduced lengths^ for the wires 
composing such reduced lengths are supposed to he of the same 
material and to have the same thickness. 

2048. Intensity of the current on a given conductor varies with 
the thermo-electric energy of the source. — In all that has been stated 
above, we have assumed that the source of thermo-electric energy 
remains the same, and that the changes of intensity of the current 
are altogether due to the greater or less facility with which it is 
allowed to pass along the conducting wires from one pole of the 
thermo-electric source to the other. But it is evident, that with the 
same conducting circuit, whether it be simple or compound, the 
intensity of the current will vary either with the degree of disturb- 
ance of the thermal equilibrium of the system or with the thermo- 
electric energy of the substance composing the system. 

In the case already explained, the ends of the cylinders A and B 
have been maintained at the fixed tethperatures of 32^ and 212^. 
If they had been maintained at any other fixed temperatures, like 



Digitized by LjOOQIC 



THBBMO-BLBOTRICITT. 395 

phenomena would have been manifested, with this difference only, 
that with the same circuit the intensity of the current would be dif- 
ferent, since it would be increased if the difference of the tempera- 
ture of the extremities were increased, and would be diminished if 
that difference were diminished. 

In like manner, if, instead of bismuth, antimony, zinc, or any 
other metal were used, the same circuit and the same temperatures 
of the ends and D or £ and v would exhibit a current of different 
intensity, such difference being due to the different degree of thermo- 
electric energy with which the different metals are endowed. 

The relative thermo-electric energy of different sources of these 
currents, whether it be due to a greater or less disturbance of the 
thermal equilibrium, or to the peculiar properties of the substance 
whose temperature is deranged, or, in fine, to both of these causes 
combined, is in all cases proportional to the intensity of the current 
which it produces in a wire of given material, length, and thickness, 
or in general to the intensity of the current it transmits through a 
given circuit. 

The relative thermo-electric energy of two systems may be ascer- 
tained by placing them as at A and B, Jig. 656., and connecting 
them by simple circuits of similar wire with the differential rheo- 
meter. Let the lengths of the wires composing the two circuits be 
so adjusted, that the currents passing upon them shall have the same 
intensity. The thermo-electric energy of the two systems will then 
be in the direct ratio of the lengths of the circuits. 

2049. Thermo-electric piles, — The intensity of a thermo-electric 
current may be augmented indefinitely by combining together a 
number of similar thermo-electric elements, in a manner similar to 
that adopted in the formation of a common voltaic battery. It is 
only necessary, in making such arrangement, to dispose the ele- 
ments so that the several partial currents shall all flow in the same 
direction. 

Such an arrangement is represented in Jig, 657., where the two 
metals (bismuth and copper, for example) composing each thermo- 




electric pair are distinguished by the thin and thick bars. If the 
points of junction marked 1, 3, 5, &c. be raised to 212°, while the 
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points 2, 4, 6, &c. are kept at 32^, a ocmrent will flow from each of 
the points 1, 3, 5, &c. towards the points 2, 4, 6, &c. respectively, 
and these currents severally overlaying each other, exactly as in the 
voltaic batteries, will form a current having the sum of their inten- 
sities. 

2050. Thermo-dectric pile of Nobili and MeUoni. — Various 
expedients have been suggested for the practical construction of such 
thermo-electric piles, one of the most efficient of which is that of 
MM. Nobili and Melloni. This pile is composed of a series of thin 
plates of bismuth and antimony, bent at their extremities, so that 
when soldered together they have the form and arrangement indi- 
cated in fig. 658. The spaces between the succes- 
sive plates are filled by pieces of pasteboard, by 
which the combination acquires sufficient solidity, 
and the plates are retained in their position with- 
Fig. 6W. . out being pressed into contact with each other. 
The pile thus formed is mounted in a frame as 
represented in fi^, 659., and its poles are connected with two pieces 
of metal by which the current may be trsmsmitted 
to any conductors destined to receive it. It will 
I be perceived that all the points of junction of the 
[plates of bismuth and antimony which are pre- 
I sented at the same side of the frame are alternate 
in their order, the 1st, 3rd, 5th, &c. being on one 
side, and the 2nd, 4th, 6th, &c. on the other. If, 
Fig. 659. then, one side be exposed to any source of heat or 
cold from which the other is removed, a correspond- 
ing diflference of temperature will be produced at the alternate 
joints of the metal, and a current of proportionate intensity will 
flow between the poles p and n upon sfUy conductor by which they 
may be connected. 

It is necessary, in the practical construction of this apparatus, that 
the metallic plates composing it should be all of the same length, so 
that when combined the ends of the system where the metallic joints 
are collected should form an even and plain surface, which it is usual 
to coat with lampblack, so as to augment its absorbing power, and at 
the same time to render it more even and uniform. 

This was the form of thermo-electric pile used by M. Melloni in 
the series of experimental researches adverted to in 1564, and the 
manner in which it was applied is exhibited in all its details in fi^. 
451., where p n are the poles of the system, and P the rheometer 
through which the current is transmitted. 
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CHAP. XII. 

ELECTRO-CHEMISTRY. 

2051. Decomposivig power of a voltaic current — ^When a voltaic 
current of sufficient intensity is made to pass through certain bodies 
consisting of constituents chemically combined, it is found that de- 
composition is produced attended by peculiar circumstances and con- 
ditions. The compound is resolved into two constituents^ which 
appear to be transported in contrary directions, one vnth and the 
other against the course of the current. The former is disengaged 
at the place where the current leaves^ and the other at the place 
where it enters the compound. 

All compounds are not resolvable into their constituents by this 
agency, and those which are are not equally so ; some being resolved 
by a very feeble current, while others, yield only to one of extreme 
intensity. 

2052. Electrolytes and electrolysis, — Bodies which are capable 
of being decomposed by an electric current have been called elec- 
trolytes, and decomposition thus produced has been denominated 
electrolysis. 

2053. Liquids ahne susceptible of electrolysis, — To render eleo- 
trolysis practicable, the molecules of the electrolyte must have a 
perfect freedom of motion amongst each other. The electrolyte must 
therefore be liquid. It may be reduced to this state either by solution 
or fusion. 

2054. Faraday^ s electro-chemical nomenclature, — It has been 
usual to apply the term poles either to the terminal elements of the 
pile, or to the extremities of the wire or other conductor by which 
the current passes from one end and enters the other. These are 
not always identical with the points at which the current enters and 
leaves an electrolyte. The same current may pass successively 
through several electrolytes, and each will have its point of entrance 
and exit ; but it is not considered that the same current shall have 
more than two poles. These and other considerations induced Dr. 
Faraday to propose a nomenclature for the exposition of the pheno- 
mena of electrolysis, which has to some extent obtained acceptation. 

2055. Positive and negative electrodes. — He proposed to call the 
points at which the current enters and departs from the electrolyte, 
electrodes, from the Greek word o6oj (odos), a path or way. He 
proposed further to distinguish the points of entrance and departure 
by the terms Anode and Kathode, from the Greek words owdoj 
(anodos), the way up, and xddoSoi (kathodes), the way down. 

11. 34 
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2056. Only partially accepted, — ^Dr. Faraday also gave tlie name 
IONS to the two constituents into which an electrolyte is resolved by 
the current, from the Greek word *«»' (Ion), going or pa^ng, their 
characteristic property being the tendency to pass to me one or the 
other electrode. That which passes to the positive electrode^ and 
which therefore moves against the current, he called the Anion; and 
that which passes to the negative electrode and therefore moves with 
the current, he called the Kathion. These terms have not, however, 
obtained acceptation. Neither have the terms "Anode" and "Ka- 
thode," positive and negative electrode, or positive and negative pole^ 
being almost universally preferred. 

The constituent of an electrolyte which moves with the current is 
distin&;uished as the positive element, and that which moves against 
it as the negative element. These terms are derived from the hypo- 
thesis that the constituent which appears at the positive electrode, and 
which moves, or seems to move towards it after decomposition, is 
attracted by it as a particle negatively electrified would be ; while 
that which appears at the negative electrode is attracted to it as would 
be a particle positively electrified. 

2057. Composition of water, — To render intelligible the process 
of electrolysis, let us take the example of water, the first substance 
upon which the decomposing power of the pile was observed. Water 
is a binary compound, whose simple constituents are the gases called 
oxygen and hydrogen. Nine grains weight of water consist of eight 
grains of oxygen and one grain of hydrogen. 

The specific gravity of oxygen being sixteen times that of hydrogen 
(Handbook of Hydrostatics, &c., 779), it follows that the volumes 
of these gases which compose water are in the ratio of two to one, 
so that a quantity of water which contains as much oxygen as in the 
gaseous state would have the volume of a cubic inch, contains as 
much hydrogen as would, under the same pressure, have the volume 
of two cubic inches. 

The combination of these gases, so as to convert them into water, 
is determined by passing the electric spark taken from a common 
machine through a mixture of them. If eight parts by weight of 
oxygen and one of hydrogen, or, what is the same, one part by 
measure of oxygen and two of hydrogen, be introduced into the 
same receiver, on passing through them the electric spark an explo- 
sion will take place ; the gases will disappear, and the receiver will 
be first filled with steam, which being condensed, will be presented 
in the form of water. The weight of water contained in the receiver 
will be equal precisely to the sum of the weight of the two gases.' 

These being premised, the phenomena attending the electrolysis 
of water may be easily understood. 

2058. Electrolysis of water. — Let a glass tube, closed at one end, 
be filled with water slightly acidulated, and stopping the open end. 
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let it be inverted and immersed in similarly acidulated water con- 
tained in any open vessel. The column in the tube will be sustained 
there by the atmospheric pressure as the mercurial column is sustained 
in a barometric tube ; but in this case the tube will remain completely 
filled, no vacant place appearing at the top, the height of the 
column being considerably less than that which would balance the 
atmospheric pressure. Let two platina wires be connected with the 
poles of a voltaic pile, and let their extremities, being immersed in 
the vessel containing the tube, be bent so as to be presented upwards 
in the tube without touching each other. Immediately small bubbles 
of gas will be observed to issue from the points of the wires, and to 
rise through the water and collect in the top of the tube, and this 
will continue until the entire tube is filled with gas, by the pressure 
of which the water will be expelled from it. If the tube be now 
removed from the vessel, and the gas be transferred to a receiver, so 
arranged that the electric spark may be transmitted through it, on 
such transmission the gas will be reconverted into water. 

The gases, therefore, evolved at the points of the wire, which in 
this case are the eUctrodeSj are the constituents of water; and since 
they cannot combine to form water, except in the definite ratio of 
1 to 2 by measure, they must have been evolved in that exact ratio 
at the electrodes. 

2059. Explanation of this phenomenon by the dectro-^Jiemical 
hypothesis, — This phenomenon is explained by the supposition that 
the voltaic current exercises forces directed upon each molecule of 
the water, by which the molecules of oxygen are impelled or attracted 
towards tlie positive electrode, and therefore against the current, and 
the molecules of hydrogen towards the negative electrode, and there- 
fore with the current. The electro-chemical hypothesis is adopted 
by different parties in different senses. 

According to some, each molecule of oxygen is invested with an 
atmosphere of negative, and each molecule of hydrogen with an 
atmosphere of positive electricity, which are respectively inseparable 
from them. When these gases are in their free and uncombined state, 
these fluids are neutralized by equal doses of the opposite fluids received 
from some external source, since otherwise they would have all the 
properties of electrified bodies, which they are not observed to have. 
But when they enter into combination, the molecule of oxygen dis- 
misses the dose of positive electricity, and the molecule of hydrogen 
the dose of negative electricity which previously neutralized their 
proper fluids; and these latter fluids then exercising their' mutual 
attraction, cause the two gaseous molecules to coalesce and to form 
a molecule of water. 

When decomposition takes place, a series of opposite effects are 
educed. ^The molecule of oxygen after decomposition is charged 
with its natural negative, and the molecule of hydrogen with its 
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naioral positive flaid, and these molecules mnst borrow from the 
decomposing agent or some other source the doses of the opposite 
fluids which are necessary to neutralize them. In the present case, 
the molecule of oxygen is reduced to its natural state by the positive 
fluid it receives at the positive electrode, and the molecule of hydro- 
gen by the negative fluid it receives at the negative electrode. 

The electro-chemical hypothesis is, however, diflferently understood 
and differently stated by different scientific authorities. It is con- 
sidered by some that the decomposing forces in the case of the voltaic 
current are the attractions and repulsions which the two opposite 
fluids developed at the electrodes exercise upon the atmospheres of 
electric fluid, which are assumed in this theory to surround and to be 
inseparable from the molecules of oxygen and hydrogen which com- 
pose each molecule of water, the resultants of these attractions and 
repulsions being two forces, one acting on the oxygen and directed 
towards the positive electrode, and the other acting on the hydrogen 
and directed towards the negative electrode. Others, with Dr. Fara- 
day, deny the existence of these attractions, and regard, the electrodes 
as mere paths by which the current enters and leaves the electrolyte, 
and that the effect of the current in passing through the electrolyte 
is to propel the molecules of oxygen and hydrogen in contrary direc- 
tions, the latter in the direction of the current, and the former in the 
contrary direction ; and that this, combined with the series of decom- 
positions and recompositions imagined by Orotthuss, which we shall 
presently explain, supplies the most satisfactory exposition of the 
phenomena. 

Our limits, however, compel us to dismiss these speculations, and 
confine our observations rather to the facts developed by experimental 
research, using, nevertheless, the language derived from the thei^ry 
for the purposes of explanation. 

2060. Method of electrolysis which separates the constituents. — 
The process of electrolysis may be so conducted that the constituent 
gases shall be developed and collected in separate receivers. 

The apparatus represented in fig, 660., con- 
trived by Mitscherlich, is very convenient for the 
exhibition of this and other electrolytic phe- 
nomena. Two glass tubes o and A, about half an 
inch in diameter, and 6 or 8 inches in length, are 
closed at the top and open at the bottom, having 
two short lateral tubes projecting from them, 
which are stopped by corks, through which pass 
two platinum wires which terminate within the 
tubes in a small brush of fine platinum wire, 
which may with advantage be surrounded at the 
ends with spongy platinum. The tubes o, h heing 
Fig. 660. uniformly cylindrical and conveniently graduated, 
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are filled with acidulated water, and immersed in a cistern of similarly 
acidulated water g. 

If the external extremities of the platinum wires be connected by 
means of binding screws a and ft, or by mercurial cups with wires 
which proceed from the poles of a voltaic arrangement, their internal 
extremities will become electrodes, and electrolysis will commence. 
Oxygen gas will be evolved from the positive, and hydrogen from 
the negative electrode, and these gases will collect in the two tubes, 
the oxygen in the tube o containing the positive, and the hydrogen 
in the tube h containing the negative electrode. The graduated 
scales will indicate the relative measures of the two gases evolved, 
and it will be observed that throughout the process the quantity of 
gas in the tube h is double the quantity in the tube o. If the gases 
be removed from the tubes to other receivers and submitted to 
chemical tests, one will be found to be oxygen and the other 
hydrogen. 

2061. How are the constituents transferred to tJie electrodes? — In 
the apparatus^. 660., the tubes containing the electrodes are repre- 
sented as being near together. The process of electrolysis, however, 
will equally ensue when the cistern ^ is a trough of considerable 
length, the tubes o and h being at its extremities. It appears, there- 
fore, that a considerable extent of liquid^may intervene between the 
electrodes without arresting the process of decomposition. The 
question then arises, where does the decomposition take place ? At 
the positive electrode, or at the negative electrode, or at what inter- 
mediate point ? If it take place at the positive electrode, a constant 
current of hydrogen must flow from that point through the liquid to 
the negative electrode ; if at the negative electrode a like current of 
oxygen must flow from that point to the positive electrode ] and if at 
any intermediate point, two currents must flow in contrary directions 
from that point, one of oxygen to the positive, and one of hydrogen 
to the negative electrode. But no trace of the existence of any such 
currents has ever been found. Innumerable expedients have been 
contrived to arrest the one or the other gas in its progress to the 
electrode without success ; and therefore the strongest physical evi- 
dence supports the position that neither of these constituent gases does 
actually exist in the separate state at any part of the electrolyte, 
except at the very electrodes themselves at which they are respectively 
evolved. 

If this be assumed, then it will follow that the molecules of oxygen 
and hydrogen evolved at the two electrodes were not previously the 
component parts of the same molecule of water. The molecule of 
oxygen evolved at the positive electrode must be supplied by a mole- 
cule of water contiguous to that electrode, while the molecule of 
hydrogen simultaneously evolved at the negative electrode must have 
been supplied by another molecule of water contiguous to the latter 

34* 
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electrode. What then becomes of the molecule of hydrogen dismissed 
by the former, and the molecule of oxygen dismissed by the latter ? 
Bo they coalesce and form a molecule of water ? But such a com- 
bination would again involve the supposition of currents of gas passing 
through the electrolyte^ of the existence of which no trace has been 
observed. 

2062. Solution of the hypothesis of Grotthuss. — The only hypo- 
thesis which has been proposed presenting any satisfactory explana- 
tion of the phenomena is that of Grotthuss, in which a series of 
decompositions and recompositions are supposed to take place between 
the electrodes. Let o H, o' h', o" h", &c., represent a series of mole- 
cules of water ranged between the positive electrode P and the 
negative electrode n. 

p. , . O H. . . O' H' . . . O" H" . . . O'" H"' . . . O"" H"" . . . N. 

When o H is decomposed and o is detached in a separate state at 
p, the positive fluid inseparable from H, according to the electro- 
chemical hypothesis, being no longer neutralized by an opposite fluid, 
attracts the negative fluid of o', and repels the positive fluid of h', 
and decomposing the molecule of water o' h', the molecule o' coalesces 
with H and forms a molecule of water. In like manner, h' decom- 
poses o" h", and combines with o"; h" decomposes o'" h'", and 
combines with o'" ; and h'" decomposes o"" h"", and combines with 
o""; and, in fine, h"" is disengaged at the negative electrode N. 
Thus, as the series of decompositions and recompositions proceeds, 
the molecules of oxygen are disengaged at the positive electrode p, 
and those of hydrogen at the negative electrode N. 

In this hypothesis it is further supposed, as already stated, that 
^the molecule of oxygen o, disengaged at the positive electrode P, 
receives from that electrode a dose of positive electricity, which being 
equal in quantity to its own proper negative electricity, neutralizes 
it; and, in like manner, the molecule of hydrogen h"", disengaged 
at the negative electrode n, receives from it a corresponding dose of 
negative electricity which neutralizes its own positive electricity. It 
is thus that the two gases, when liberated at the electrodes, are in 
their natural and unelectrified state. 

2063. Uffect of acid and salt on the electrolysis of water, — In the 
electrolysis of water as described above, the acid held in solution 
undergoes no change. It produces, nevertheless, an important influ- 
ence on the development of the phenomena. If the electrodes be 
immersed in pure water, decomposition will only be produced when 
the current is one of extraordinary intensity. But if a quantity of 
sulphuric acid even so inconsiderable as one per cent, be present, a 
current of much less intensity will effect the electrolysis ; and by 
increasing the proportion of acid gradually from one to ten or fifteen 
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per cent.^ the decomposition will require a less and less intense 
current. 

It appears^ therefore^ that the acid without heing itself affected hy 
the current, renders the water more susceptible of decomposition. It 
seems to lessen the affinity which binds the molecules of oxygen and 
hydrogen, of which each molecule of water consists. 

Various other acids and salts soluble in water produce the same 
effect. 

The electrolyte, properly speaking, is therefore in these cases the 
water alone. The bath in which the electrodes are immersed, and 
in which the phenomena of the electrolysis are developed, may con- 
tain various substances in solution; but so long as these are not 
directly affected by the current, they must not be considered as form- 
ing any part of the electrolyte, although they not only influence the 
phenomena as above stated, but are also involved in important 
secondary phenomena, as will presently appear. 

Cases in which the matter of the electrodes combines with the con^ 
stitvents of the electrolyte. — The process of the electrolysis of water 
has been presented here in its most simple form, no other effect save 
the mere decomposition of the electrolyte being educed. If, how- 
ever, the platinum electrodes which have no sensible affinity for the 
constituents of water be replaced by electrodes composed of any metal 
having a stronger affinity for oxygen, other phenomena will be devel- 
oped. The oxygen dismissed by the water at the positive electrode, 
instead of being liberated, will immediately enter into combination 
with the metal of the electrode, forming an oxide of that metal. 
This oxide may adhere to the electrode, forming a crust upon it. In 
that case, if the oxide be a conductor, it will itself become the elec- 
trode. If it be not a conductor it will impede and finally arrest the 
course of the current, and put an end to the electrolysis.- If it be 
soluble in water it will disappear from the electrode as fast as it is 
formed, being dissolved by the water; and in that case the water 
will become a solution of the oxide, the strength of which will be 
gradually increased as the process is continued. 

If the water composing the bath hold an acid in solution, for which 
the oxide thus formed at the positive electrode has an affinity, the 
oxide will enter into combination with the acidj and will form a salt 
which will either be dissolved or precipitated, according as it is soluble 
or not in the bath. 

While the oxygen disengaged from the water at the positive elec- 
trode undergoes these various combinations, the hydrogen is fre- 
quently liberated in the free state at the negative electrode, and may 
be collected and measured. In such case it will always be found 
that the quantity of the hydrogen developed at the negative elec- 
trode is the exact equivalent of the oxygen which has entered into 
combination with the metal at the positive electrode, and also that 
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the quantity of the metal oxidated is exactly that which corresponds 
neith the quantities of the two gases which are disengaged^ and with 
the quantity of water which is decomposed. 

2064. Secondary action of the hydrogen at the negative electrode. 
— ^In some cases the hydrogen is not developed in the form of gas 
at the negative electrode, but in its place the pure metal which is 
the base of the oxide dissolved in the bath, is deposited there. In 
such cases the phenomena become more complicated, but neverthe- 
less sufficiently evident. The hydrogen developed at the negative 
electrode, instead of being disengaged in the free state, attracts the 
oxygen from the oxide, and combining with it forms water, liberat- 
ing at the same time the metallic base of the oxide which is depo- 
sited on the negative electrode. 

Thus there is in such cases both a decomposition and a reoompo- 
sition of water. It is decomposed at the one electrode to produce 
the oxide, and recomposed at the other electrode to reduce or decom- 
pose the same oxide. 

2065. Its action on bodies dissolved in the bath. — This effect of 
the hydrogen developed at the negative electrode is not limited to 
the oxide or salt produced by the action of the positive electrode. 
It will equally apply to any metallic oxide or salt which may be dis- 
solved in the bath. Thus, while the oxygen may be disengaged in 
a free state and collected in the gaseous form over the positive eleo- 
trode, the hydrogen developed at the negative electrode may reduce 
and decompose any metallic salt or oxide which may have been pre* 
viously dissolved in the bath. 

2066. Example of zinc and platinum electrodes in water, — ^To 
render this more clear, let it be supposed that while the negative 
electrode is still platinum, the positive electrode is a plate of zino, 
a metal eminently susceptible of oxidation. In this case no gas will ap- 
pear at the zinc, but the protoxide of that metal will be formed. This 
substance being insoluble in water will adhere to the electrode if the 
bath contain pure water ; but if it be acidulated, with sulphuric acid 
for example, the protoxide so soon as it is formed will combine with 
the sulphuric acid, producing the salt called the sulphate of zinc, or 
more strictly the sulphate of the oxide of zinc. This being soluble, 
will be dissolved in the bath. 

2067. Secondary effects of the current, — In all these cases the 
primary and, strictly speaking, the only effect of the current is the 
decomposition of water, and the only substances affected by the elec- 
tric agency are the constituents, oxygen and hydrogen, of the water 
decomposed. All the other phenomena are secondary and subsequent 
to the electrolysis, and depend not on the current but on the affini- 
ties of the electrodes and of the substances held in solution by the 
electrolyte for the constituents of the electrolyte' and for each other. 
The phenomena, however, though successive as regards the physical 
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agencies which produce them, are practically simultaneous in their 
manifestation, and are often so complicated and interlaced in their 
mutual relations and dependencies, that it is extremely difl&cult to 
discover a clear and certain analysis of them. 

2068. Compounds which are susceptible of electroli/sis. — The elec- 
trolysis of water is, in all its circumstances and conditions, a type 
and example of the phenomena attending the decomposition of other 
compounds hy the same agency. 

Compounds are susceptible of electrolysis or not, according to the 
nature, properties, and proportion of their constituents. 

It has been ascertained by direct experiment that most of the 
simple bodies are capable of being disengaged from compounds of> 
which they may be constituents by electrolysis, and analogy renders 
it probable that all of them have this property. Those which have 
not yet been ascertained to be capable of elimination by this agency, 
include nitrogen, carbon, phosphorus, boron, silicon, and aluminium. 
The difficulty of obtaining these substances in compounds of a form 
adapted to electrolysis, has alone rendered them exceptions to the 
otherwise universally ascertained law. 

2069. Electrolytic classification of the simple bodies. — Attempts 
have been made to classify bodies according to the tendencies they 
manifest to pass to the one or the other electrode in the process of 
electrolytic decomposition, those which evince the strongest tendency 
to go to the positive electrode being considered in the highest de- 
gree electro-negative, and ^ose which show the strongest tendency 
to go to the negative electrode in the highest degree electro-positive. 
Although experimental research has not yet supplied very extensive 
or accurate data for such a classification, the following proposed by 
Berzelius will be found useful as indicating in a general manner the 
electrical characters of a large number of simple bodies, subject, how- 
ever, to such corrections and modifications as further experiment and 
observation may suggest. 

2070. I. Electro-negative bodies. 



1. 

2. 
3. 
4. 
6. 
6. 
7. 


Oxygen. 

Sulphur. 

Nitrogen. 

Chlorine. 

Iodine. 

Fluorine. 

Phosphorus. 


8. Selenium. 

9. Arsenic. 

10. Chromium. 

11. Molydenum. 

12. Tungsten. 

13. Boron. 

14. Carbon. 


16. Antimony. 

16. Tellurium. 

17. Columbium. 

18. Titanium. 

19. SiUcon. 

20. Osmium. . 

21. Hydrogen. 


n. 


. II. FiTiEOTRO- 


POSITIVE BODIES. 




1. 

2. 
3. 
4. 
5. 
6. 


Potassium. 

Sodium. 

Lithium. 

Barium. 

Strontium. 

Calcium. 


7. Magnesium. 

8. Glucinium. 

9. Yttrium. 

10. Aluminium. 

11. Zirconium. 

12. Manganese. 


13. Zinc. 

14. Cadmium. 
16. Irorf. 

16. Nickel. 

17. Cobalt. 

18. Cerium. 
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19. 


Lead. 


23. Copper. 


27. 


Platinum. 


20. 


Tin. 


24. Silver. 


28. 


Rhodium. 


21. 


Bismuth. 


26. Mercury. 


29. 


Iridium. 


22. 


Uranium. 


26. PaUadium. 


80. 


Gold. 



All the bodies named in the first series are supposed to be negative 
with relation to those in the second. Each of the bodies in the first 
series is negative, and each of the bodies in the second positive^ with 
relation to those which follow. 

The meaning is, that if an electrolyte composed of any two of the 
bodies in the &t list be subi&itted to the action of the current, that 
which stands first in the list will go to the positive electrode ; if an 
electrolyte composed of any body itf* the first and another in the 
second list be electrolyzed, the former will go to the positive eloo- 
trode; and, in fine, if an electrolyte composed of any two of the 
bodies named in the second list be electrolyzed, the first named will 
go to the negative electrode. 

It has been objected that sulphur and nitrogen occupy too high a 
place in the negative series, these bodies being less negative than 
chlorine and fluorine, and that hydrogen ought rather to be placed in 
the positive series. 

2072. The order of the series not certainly determined, — It must 
be observed that the order of the simple bodies in these series has 
not been determined in all cases by the direct observation of the 
phenomena of the electrolysis. It has been in many cases only in- 
ferred from the analogies suggested by their chemical relations. 

2073. Electrolytes which have compound constituents. — ^When the 
constituents of an electrolyte are compound bodies, the decomposition 
proceeds in the same manner as with those binary compounds whose 
constituents are simple. Most of the salts which have been submit- 
ted to experiment prove to be electrolytes, the acid constituent appear- 
ing at the positive, and the base at the negative electrode. Acids 
are therefore in general regarded as electro-negative bodies analogous 
to oxygen, and alkalies and oxides electro-positive bodies analogous 
|o hydrogen. 

2074. Accordiru/ to Faraday, electrolytes whose constituents are 
simple can only be combined in a single proportion. — It appears to 
result from the researches of Faraday, that two simple bodies cannot 
combine in more than one proportion so as to form an electrolyte. 

When hydrochloric acid, whose constituents are chlorine and 
hydrogen, is submitted to the current, electrolysis ensues, the chlo- 
rine appearing at the positive and the hydrogen at the negative 
electrode. 

The protochlorides of the metals composed of the metallic base 
and one equivalent of chlorine are also easily electrolyzed, the chlo- 
rine always appearing at the positive electrode ] but the perchlorides 
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€^ the same metsls which contain two or moi^ equivalents of chlo- 
rine are not susceptible of electrolyzation. 

In general, compounds which consist of two simple elements are 
only electrolyzable when their constituents are single equivalents. 
Hence sulphuric acid which has three, and nitric acid which has 
five equivalents of oxygen, are neither of them susceptible of electro- 
lyzation. 

2076. Apparent exceptions explained hy secondary a/^tion. — In 
the investigation of the chemical phenomena which attend the trans- 
mission of the current through liquid compounds, results will be 
occasionally observed which will at first seem incompatible with this 
law. But in these cases the phenomena are invariably the conse- 
quences, not of electrolysis, but of secondary action. Thus, nitric 
acid submitted to the current is decomposed, losing one equivalent 
of its oxygen, and reduced to hyponitric acid. In this case the real 
electrolyte is the water, which always exists in more or less quantity 
in the acid. This water being decomposed, the oxygen is delivered 
at the positive electrode, and the hydrogen developed at the negative 
electrode attracts from the nitric acid one equivalent of its oxygen, 
with which it combines and fcwms water, reducing the nitric to hypo- 
nitric acid. 

Ammonia, which consists of one equivalent of nitrogen and three 
of hydrogen, is not properly an electrolyte, though in solution it is 
decomposed by the secondary action of the current. In this case, 
as in the former, the real electrolyte is the water in which the am- 
monia is dissolved. Nitrogen and not oxygen is disengaged at the 
positive electrode. The oxygen, which is the primary result of the 
electrolysis of the water, attrapts the hydrogen of the ammonia, with 
which it reproduces water and liberates the nitrogen. 

2076. Sec(mdary effects favoured hy the nascent state of the con- 
sHtaents: resvUs of the researches of Becguerel and Crosse. — It is a 
general law in chemistry that substances in the nascent state, that is, 
when just disengaged from compounds with which they have been 
united, are in a condition most favourable for entering into other 
combinations. This explains the great facility with which the con- 
stituents of electrolytes combine with the electrodes where even a 
feeble affinity prevails, and also the various secondary effects. When 
oxygen is evolved against copper, iron, or zinc, chlorine against gold, 
or sulphur against silver at the electrode, oxides of copper, iron, or 
zinc, chloride of gold, or sulphuret of silver are readily formed. If 
the current producing these changes be of very feeble intensity, so 
that the new compounds are very slowly formed, so slowly as more 
to resemble growth than strong chemical action, they will assume 
the crystalline structure. In this manner Becquerel and Crosse 
have succeeded in obtaining artificially mineral crystals, and exhibit- 
ing on a small scale effects similar to those which are in progress on 
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a scale so vast in the mineral -veins which pervade the crust of the 
globe, and which, doubtless, result from feeble electric currents 
estabUshed for countless centuries in this strata by the vicissitade? of 
temperature and other physical causes. ^ 

2077. The succemve action of the same current on different vessels 
of water, — If the same current be conducted successively through a 
series of vessels containing acidulated water, by connecting the water 
in each vessel with the water in the succeeding vessel by platinum 
wires i, i', i", i"*, &c., as represented in Jig. 661., the current will 



^^ 



H- 



k oh 

Fig. 661. 

enter each vessel at the extremity o, and will depart from it at the 
extremity h. The water in each vessel will in this case constitute a 
separate electrolyte, and will be decomposed by the current. The 
ends o will be all positive, and the ends h all negative electrodes. 
Oxygen will be disengaged at all the ends o, and hydrogen at all the 
ends h ; and if the gases disengaged be collected, the same quantity 
of oxygen will be found to be disengaged at the ends o, and the same 
quantity of hydrogen at the ends A, the volume of the latter being 
double that of the former. The weight of the oxygen produced will 
be eight times that of the hydrogen, and the weight of the water 
decomposed will be nine times that of the hydrogen. 

2078. The same current has an uniform electrolytic power, — 
Since it is ascertained by rheometric instruments that the same 
current has everywhere the same intensity, it follows that this 
constant intensity is attended with an electrolytic power of corre- 
sponding uniformity. From this and other similar results it is 
inferred that the quantity of electricity which passes in a current is 
proportional to the quantity of a given electrolyte which the current 
decomposes. 

2079. Voltameter of Faraday. — On this ground Faraday gave 
the name of voltameter to an apparatus similar in principle to 
that described in (2060.), taking water as the standard electrolyte 
by which the quantity of electricity necessary to effect the decom- 
position of any other electrolytes might be measured. Thus, if it is 
found that a current which decomposes in a given time an ounce of 
water, will in the same time decompose two ounces of one electro- 
lyte (a), and three ounces of another electrolyte (b), it is inferred 
that the quantity of electricity necessary to decompose a given weight 
of A is half that which would decompose an equal weight of water, 
and that the quantity necessary to decompose a given weight of b is 
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a third of that which would decompose the same weight of water, and, 
in fine, that the (Quantities of electricity necessary to decompose equal 
weights of A and B are in the ratio of 3 to 2. 

2080. Effect of the same current on different etectrolytes — Fara- 
day's law, — If the series of vessels represented in fig, 661., con- 
nected by metallic conductors i, i', &c., instead of containing water, 
contain a series of different electrolytes, each electrolyte will be 
decomposed exactly as it would be if it were the only electrolyte 
through which the current passed. Let us suppose that the first 
vessel of the series which the current enters from p contains water, 
and that means are provided by which the quantities of oxygen and 
hydrogen liberated at o and h shall be indicated, and that in like 
manner the quantities of the constituents of each of the other electro- 
lytes disengaged at the respective electrodes can be determined. It 
will then be found that for every grain weight of hydrogen liberated 
in the first vessel, the number of grains weight of each of the consti- 
tuents of the several electrolytes disengaged will be expressed by 
their respective chemical equivalents. 

Thus, if e, c', c", e'", &c., be the chemical equivalents of the seve- 
ral constituents of the series of electrolytes, that of hydrogen beiug 
the unit, and if A express the number of grains weight of hydrogen 
evolved in the voltameter tube over the first vessel in a given time, 
then the number of grains weight of each of the constituents of the 
several electrolytes which shall be evolved in the same time will be 

exA, e'xA, «"xA, ^"Xhj &c., &c. 

2081. It comprises secondary results. — This remarkable law 
extends not only to the direct results -of electrolysis, but also to all 
the secondary effects of the current. Thus, it applies to the quan- 
tities of the several metallic electrodes which combine with the con- 
stituents which are the immediate results of the electrolysis, and also 
to all combinations and decompositions which result from the affinities 
which may exist between the results primair or secondary of the 
electrolysis and any foreign substances which, the electrolyte may 
hold in solution. 

2082. Practical example of its application. — As a practical 
example of the application of this electro-chemical law, let us sup- 
pose the first vessel which the current enters at p to contain water, 
the next iodide of potassium, the succeeding one protochloride of 
tin, the next hydrochloric acid, and the last sulphate of soda. The 
current will severally decompose these, the oxygen, iodine, chlorine 
and acid appearing at the five positive electrodes, and the hydrogen, 
potassium, tin and soda at the five negative electrodes. If the elec- 
trode against which the oxygen is evolved be zinc, the oxide of zino 
will result as a secondary product ; and if the electrode against which 
the chlorine is evolved be gold, the chloride of that metal will like- 

II. ^ 35 
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wise be produced by secondary action. The chemical equivalents of 
the several substances involved in this process are as follows : — 

Hydrogen 100 

Oxygen 800 

Water 900 

Iodine 126-30 

Potassium 39-26 

Iodide of potassium 165*56 

Chlorine 35-47 

Tin.' 57-90 

Protochloride of tin 93-37 

Hydrochloric acid 36-47 

Sulphuric acid 40-10 

Soda 31-30 

Sulphate of soda 71-40 

Zinc 32-30 

Gold 199-20 

Oxide of zinc 40-30 

Chloride of gold 234.67 

It will follow, therefore, from the general electrolytic law above 
stated, that for every grain of hydrogen evolved at the negative 
electrode in the first vessel, the following will be the quantities of the 
chemical results produced in the several vessels : — 

I. Oxygen evolved at positive electrode 8-00 

Water decomposed....,;*/..-^ 9-00 

Zinc oxidated.'. ^.'.,., 32-30 

Oxide of zinc produce(|%V>.1 40*30 

n. Iodine evolved at the positive electrode 126*30 

Potassium evolved at the negative electrode 39-26 

Iodide decomposed 165*56 

III. Chlorine evolved at the positive electrode 35-47 

Tin evolved at the negative electrode ..,.57-90 

Gold combined at positive electrode 199-20 

Chloride of gold produced 234-67 

Protochloride of tin decomposed 93-37 

rV. Chlorin^-^volf ed at positive electrode 35 -47 

Hydrogen evolved at negative electrode 1*00 

Hydrochloric acid decomposed 36-47 

V. Sulphuric acid evolved at positive electrode 40-10 

Soda evolved at negative electrode 31-30 

Sulphate decomposed 71*40 

2083. Sir H. Dave's experiments showing the transfer of ike 
constituents of electrolytes through intermediate solutions. — If the 
' series of vessels containing different electrolytes be connected by 
liquid conductors by means of capillary siphons, instead of the 
metallic conductors by which they are supposed to be connected in 
the cases just described, phenomena are. produced, respecting which 
a remarkable discordance has arisen between the highest scientific 
authorities. 

From some of the early experiments of Sir H. Davy, confirmed 
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by those of Gautherot, Hesinger, and Berzelius, it appeared that the 
voltaic current was not only capable of decomposing various classes 
of chemical compounds, but of transferring or decanting their con- 
stituents successively through two or more vessels, to bring them to 
the respective electrodes at which they are liberated. Davy pushed 
this inquiry to its extreme limits, and by various experiments, char- 
acterised by all that address for which he was so remarkable, arrived 
at certain general results which we shall now briefly state. 
Let a series of cups 

P »-> ABODE m-->. N 

be connected by capillary siphons, which may be conveniently formed 
of the fibres of asbestos or amianthus. Let any electrolyte, a solu- 
tion of a neutral salt for example, be placed in c, and let the other 
cups be filled with distilled water. Let a plate of platinum connected 
with the positive pole of a voltaic battery be immersed in the cup A, 
and a similar plate connected with the negative pole be immersed in 
E. The voltaic current will then enter the series of cups at A, and 
passing successively from cup to cup through the siphons, will issue 
from them at e, as indicated by thei arrows. Let the water in the 
cups A, B, D and E be tinged by the juice of red cabbage, the property 
of which is to be rendered red by the presence of an acid, and </reen 
by that of an a^^aZi. 

The current thus established will, according to Sir H. Davy, de- 
compose the salt in the cup c. The acid will be transported through 
the two siphons, and the water: in b to the positive electrode in A, 
where it will be liberated, and will enter into solution with the tinged 
water. At the same time 'the alkali will pass through the two 
siphons, and the cup B to the negative electrode, and will enter into 
solution with the water in E. 

The presence of the acid in A and of the alkali in E will be 
rendered manifest by the red colour imparted to the contents of the 
former, and the green to the latter. 

2083*. While hetng trans/erred ihey are deprived of their cTiemical 
property, — ^Although to arrive at A and E respectively, the acid must 
pass through B and the alkali through D, their presence in these 
intermediate cups Is not manifested by any change of colour. It was 
therefore inferred by Sir H. Davy, that so long as the constituents 
of the salt are under the immediate influence of the current, they 
lose their usual properties, and only recover them when dismissed at 
the electrodes by which they have been respectively attracted. 

If the direction of the current be reversed, so that it shall enter 
at E and issue from A, the constituents of the salt will be transported 
back to the opposite ends of the series, the acid which had been 
deposited in A; will be transferred successively through the cups B, c^ 
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D, and the intermediate siphons to the cap E, and the alkali in the 
oontraiy direction from E through B, c, B, and the siphons to A. 
This will be manifested by the changes of colour of the infusions. 
The liquid in A which had been reddened by the acid, will first 
recover its original color, and then become green according as the 
ratio of the acid to the alkali in it is diminished ; and in like man- 
ner the infusi(m in E, which had been rendered green by the alkali, 
will gradually recover its primitive colour, and then become red as 
the proportion of the acid to the alkali in it is augmented. 

During these processes no change of colour will be observed in the 
intermediate cups b and D. 

The intermediate cups b and d being filled with various chemical 
solutions for which the constituents of the salt had strong affinities, 
and with which under any ordinary circumstances they would imme- 
diately enter into combination, these constituents nevertheless inva- 
riably passed through the intermediate vessels without producing any 
discoverable effect upon their contents. Thus, sulphuric acid passed 
in this manner through solutions of ammonia, lime, potash, and soda, 
without affecting them. Tn like manner hydrochloric and nitric acids, 
passed through concentrated alkaline menstrua without any chemical 
effect. In a word, adds and alkalies having the strongest mutual 
affinities, were thus reciprocally made to pass each through the other 
without manifesting any tendency to combination. 

2084. Ihcq^tum in the case ofprodticing insolvhle campouncU. — 
Strontia and baryta passed in the same way through muriatic and 
nitric acids, and reciprocally these acids passed with equal facility 
through solutions of strontia and baryta. But an exception was 
encountered when it was attempted to transmit strontia or baryta 
through a solution of sulphuric acid, or vice versd. In this case the 
alkali was arrested in transitu by the acid, or the acid by the alkali, 
and the salt resulting from their combination was precipitated in the 
intermediate cup. 

The exception therefore generalised included those cases in which 
bodies were attempted to be transmitted through menstrua for which 
they have an affinity, and with which they would form an insoluble 
compound. 

2085. This transfer denied hy Faraday. — This transmission of 
chemical substances through solutions with which they have affinities 
by the voltaic current, those affinities being rendered dormant by the 
influence of the current which appeared to be established by the re- 
searches of Davy, published in 1807, and since that period received 
by the whole scientific world as an established principle, has lately 
been affirmed by Dr. Faraday to be founded in error. According to 
Faraday no such transfer of the constituents of a body decomposed 
by the current can or does take place. He maintains that in all 
oases of electrolyzation it is an absolutely indispensable condition 
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tbafe there be a continuous and unbroken series of particles of the 
electrolyte between the two electrodes at which its constituents are 
disengaged. Thus, when water is decomposed, there must be a con- 
tinuous line of water between the positive electrode at which the 
oxygen is developed and the negative electrode at which the hydro- 
gen is disengaged. In like manner^ when the sulphate of soda or 
any other salt is decomposed, there must be a continuous line of 
particles of the salt between the positive electrode at which the acid 
appears and the negative electrode at which the alkali is deposited. 

Dr. Faraday aflfirms, that in Davy's celebrated experiments, in 
which the acid and alkaline constituents of the salt appear to be 
drawn through intermediate cups containing pure water or solutions 
of substances foreign to the salt, the decomposition and apparent 
transfer of the constituents of the salt could not have commenced 
until, by capillary attraction, a portion of the salt had passed over 
through the siphons, so that a continuous line of saline particles was 
established between the electrodes. Dr. Faraday admits such a 
transfer of the constituents as may be explained by the series of 
decompositions and recompositions involved in the hypothesis of 
Grotthuss. 

2086. Apparent transfer explained hy Mm on Grotthusi Jiypo- 
thesis. — It is also admitted by Dr. Faraday, that when pure water 
intervenes between the metallic conductors proceeding from the pile 
and the electrolyte, decomposition may ensue, but he considers that 
in this case the true electrodes are not the extremities of the metallic 
conductors, but the points where the pure water ends and the elec- 
trolyte begins, and that accordingly in such cases the constituents of 
the electrolyte will be disengaged, not at the surfaces of the metallic 
conductors, but at 4he common surfaces of the water and the elec- 
trolyte. As an example of this he produces the following experi- 
ment. Let a solution of the sulphate of magnesia be covered with 
pure water, care being taken to avoid all admixtnre of the water 
"with the saline solution. Let a plate of platinum proceeding from 
the negative pole of a battery be immersed in the water at some dis- 
tance from the surface of the solution on which the water rests, and 
at the same time let the solution be put in metallic communication 
with the positive pole of the battery. The decomposition of the sul- 
phate will speedily commence, but the magnesia, instead of being 
deposited on the platinum plate immersed in the water, will appear 
at the common surface of the water and the solution. The water^ 
therefore, and not the platinum, is in this case the negative elec- 
trode. 

2087. Faraday thinks that conduction and decomposition are 
closely related, — Dr. Faraday maintains that the connection between 
conduction and decomposition, so far as relates to liquids which a,re 
not metallic, is so constant that decomposition may be regarded as 

35* 
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tbe cbief means by which the electric current is transmitted through 
liquid compounds. Nevertheless, he admits, that when the intensity 
of a current is too feeble to e£fect decomposition, a quantity of elec- 
tricity is transmitted sufficient to affect the rheoscope. 

In accordance with those principles, Faraday affirms that water 

which conducts the electric current in its liquid state, ceases to do 

' 80 when it is congealed, and then it also resists decomposition^ and 

in fine ceases to be an electrdlyte. He holds that the same is true 

of all electrolytes. 

2088. Maintains that non-metaUtc liquids only conduct when 
capable of decomposition hy the current, — The connection between 
decomposition and conduction is farther manifested, according to 
Dr. Faraday, by the fact that liquids which do not admit of electro- 
chemical decomposition, do not give passage to the voltaic current. 
In shorty that electrolytes are the only liquid non-metallic conductors. 

2089. Faraday's doctrine, Tiot universally accepted — Pouillet's 
fAservations, — These' views of Dr. Faraday have not yet obtained 
general acceptation ; nor have the discoveries of Davy of the transfer 
and decantation of the constituents of electrolytes through solutions 
foreign to them, been yet admitted to be overthrown. Peschel and 
other German authorities in full possession of Faraday's views and 
the results of his experimental researches, still continue to reprdduce 
Davy's experiments, and to refer to their results and consequences 
as established facts. Pouillet, writing in 1847, and also in posses- 
sion of Faraday's researches, which he largely quotes, maintains 
nevertheless the transport of the constituents under conditions more 
extraordinary still, and more incompatible with Faraday's doctrine 
than any imagined by Davy. In electro-chemical decomposition he 
says, — "There is at once separation and transport. Numberless 
attempts have been made to seize the molecule of water which is 
decomposed, or to arrest en route the atoms of the constituent gases 
before their arrival at the electrodes, but without success. For 
example, if two. cups of water, one containing the positive and the 
other the negative wire of a battery, be connected by any conductor, 
singular phenomena will be observed. If the intermediate conductor 
be metaUic, decomposition will take place independently in both 
cups" (as already described), " but if the intermediate conductor bo 
the human body, as when a person dips a finger of one hand into the 
water in one cup, and a finger of the other hand into the other, the 
decomposition will sometimes proceed as in the case of a metallic 
connection ; but more generally oxygen will be disengaged at the 
wire which enters the positive cup, and hydrogen at the wire which 
enters the negative cup, no gases appearing at the fingers immersed 
in the one and the other. It would thus appear that one or other 
of the constituent gases must pass through the body of the operator 
in order to arrive at the pole at which it is dbengaged. And even 
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when tlie two cups are connected by a piece of ice, the decomposition 
proceeds in the same manner, one or other gas appearing to pass 
through the ice, since they are disengaged at the poles in the sepa- 
rate cups in the same manner." * 

2090. Dav^s experiments repeated and confirmed hy Becquerel. 
— The experiments of Davy, in which the transfer of the constitu- 
ents of an electrolyte through water and through solutions for which 
these constituents have affinities, was demonstrated, have been re- 
peated by Becquerel, who has obtained the same results. The capil- 
lary siphons used by Becquerel were glass tubes filled with moistened 
clay. He also found that the case in which the constituent trans- 
ferred would form an insoluble compound with the matter forming 
the intermediate solution, forms an exception to this principle of 
transfer ; but he observed that this only happens when the intensity 
of the current is insufficient to decompose the compound thus formed 
in the intermediate solution.f . 

2091. The electrodes proved to exercise different electrolytic powers 
hy PouiUet. — The question whether the decomposing agency resides 
altogether at one or at the other electrode, or is shared between them, 
has been recently investigated by M. Pouillet. 

Let three tubes of glass having the form of the letter U, fi^. 662., 

be prepared, each of the veritcal arms 
being about five inches long, and half 
an inch in diameter. Let the curved 
part of the tubes connecting the legs 
have a diameter of about the twen- 
tieth of an inch when the solutions 
used are good conductors, but the 
same diameter as the tubes themselves 
when the conducting power is more 
imperfect. In this latter case, how- 
ever, the results are less exact and 
satisfactory. 
Fig. 662. Let platinum wires E and e' pro- 

ceeding from the poles of a voltaic 
battery be plunged in the first and last tubes, and let the interme- 
diate tubes be connected by similar wires I f and l" ill"'. Let acidu- 
lated water be poured into the tube E i, and the solutions on which 
the relative effects of the two electrodes are to be examined, into the 
other tubes 1 1" and i'" e'. After the electrolysis has been continued 
for a certain time, the quantity of the solution decomposed in each 
leg may be ascertained by submitting the contents of each leg to 
analysis. The quantity remaining undecomposed being thus ascer- 




» Pouinet, Elements de Physique. Ed. 1847, vol. i. p. 598. 
f Becquerel, Traits de Physique, vol. ii. p. 830. Ed. 1844. 
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tained and subtracted from the original quantity^ the remainder will 
be the quantity decomposed, since the fluids are prevented from inter- 
mixing to any sensible extent by the sjnallness of the connecting tube^ 
and by being nearly at the same level during the process. It may be 
assumed that the decomposing agencies of the two electrodes will be 
proportional to the quantities of the solutions decomposed in the legs 
in which they are respectively immersed. 

2092. Case in which the negative electrode alone acts, — The 
current being first transmitted through a voltameter to indicate the 
actual quantity, of electricity transmitted, the tubes E i, l' i" and 
l'" e' were filled, the first with a solution of the chloride of gold, the 
next with the chloride of copper, and the third with the chloride of 
zinc. After the lapse of a certain interval the contents of the tubes 
were severally examined, and it was found that the solutions in legs 
in which the positive electrodes were immersed had suffered no de- 
composition. The quantities of the chlorides contained in them 
respectively were undiminished, while the chloride in each of the 
legs containing the negative electrodes was diminished by exactly the 
quantity corresponding to the metal deposited in the negative wire, 
and the chlorine transferred to the positive leg. 

It was therefore inferred that in these cases the entire decom- 
posing agency must be ascribed to the negative electrode. 

The same results were obtained for the other metallic chlorides. 

2093. Cases in which the electrodes act unequally. — The alkaline 
chlorides showed somewhat different properties. In the case of the 
chloride of magnesium the agency of the negative was found to be 
greater than that of the positive electrode, but it was not exclusively 
efficacious. In the cases of the chlorides of potassium, sodium, bari- 
um, &c., the agency of the positive electrode was found to be greater 
than the negative in the ratio of about three to one. 

2094. Liquid electrodes — Series of electrolytes in immediate 
contact. — In general, the electrodes by which the current enters and 
departs from an electrolyte, are solid and most frequently metallic 
conductors. In an experiment already cited (2086), Faraday has 
phown that water may become an electrode, and Pouillet in some 
recent experiments has succeeded in generalising this result, and 
has shown not only that the current may be transmitted to and 
received from an electrolyte by liquid conductors, but that a series 
of different electrolytes may become mutual electrodes, the current 
passing immediately from one to the other without any intermediate 
conductor, solid or liquid, and that each of them shall be electrolysed. 
Thus suppose that the series of electrolytes are expressed by 

A B c D 
a a* hU cd dd! 
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tbe current as indicated by the arrows entering A, and departing 
from D; and being supposed to have sufficient intensity to effect the 
electrolysis of all the solutions. Let the electro-negative constituents 
be expressed by a, ft, c, c?, and the electro-positive by a', V, cf^ dJ. 
It is evident that the points at which any two succeeding solutions 
touch, will be at the same time the negative electrode of the first, 
and the positive electrode of the second, and that, consequently, the 
positive constituent of the first and the negative constituent of the 
second will be disengaged at this point, and being in the nascent 
state will be under the most favourable conditions to combine in 
virtue of their affinities, and so to form new compounds as secondary 
effects. Thus, the common surface of A and b will be the negative 
electrode of A, and the positive electrode of b, because it is at this 
surface that the current departs from a and enters B, and accordingly 
the electro-positive constituent a! of A, and the electro-negative con- 
stituent h of B, will be developed at this common surface, and if they 
have affinity, will enter into combination. 

2096. Experimental illustration of this. — These principles may 
be experimentally illustrated and verified by placing the electrolytic 

solutions in U-shaped tubes t, t', t", 
as represented in fig, 663. Let two 
electrolytic solutions A and B be in- 
troduced into the first tube T, so 
carefully as to prevent them from 
intermixing, and let their common 
surface be at o. Li like manner let 
the solutions B and be introduced 
into the tube t', and the solutions o 
and D into the tube t", their common 
surfaces being at o' and o". Let the 
legs of the tubes t and t', which 
Fig. 663. contain the solution b, be connected 

by a glass siphon containing the same 
solution, and the legs of the tubes t' and t", containing the solution 
C, be similarly connected. Let the positive wire of a battery be im- 
mersed in A, and the negative wire in d, the current being sufficiently 
intense to electrolyse all the solutions.* 

In this case o will be the positive electrode of b, and the nega- 
tive electrode of A, o' the positive electrode of 0, and the negative 
electrode of b, and cf' the positive electrode of d, and the negative 
electrode of c. 




* This is not the experimental arrangement adopted by M. Ponillet. It 
has occurred to me, as a method of exhibiting his principle under a more 
general form and somewhat more clearly and satisfactorily than his appa- 
i:atus, in irhich the siphons s, s'^ have no place. 
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If A be pare water, b the chloride of zinC; the water being decom- 
posed, oxygen will be disengaged at the positive wire, and hydrogen 
at the common surface o. The chloride being also decomposed^ the 
chlorine, its electro-negative constituent, will be disengaged at o, 
where it will enter into combination with the hydrogen, and form 
hydrochloric acid, the presence of which may be ascertained by the 
usual tests. The oxide of zinc, the electro-positive constituent of B, 
will be disengaged at o\ and will form a conipound with the electro- 
negative constituent of c, and so on. 

2096. Electrolysis of the aUcoMes and earths. — The decomposing 
power of the voltaic current had not long been known before it be- 
came, in the hands of Sir H. Davy and his successors, the means of 
resolving the alkalies and earths, before that time considered as simple 
bodies, into their constituents. This class of bodies was shown to be 
oxidised metals. When submitted to such conditions as enabled a 
Btrong voltaic current to pass through them, oxygen was liberated at 
the positive electrode, and the metallic base appeared at the negative 
electrode. 

2097. The series of new metals. — A new series of metals was 
thus discovered, which received names derived from those of the 
alkalies and earths of which they formed the bases. Thus, the metallic 
base of potash was called potassium, that of soda, sodium, that of 
lime, calcium, that of silica, six^icium, and so on. 

In many cases it is difficult to maintain those metals in their sim- 
ple state, owing to their strong affinity for oxygen. Thus potassium, 
if exposed to the atmosphere at common temperatures, enters directly 
into combination with the air, and bums. When it is desired to 
collect and preserve it in the metallic state it is decomposed by the 
current in contact with mercury, with which it enters into combina- 
tion, forming an amalgam. It is afterwards separated by distillation 
from the mercury, and preserved in the metallic state. under the oil 
of naphtha, in a glass tube hermetically closed, the air being pre- 
viously expelled. 

2098. Schoenhein's experiments on the passivity of iron. — Among 
the effects of the voltaic current which have been not satisfactorily 
or not at all explained, are those by which iron, under certain con- 
ditions, i3 enabled to resist oxidation even when exposed to agents 
of the greatest power ; such, for example, as nitric acid. The most 
remarkable researches on this subject are those of Schoenbein. In 
his experiments, the wires proceeding from the poles of the battery 
were immersed in two mercurial cups, which we shall call p and n. 
A bath of water B, acidulated with about 8 per cent, of sulphuric 
acid, was then connected with the cup n by a platinum wire. A 
piece of iron wire was placed with one extremity in p, and the other 
in the bath b. No oxidation was manifested at the end immersed in 
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the bath, and no hydrogen was evolved at the platinum wire. In 
fine, no electrolysis took place. 

Several circumstances were found to restore to the iron its oxidable 
property, and to establish the electrolysis of the liquid in the bath, 
but only for a short interval of a few seconds. These circumstances 
were : — 1. The contact for a moment of the platinum and iron wires 
in the bath. 2. The momentary suspension of the current by break- 
ing the contact at any point of the circuit. 3. The contact of any 
oxidable metal, such as zinc, tin, copper, or silver, with the iron in the 
bath. 4. The momentary diversion of a portion of the current, by 
connecting the cups P and N by a copper wire, without breaking the 
connections of the original circuit. 6. By agitating the end of the 
iron wire in the bath. 

If in connecting p and B by the iron wire, the wire be first im- 
mersed in B, oxidation will take place for some seconds after the other 
acid is immersed in p. 

The intensity of the current diverted by connecting the cups p and 
N by a copper wire, can be varied at pleasure by varying the length 
and section of the connecting wire (2063.). When such a derived 
current is established, several curious and interesting phenomena are 
observed. When the derived current has great intensity, no effect 
is produced upon the iron. Upon gradually diminishing the inten- 
sity of the derived current, the iron becomes active, that is, suscept- 
ible of oxidation. Wiih a less intensity it again becomes passive, 
and the oxidation ceases. As the derived current is gradually re- 
duced to that intensity at which the iron becomes permanently pas- 
give, there are several successive periods during which it is alter- 
nately active and passive, the intervals between these periods being 
less and less. In the apparatus of Schoenbein the iron became per- 
manently active when the copper wire conducting the derived current 
was half a line thick, and from 6 inches to 16 feet long. 

These effects are reproduced with all the oxacids, but are not mani- 
fested either T^ith the hydracids or the Haloid salts. 

2099. Other methods of rendering iron passive, — Iron may be 
rendered passive also by placing it as the positive electrode in a solu- 
tion of acetate of lead with a current of ordinary intensity. The 
iron should be immersed in the solution for about naif a minute to a 
depth of about half an inch. A wire thus treated being washed 
clean, acquires the permanently passive property, even though the 
part immers^d in the solution has not been coated with the peroxide 
of lead. And in this case the conditions above stated under which it 
recovers momentarily its active character,, becomes inoperative. 

Iron thus galvanised acquires to a great degree the virtue of pla- 
tinum and the other highly negative metals, and for many purposes 
may be substituted for them. Thus Schoenbein has constructed vol- 
taic batteries of passive iron and zinc. 
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The iron wire used for telegraphic purposes is rendered passiye 

by this process. 

2100. Tree of Saturn. — The well known experiment of the 
Tree of Saturn presents a remarkable example of the effect of a 
feeble current of long continuance. A bundle of brass wires is 
passed through a hole made longitudinally through the centre of a 
bottle cork, and fitted tightly in it so as to diverge in a sort of cone 
from the bottom of the oork. A plate of zinc is then tied round the 
wires at the point where they diverge from the cork, so as to be in 
contact with all the wires. The wires and cork are tiien introduced 
into a glass flask containing a limpid solution of the acetate of lead, 
and the top of the cork luted over to prevent the admission of air. 
The zinc and brass thus immersed in the solution form a voltaic pair, 
and a current passes through the solution from the zinc to the wire. 
The water of the solution is slowly decomposed, the oxygen com- 
bining with the zinc, and the hydrogen attracting the oxygen from 
the oxide of lead, and reproducing water, while the metallic lead 
attaches itself to the wires. The acetic acid liberated by the secon- 
dary decomposition of the acetate of lead, enters into combination with 
the oxide of zinc, and produces the acetate of that metal, which 
passes into solution in the water. The contents of the flask are 
gradually converted into a solution of the acetate of zinc, and the 
metallic lead, the process being very slow, is crystallised in a variety 
of beautiful forms upon the divergent brass wire. 

2101. Davy*$ method of preserving the copper sheathing of ship%, 
— The method proposed by Sir H. Davy to preserve from corrosion 
the copper sheathing of ships, depends on the long-continued action 
of feeble currents. The copper is united with a mass^of zinc, iron, 
or some more oxidable metal, so as to form a voltaic combination. 
The sea-water being a weak solution of salt, a feeble permanent cur- 
rent is established between the more and less oxidable metals, pass- 
ing through the water from the latter to the former, and causing its 
slow decomposition. The oxygen combines with the protecting 
metal, and the hydrogen disengaged on the copper, decomposes the 
salts held in solution in the sea-water, attracting their oxide consti- 
tuents, such as lime, magnesia, &c., which are deposited upon the 
copper in a rough crust. Upon the coating thus formed collect ma- 
rine vegetation, shells, and other substances. Thus, while the cop- 
per sheathing is preserved from corrosion, there arises the counter- 
acting circumstance of an appendage to the hull of the ship, which 
impedes its sailing qualities. 

2102. Chemical effects produced in voltaic batteries, — The fluids 
interposed between the solid elements of all forms of voltaic arrange- 
ments may be regarded as electrolytes, the solid elements in contact 
with them being the electrodes. Li aU arrangements in which one 
acid solution is interposed between two solids, one of which is more 
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oxidable than the other, the primary chemical effect is the decompo- 
sition of the water of the solution, the oxygen being disengaged upon 
the more and the hydrogen upon the less oxidable metal. The par- 
tisans of the chemical origin of the current contend, that in this case 
the oxygen gives, up its negative electricity to the more oxidable, 
and the hydrogen its positive to the less oxidable metal, so that if 
those metals be connected by a metallic wire outside the system, a 
current will be established on the wire, directed from the less to the 
more oxidable metal, which is found to be in effect what actually 
takes place. 

The secondary effects are very various and complicated, and are 
in accordance with the principles of electrolytic action already ex- 
plained. The first is a production of an oxide of the more oxidable 
metal. If the liquid element be an acid solution, this oxide will, in 
general, enter into combination with the acid, forming a salt which 
will be the next secondary effect. The hydrogen evolved against the 
less oxidable metal, may either be liberated in the gasebus state, or 
attract an equivalent of oxygen from one of the substances dissolved 
in the liquni element, thereby reproducing water, and decomposing 
the substances thus attacked. 

2103. Effect of amalgamating the zinc. — The advantage which 
attends the amalgamation of the zinc (1862.), in batteries in which 
that metal is used, is, that it is thus protected from the direct action 
of the acid by which the metal would be consumed, without contri- 
buting to the supply of the current. Zinc being a metal eminently 
susceptible of oxidation, would be affected by the aeid even in the 
weakest solutions, and a portion of the metal more or less according 
to the strength of the solution would be oxidated, a corresponding 
quantity of the acid being decomposed. This would produce the 
twofold inconvenienee of the ineffectual consumption of both the 
metal and the acid. By the process of amalgamation the surface of 
the zJQQ is coated with a thin stratum of amalgam, which is proof 
against the acid, and which on the other hand increases the suscepti- 
bility of the metal to combine with the oxygen disengaged from the 
water by the current. 

2104. Effects in Smce's hatter^. — The preceding observations 
are more or less applicable to all the single fluid arrangements 
described in (1858.) to (1863.), as well as to Smee's system 
(1870.). It has been found that the intensity of the current in the 
system of Smee, has been greatly augmented by platinisation of the 
surface of the metal used as the negative pole of the system. The 
process by which this effect is produced is as follows. The surface 
of the metal being scraped quite clean, it is immersed in a solution 
of the double chloride of potassium and platinum, and being con- 
nected with the negative pole of a battery, of which the possitive 
pole is connected with the solution by a plate of platinum immersed 

II. 36 
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in it, electroljsation takes place, platinum being deposited on the 
negative electrode as a secondary result. The positive platinum 
electrode is meanwhile attacked by the chlorine, and dissolved so as 
to maintain the solution in the proper state of saturation. 

Mr. Smee, after trying plates of iron and silver, substituted for 
them plates of platinum, the surface of which was platinised by this 
process, and an improved action ensued. M. Bouquilion substituted 
for them a plate of copper, upon the surface of which a rough coating 
of copper was first deposited by a similar process, and upon this a 
coating of silver, over which a coating of platinum was deposited. 
!By this means the plate is stated to have acquired in the highest 
degree the power of liberating the hydrogen, and stimulating the 
current. 

2105. In Wheatstone*8 hatter^, — In the system of Wheatstone 
(1871.), in which a single fluid, a saturated solution of sulphate of 
copper, is used as the exciting fluid, the water of the solution is elec- 
trolysed. The oxygen combines with the zinc of the amalgam, and 
forms as a secondary result an oxide. The hydrogen disengaged 
upon the copper acts upon the sulphate, whose constituents are sul- 
phuric acid and the protoxide of copper. It attracts the oxygen 
from the protoxide, with which it combines, forming water. The 
metallic copper and the acid are both liberated, the Tatter entering 
into combination with the oxide of zinc, and forming the sulphate 
of that oxide. For each equivalent of zinc oxidated, there is there- 
fore an equivalent of metallic copper, and an equivalent of the sul- 
phate of the oxide of zinc produced. 

• 2106. In the two fluid batteries. — In batteries in which two fluids 
separated by a porous diaphragm are interposed between the solid 
elements, chemical effects somewhat more complicated are exhibited, 
and indeed authorities are not in accordance as to the principles on 
which the phenomena are explicable. 

2107. Grovels battery. — In the case of Grove's battery (J865.), 
the primary phenomenon is the decomposition of the water of the two 
solutions which is effected through the cylinder of porous porcelain, 
the oxygen being disengaged upon the zinc, and the hydrogen upon 
the platinum. The secondary effects are — 1. The oxidation of the 
zinc. 2. The combination of the oxide with the acid, producing 
sulphate of zinc, which is deposited in the acid solution. 3. The 
combination of the hydrogen with one equivalent of the oxygen of 
the nitric acid, by which water is reproduced, and the nitric reduced 
to hyponitric acid, which is evolved in the gaseous state. 

2108. Bunsen's battery. — The same phenomena are manifested in 
the battery of Bunsen (1866.), which differs from that of Grove only 
in the substitution of the carbon for the platinum element. 

2109. DanieVs battery. — The theory of the chemical phenomena 
developed in the operation of DanieFs constant battery (1867.), has 
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not been clearly determined. During the performanoe of the appa- 
ratus metallic copper is deposited on the copper cylinder cc,fig, 541, 
which contains the solution of the sulphate of copper. The solution 
itself would become gradually less concentrated, but it is maintained 
in a state of saturation by the continual dissolution of the salt, which 
rests upon the wire grating G, and the sulphate of the oxide of zino 
accumulates in the cylinder^. The fluid in this vessel pp, which 
is at the beginning a weak solution of sulphuric acid, is gradually 
converted into a solution of the sulphate of zinc, which is stated by 
Pfaff, Poggendorf, and others to be nearly as effective as an exciting 
fluid as the original acid solution. The electromotive virtue of the 
zinc in this case is therefore but little, and that of the copper not at 
all impaired by the continued action of the battery. 

The chemical changes which are effected in this battery may be 
explained as follows. A double electrolysis may be imagined as a 
primary effect, that of the water contained in the two solutions, the 
electrolytic action being transmitted through the intermediate porous 
cylinder and that of the sulphate, the acid constituent being trans- 
mitted to the zinc through the porous cylinder, and through the solu- 
tion contained in it in the same manner as the constituents of the 
electrolyte in Davy's experiments (2082.), were transmitted through 
the capillary siphons and the intermediate solutions. The secondary 
phenomena would be as follows : — The hydrogen of the decomposed 
water developed on the copper in a nascent state, would attract the 
oxygen of the oxide of copper also developed on the copper in a 
nascent state by the decomposition of the salt. Water would thus 
be reproduced in a quantity equal to that lost by decomposition, and 
the metallic copper of the oxide would be deposited on the copper 
cylinder. The solution of the sulphate being reduced below satura- 
tion by the amount of the salt thus decomposed, an equal quantity 
would be received by dissolution from the salt in G, which would 
restore it to the state of saturation. Meanwhile the acid constituent 
of the salt would be transferred to the zinc, where it would combine 
with the oxidd* of that metal formed by its combination with the 
oxygen of the decomposed water developed upon it, and the sulphate 
of the oxide would be formed, which would be dissolved in the solu- 
tion, leaving the amalgated zinc free to the further operation of the 
current. * 

This interpretation of the phenomena cannot be admitted by those 
who, with Dr. Faraday, reject the principle of the transfer of an 
electrolyte through a menstruum foreign to it, unless indeed it be 
assumed that some small portions of the sulphate must pass through 
the porous cylinder, and mix with the acid solution. 

However this may be, we are not aware that any other satisfactory 
explanation has been proposed for the phenomena developed in this 
battery. 
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BUBOTBO-MXTALLUBGY. 

2110. Ortgifi of4his art — ^Tbe decomposing power of the Toltaic 
ciiTrent applied to solutioDS of the salts and oxides of metals haa 
supplied various processes to the industrial arts^ which inventors, 
improversi and manu&ctarers have denominated galvano-plastic, 
electro-plastic, galvano-type, electrotype, and electro plating and gild- 
ing. These processes and their results may be comprehended under 
the more general denomination, Electbo-metallubgy. 

2111. The TnetaMic constitutent deposited on the negative eleo* 
trode, — If a current of sufficient intensity be transmitted through a 
solution of a i^t or oxide, having a metallic base, it will be under- 
stood, from what has been already explained, that while the oxygen 
or acid is developed at the positive electrode, Uie metal will be evolved 
either by the primary or secondary action of the current at the nega- 
tive electrode, and being in the nascent state, will have a tendency 
to combine with it^ if there be an affinity, or to adhere to it by merb 
cohesion, if not. 

2112. An^ hody may he used as the negative electrode, — The 
bodies used as electrodes must be superJtctaUy conductors, since 
otherwise the current could not pass between them ; but subject to 
this condition, they may have any material form or magnitude which 
is compatible with their immersion in the solution. If the body be 
metallic, its surface has necessarily the conducting property. .If it 
be formed of a material which is a non-conductor, or an imperfect 
conductor, the power of conduction may be imparted to its surfsEtce 
by coating it with finely powdered black lead and other similar expe- 
dients. This process is called metallising the surface. 

2113. Use of a soluble positive electrode. — ^By th^continuance of 
the process of decomposition the solution would be rendered gradu- 
ally weaker, and the deposition of the metal would go on more 
slowly. This inconvenience is remedied by using, as the positive 
electrode, a plate of the same metal, which is deposited on the nega- 
tive electrode. The acid or oxygen liberated in the decomposition, 
in this case, enters into combination with the metal of the positive 
electrode, and produces as much salt or oxide, as is decomposed at 
the other electrode, which salt or oxide being dissolved as fast as it 
is formed, maintains the solution at a nearly uniform degree of 
strength. 

2114. Conditions which affect the state of the m^etal deposited. — 
The state of the metal disengaged at the negative electrode depends 
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on the intensity of the current, the strength of the solution, its 
acidity, and its temperature, and the regulation of these conditiods in 
each particular case, will require much practical skill on the part of 
the operator, since few general rules can be given for his direction. 

In the case, for example, of a solution of one of the salts of copper, 
a feeble current will deposit on the electrode a coating of copper so 
malleable that it may be cut with a knife. With a more intense 
current the metal will become harder. As the intensity of the cur- 
rent is gradually augmented, it becomes successively brittle, granulous, 
crystalline, rough, pulverulent, and in fine loses ^1 cohesion, — prac- 
tice alone will enable the operator to observe the conditions necessary 
to give the coating deposited on the electrode the desired quality. 

2115. The deposit to he of uniform thickness. — It is in all cases 
desirable, and in many indispensable, that the metallic coating depo- 
sited on the electrode shall have an uniform thickness. To insure 
this, conditions should be established which will render the action 
of the current on every part of the surface of the electrode uniform, 
80 that the same quantity of metal may be deposited in the same 
time. Many precautions are necessary to attain this object. Both 
electrodes should be connected at several points with the ^conductors, 
which go to the poles of the battery, and they should be presented to 
each other so that the intermediate spaces should be as nearly as 
possible equal, since the intensities of the currents between point and 
point vary with the distance. The deposition of the metal is also 
much influenced by the form of the body. It is in general more 
freely made on the salient and projecting parts, than in those which 
are sunk. 

2116. Means to prevent absorption of the solution hy the dec- 
trode.. — If the body on which the metallic deposit is made be one 
which is liable to absorb the solution, a coating of some substance 
must be previously given to it which shall be impervious to the 
solution. 

2117. Non-conducting coating used where partial deposit is re- 
quired. — When a part only of a metallic or other conducting body 
IS desired to be coated with the metallic deposit, all the parts im- 
mersed not intended to be so coated are protected by a coating of 
wax, tallow, or other non-conductor. 

2118. Application of these principles to gilding, silvering, dec. — 
The most extensive and useful application of these principles in the 
arts is the processes of gilding and silvering articles made of the baser 
metals. The article to be coated with gold being previously made 
perfectly clean, is connected with the negative pole of the battery, 
while a plate of gold is connected with its positive pole. Both are 
then immersed in a bath consisting of a solution of the chloride of 
gold and cyanide of potassium, in proportions which vary with differ- 
ent gilders. Practice varies also as to the temperature and strength 
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of the solution. The chloride is decomposed^ the metallic base being 
deposited as a coating on the article connected with the negative pole^ 
and the chloride combining with a corresponding portion of the gold 
connected with the positive pole, and reproducing the chloride which 
is dissolved in the bath as fast afi it is decomposed, thus maintaining 
the strength of the solution. 

A coating of silvBr, copper, cobalt, nickel, and other metab is 
deposited by similar processes. 

2119. Cases in which the coating is inadhesive. — When the arti- 
cle on which the coating is deposited Is metallic, the coating will in 
some cases adhere with great tenacity. In others, the result is less 
satisfactory; as, for example, where gold is deposited on iron or steel. 
In such cases the difficulty may be surmounted by first coating the 
article with a metal which will adhere to it, and then depositing upon 
this the definitive coating. 

2120. AppliccUion to gilding^ silvering, or bronzing objects of 
art, — The extreme tenuity with which a metallic coating may be 
deposited by such processes, supplies the means of imparting to 
various objects of art the external appearance and qualities of any 
proposed metal, without impairing in the slightest degree their most 
delicate forms and lineaments. The most exquisitely moulded 
statuette in plaster may thus acquire all the appearance of having 
been executed in gold, silver, copper, or bronze, without losing any 
of the artistic details on which its beauty depends. 

2121. Ptodvctixm ofmetaUic moulds of articles. — If it be desired 
to produce a metallic mould of any object, it is generally necessary 
to mould it in separate pieces, which being afterwards combined, a 
mould of the whole is obtained. That part intended to be moulded 
is first rubbed with sweet oil, black-lead, or some other lulmcant, 
which will prevent the metal deposited from adhering to it, without 
separating the mould from the surface, in so sensible a degree as to 
prevent the perfect correspondence of the mould with the original. 
All that part not intended to be moulded is invested with wax or 
other material, to intercept the solution. The object being then 
immersed, and the electrolysis established, the metal will be depo- 
sited on the exposed surface. When it has attained a sufficient 
thickness the object is withdrawn from the solution, and the metallic 
deposit detached. It will be found to exhibit, with the utmost possi- 
ble precision, an impression of the original. The same process being 
repeated for each part of the object, and the partial moulds thus 
obtained being combined, a metallic mould of the whole will be 
produced. 

2122. ProdtLction of objects in solid metal. — To reproduce any 
object in metal it is only necessary to fill the mould of it, obtained 
by the process above explained, with the solution of the metal of 
which it is desired to form the object, the surface of the mould being 
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ptevioQsly prepared^ so as to prevent adhesion. The solaiion is then 
put in connection mik the positive pole of the pile, while the mould 
is put in connection with the negative pole. The metal is deposited 
on the mould; and when it has attained the necessary thickness the 
mould is detached, and the object is obtained. 

In general, however, it is found more convenient to mould the 
« object to be reproduced in metal by the ordmary processes in wax, 
plaster of paris, or fusible alloy. When they are made in wax, plaster, 
or any non-conductiog material, their inner surfaces must be rubbed 
with black-lead, to give them the conducting power. When the 
deposit is made of the necessary thickness, the mould is broken off 
or otherwise detached. 

Statues, statuettes, and bas-reliefs in plastisr-can thus be repro- 
duced in metal with the greatest facility and precision, at an 
expense not much exceeding that of the metal of which they are 
formed. 

2123. Reproduction of stereotypes and engraved plates. — A 
mould in plaster of paris or wax being taken from a wood en- 
graving and a stereotype plate, a stereotype may be obtained from 
the mould by the processes above described. Stereotypes by the 
ordinary processes of casting in type-metal are, however, produced at 
less expense. 

Copper or steel engraved plates may be multiplied by like methods. 
A mould is first taken, which exhibits the engraving in relief. A 
metallic plate deposited upon this by the electrolytic process will 
reproduce the engraved plate. 

2124. MetaUising textile fabrics. — The eleotro-metallur^c pro- 
cesses have been extended by ingenious contrivances to other sub- 
stances besides metal. Thus a coating of metal may be deposited 
on cloth, lace, or other woven fabric, by various ingenious expedients, 
of which the following is an example : — On a plate of copper attach 
smoothly a cloth of linen, cotton, or wool, and then connect the 
plate with a negative pole of « voltaic battery, immerse it in a solu- 
tion of the metal with which it is to be coated, and connect a piece 
of the same metal with the positive pole ; decomposition will then 
commence, and the molecules of metal, as they are separated from 
the solution, must pass through the cloth in advancing to the copper 
to which the cloth is attached. In their passage through the cloth 
they are more or less arrested by it. They insinuate themselves into 
its pores, and, in fine, form a complete metallic cloth. Lace is metal- 
lised in this way by first coating it with plumbago, and then subject- 
ing it to the electro-metallurgic process. 

Quills, feathers, flowers, and other delicate fibrous substances may 
be metallised in the same way. In the case of the most delicate of 
these the article is first dipped into a solution of phosphorus and 
sulphate of carbon, and is well wetted with the liquid. It is then 
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immersed in a solution of nitrate of silver. Phoepboros has the 
property of reviving silver and gold from their solutions. Conse- 
quentlj, the article is immediately coated with a very attenuated fibre 
of the metal. 

2125. Glyphograiphy, — If a thin stratum of wax or other soft 
substance be spread upon a plate of metal^ any subject or design may 
be engraved upon the coating without more labour than would be 
expended on a pencil drawing. When the engraving is thus made 
on the wax it is subjected to the electrotype process, by which a 
sheet of copper or other metal is deposited upon it When this is 
detached it exhibits in relief the engraving, from which impressions 
may be produced in the same manner as from a wood engraving; to 
which it is altogether analogous. 

2126. Reproduction of Daguerreotypes. — One of the most re- 
markable and unexpected applications of the electrotype process is to 
Daguerreotjrpes. The picture being taken upon the plate by the 
usual process of Daguerreotype, a small part oi the back is cleaned 
with sand-paper, taking care not to allow the face of the plate to bo 
touched. A piece of wire is then soldered to the part of the back 
thus prepared. The plate is then immersed in a solution of copper, 
and connected with the battery, the back being protected by a 
coating of wax. After a deposit of sufficient depth has been made 
upon the face of the plate, it is withdrawn from the solution, and 
the plate of copper deposited being detached, exhibits the picture with 
an expression softer and finer than the original. By this process 
when conducted with skill, several copies may be taien from the 
same Daguerreotype. 

If the electrotype copy thus obtained be passed through a weak 
solution of the cyanide of gold and potassium in connection with a 
weak battery, a beautiful golden tint will be imparted to the picture, 
which serves to protect it from being tarnished. 



CHAP. XIV. 

ELECTRO-TELEGRAPHY. 

2127. Common 'princvple of aU electric telegraphs, — Of all the 
applications of electric agency to the uses of life, that which is 
transcendently the most admirable in its effects, and the most im- 
portant in its consequences, is the electric telegraph. No force of 
habit, however long continued, no degree of familiarity can efface 
the sense of wonder which the effects of this most marvellous appli- 
cation of science excite. 
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The electric telegraph, whatever form it may assume, deriyes its 
efficiency from the three following conditions : — 

1. A power to develop the electric fluid continuously, and in the 
necessary quantity. 

2. A power to convey it to any required distance without being 
injuriously dissipated. 

3. A power to cause it, after arriving at such distant pointy to 
make written or printed characters, or some sensible signs serving 
the purpose of such characters. 

The apparatus from which the moving power by which these effects 
are produced is derived, is the voltaic pile or galvanic battery. This 
is to the electric telegraph what a boiler is to a steam engine. It is 
the generator of the fluid by which the action of the machine is pro- 
duced and maintained. 

We have therefore first to explain how the electric fluid, gene- 
rated in the apparatus just explained, can be transmitted to a dii> 
tance without being wasted or dissipated in any injurious degree 
c?i route. 

If tubes or pipes could be constructed with sufficient facility and 
cheapness, through which the subtle fluid could flow, and which would 
be capable of confining it during its transit, this object would be at- 
tained. As the galvanic battery is analogous to the boiler, such tubes 
would be analogous in their form and functions to the steam-pipe of 
a steam-engine. 

2128. Vonducimg trireg.-— If a wire, coated with a non-conducting 
substance capable of resisting the vicissitudes of weather, were 
extended between any two distant points, one end of it being at* 
tached to one of the extremities of a galyanic battery, a stream of 
electricity would pass along the wire — provided the other end of the 
wire were connected hy a conductor with the oth^ extremity of tha 
battery. 

To fulfil this last condition, it was usual, when the electric tele- 
graphs were first erected, to have a second wire extended from the 
distant point back to the battery in which the electricity was gene- 
rated. But it was afterwards discovered tha]b the earth itself was 
the best, and by fiir the cheapest and most convenient, conductor 
which could be used for this returning stream of electricity. Instead, 
therefore, of a second wire, the extremity of the first, at the distant 
point to which the current is sent, is attached to a large metallic 
plate, measuring five or six square feet, which is buried in the 
earth. A similar plate, connected with the other extremity of the 
battery, at the station from which the current is transmitted, is like- 
wise buried in the earth, and it is found that the returning current 
finds its way back through the earth from the one buried plate to the 
other buried plate. 

The manner in which the wires are carried from station to station 
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is well known. Every one is familiar with the lines of wiie ex- 
tended along the side of the railways. These wires are generally 
galvanized so as to resist oxidation, and are of sufficient thickness to 
bear the tension to which they are submitted. They are suspended 
on posts, erected at intervab of sixty yards, being at the rate of thirty 
to a mile. 

To each of these poles are attached as many tubes or rollers of 
porcelain or glass as there are wires to be supported. Each wire 
passes through a tube, or is supported on a roller ; and the material 
of the tubes or rollers being among the most perfect of the class of 
non-conducting substances, Sie escape of the electricity at the points 
of contact is impeded. 

In some cases, as, for example, in the streets of London, it is found 
inconvenient to carry the wires on elevated posts. In such cases they 
are wrapped with cotton thread, coated with a mixture of tar, resin, 
and grease, which produces a good non-conductor, or are surrounded 
with gutta percha, which is better still, are packed together in a leaden 
or other metallic pipe, and are then buried in the ground. 

2129. Telegraphic signs. — The current being by these means 
transmitted instantaneously from any station to another, connected 
with it by such conducting wires, it is necessary to select among the 
many effects which it is capable of producing, such as may be fitted 
for telegraphic signs. 

There are a great variety of properties of the current which supply 
means of accomplishing this. If it can be made to affect any object 
in such a manner as to cause such object to produce any effect sen- 
sible to the eye, the ear, or the touch, such effect may be used as a 
sign; and if it be capable of being varied, each distinct variety of 
which it is suceptible may be adopt^ as a distinct sign. Such signs 
may then be taken as signifying the letters of the alphabet, the digits 
composing numbers, or such single words as are of most frequent 
occurrence. 

The rapidity and precision of the communication will depend on 
the rate at which such signs can be produced in succession, and on 
the certainty and accuracy with which their appearance at the place 
of destination will follow the action of fche producing cause at the 
station from which the despatch is transmitted. 

These preliminaries being understood, it remains to show what 
effects of the electric current are available for this purpose. 

These effects are : — 

I. The power of the electric current to deflect a magnetic needle 
from its position of rest. 

II. The power of the current to impart temporary megnetism to 
soft iron. 

in. The power of the current to decompose certain chemical 
solutions. 



Digitized by LjOOQIC 



SLECTBO-TSLEGRAPHY. 431 

2130. Sigm made with the needle system, — ^Let us now see how 
these three properties have been made instrumental to the transmis- 
sion of intelligence to a distance. 

We have explained how a magnetic needle over which an electric 
current passes will be deflected to the right or tb the left, according 
to the direction given to the current. Now, it is always easy to give 
the current the one direction or the other, or to suspend it altogether, 
by merely changing the end of the galvanic trough with which the 
wires are connected, or by breaking the contact 

A person, therefore, in London, having command over the end of 
a wire which extends to Edinburgh, and is there connected with a 
magnetic needle, in the manner already described, can deflect that 
needle to the right or to the left at will. 

Thus a single wire and a magnetic needle are capable of making 
at least two signals. 

By repeating the same signals a greater or less number of times, 
and by variously combining them, signs may be multiplied ; but it 
is found more convenient to provide two or more wires affecting dif- 
ferent needles, so as to vary the signs by combination, without the 
delay attending repetition. 

Such is, in general, the nature of the signals adopted in the electric 
telegraphs in ordinary use in England, and in some other parts of 
Europe. 

It may aid the conception of the mode of operation and communi- 
cation if we assimilate the apparatus to the dial of a clock with its 
two hands. Let us suppose that a dial, instead of carrying hands, 
carried two needles, and that their north poles, when quiescent, both 
pointed to twelve o'clock. When the galvanic current is conducted 
under either of them, the north pole will turn either to three o'clock 
or to pine o'clock, according to the direction given to the current. 

Now, it is easy to imagine a person in London governing the hands 
of such a clock erected in Edinburgh, where their indications might 
be interpreted according to a way previously agreed upon. Thus, we 
may suppose that when the needle No. 1. turns to nine, the letter a 
is expressed ; if it turn to three, the letter B is expressed. If the 
needle No. 2. turn to nine o'clock, the letter o is expressed; if it 
turn to three, the letter D. If both needles are turned to nine, the 
letter e is expressed ; if both to three, the letter r. If No. 1. be 
turned to nine, and No. 2. to three, the letter G is expressed ; if No. 
2. be turned to nine, and No. 1. to three, the letter h, and so forth. 

2131. Telegraphs operating hy an electro-magnet, — Telegraphs 
depending on the second and third principles adverted to above, have 
been brought into extensive use in America, the needle system being 
in no case adopted there. 

The power of imparting temporary magnetism tr soft iron by the 
electric current has been applied in the construction of telegraphs in 
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a great variety of forms ; and indeed it may be stated generally tiiat 
there is no form of telegraph whatever in which the application of 
this property can be altogether dispensed with. 

To explain the manner in which it is applied, let us suppose the 
conducting wire at the station of transmission, London for example, 
to be so arranged that its connexion with the voltaic battery may, 
with facility and promptitude, be established and broken at the will 
of the agent who transmits the despatch. This may be effected by 
means of a small lever acting like the key of a pianoforte, which 
being depressed by the finger, transmits the current. The current 
may thus be transmitted and suspended in as rapid alternation as the 
succession of notes produced by the action of the same key of a 
pianoforte. 

At the station to which the despatch is transmitted, Edinburgh 
for example, the conducting wire is coiled spirally round a piece of 
soft iron, which has no magnetic attraction so long as the current 
does not pass along the wire, but which acquires a powerful mag- 
netic virtue so long as the current passes. So instantaneously does 
the current act upon the iron, that it may be made alternately to ac- 
quire and lose the magnetic property several times in a second. 

Now let us suppose this soft iron to be placed under an iron lever, 
like the key of a pianoforte, so that when the former has acquired 
the magnetic property, it shall draw this key down as if it were de- 
pressed by the finger, and when deprived of the magnetic property, 
it will cease to attract it, and allow it to recover its position of rest. 
It is evident in this case that movements would be impressed by the 
soft iron, rendered magnetic, on the key at Edinburgh simultaneous 
and exactly identical with the movements impressed by the finger of 
the agent upon the key in London. In fact, if the key in Edin- 
burgh were the real key of a pianoforte, the agent in London could 
strike the note and repeat it as often and with such intervals as he 
might desire. 

This lever at Edinburgh, which is worked by the agent in London, 
Baay, by a variety of expedients, be made to act upon other moveable 
mechanism, so as to make visible signals, or to produce sounds, to 
ring a bell or strike a hammer, or to trace characters on paper by 
means of a pen or pencil, so as actually to write the message, or to 
act upon common moveable type so as to print it. In fine, having 
once the power to produce a certain mechanical effect at a distant 
station, the expedients are infinitely various, by which such mechan- 
ical effect may be made subservient to telegraphic purposes. 

2132. Morsels sf/stem, — ^The telegraph of Morse, extensively used 
in the United States, affords an example of this. To comprehend 
its mode of operation, let us suppose the lever on which the tempo- 
rary magnet acts to govern the motion of a pencil or style under 
which a ribbon of paper is moved with a regulated motion by means 
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of clockwork. When the carrent passeS; the style is pressed upon 
the paper; and when the current is suspended; it is raised from it 
If the current be maintained for an interval more or less continued^ 
the style will trace a line on the ribbon, the length of which will be 
greater or less according to the duration of the current If the cur- 
rent be maintained only for an instant, the style will merely make a 
dot upon the ribbon. Lines, therefore, of varying lengths, and dots 
separated by blank spaces, will be traced upon the ribbon of paper 
as it passes under the style, and the relative lengths of these lines, 
their combinations with each other and with the dots, and the lengths 
of the blank intervening spaces, are altogether under the control of 
the agent who transmits the despatch. 

It is easy to imagine how a conventional alphabet may be formed 
by such combinations of lines and dots. 

Provisions are made, so that the motion of the paper does not be- 
gin until the message is about to be commenced, and ceases when 
the message is written. This is easily accomplished. The cylinders 
which conduct the band of paper are moved by wheel- work and a 
weight properly regulated. The motion is imparted by a detent 
detached by the action of the magnet, which stops the motion when 
the magnet loses its virtue. 

2133. Electro-chemical telegraphs, — The following description of 
the telegraph of Mr. Bain will convey some idea of the general 
principle on which all forms of electro-chemical telegraphs are 
based : — 

Let a sheet of writing-paper be wetted with a solution of prussiate of 
potash, to which a little nitric and hydrochloric acid ha^e been added. Let 
a metallic desk be provided corresponding in magnitude with the sheet of 
paper, and let this desk be put in communication with a galvanic battery so 
as to form its negative pole. Let a piece of steel or copper wire forming a 
pen be put in connection with the same battery so as to form its positive 
pole. Let the sheet of moistened paper be now laid upon the metallic 
desk, and let the steel or copper point which forms the positive pole of the 
battery be brought into contact with it. The galvanic circuit being thus 
completed, the current will be established, the solution with which the 
paper is wetted will be decomposed at the point of contact, and a blue or 
brown spot will appear. If the pien be now. moved upon the paper, the 
continuous succession of spots will form a ^lue or brown line, and the pen 
being moved in any manner upon the paper, characters may be thus written 
upon it as it were in blue or brown ink. 

In this manner, any kind of writing may be inscribed upon the paper, and 
there is no other limit to the celerity with which the characters may be 
written, save the dexterity of the agent who moves the pen, . and the suffi- 
ciency of the current to produce the decomposition of the solution in the 
time which the pen takes to move over a given space of the paper. 

The electro-chemical pen, the prepared paper, and the metallic desk 
being understood, we shall now proceed to explain the manner in which a 
communication is written at the station where it arrives. 

The metallic desk is a circular disk, about twenty inches in diameter. It 
is fixed on a central axis, with which it is capable of revolving in its own 

II. 37 
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plsne. An uniform moTMient of rotation ib imparted to it by means of a 
email roUer, gently pressed against its nnder surface, and having sufficient 
adhesion with it to cause the moyement of the disk by the revolution of the 
roller. This roller is itself kept in uniform revolution by means of a train 
of wheel- work, deriving its motion either from a weight or main spring, and 
regulated by a governor or fly. The rate at which the disk revolves may 
be varied at the discretion of the superintendent, by shifting the position of 
the roller towards the centre ; the nearer to the centre the roller is placed, 
the more rapid will be the motion of rotation. The moistened paper being 
placed on this disk, we have a circular sheet kept in uniform revolution. 

The electro-chemical peo, already described, is placed on this paper at a 
certain distance from its centre. This pen is supported by a pen-holder, 
which is attached to a fine screw extending from the centre to tiie circum- 
ference of the desk in the direction of one of its radii. 

On this screw is fixed a small roller, which presses on the surface of the 
desk, and has sufficient adhesion with it to receive from it a motion of revo- 
lution. This roller causes the screw to move with a slow motion in a 
direction from the centre to the circumference, carrying with it the electro- 
chemical pen. We have thus two motions, the circular motion carrying the 
moistened paper which passes under the pen, and the slow rectilinear mo- 
tion of the pen itself directed from the centre to the circumference. By 
the combination of these two motions, it is evident that the pen will trace 
upon ^e paper a spiral curve, commencing at a certain distance from the 
centre, and gradually extending towards the circumference. The intervals 
between the successive coils of this spiral line will be determined by the 
relative velocities of the circular disk, and of the electro-chemical pen. 
The relation between these velocities may likewise be so regulated, that the 
ooils of the spiral may be as close together as is consistent with the dis- 
tinctness of the traces left upon the paper. 

Now, let us suppose that the galvanic circuit is completed in the manner 
customary with the electric telegraph, that is to say, the wire which termi- 
nates at the point of the electro-chemical pen is carried from the station of 
arrival to the station of departure, where it is connected with the galvanic 
battery, and the returning current is formed in the usual way by the earth 
itself. When the communication between the wire and the galvanic battery 
at the station of departure is established, the current will pass through the 
wire, will be transmitted from the point of the electro-chemical pen to the 
moistened paper, and will, as already described, make a blue or brown line 
on this paper. If the current were continuous and uninterrupted, this line 
would be an unbroken spiral, such as has been already described ; but if 
the current be interrupted at intervals, during each such interval, the pen 
will cease to decompose the solution, and no mark will be made on the 
paper. If such interruption %e frequent, the spiral, instead of being a 
continuous line, will be a broken one, consisting of lines interrupted by 
blank spaces. If the current be allowed to act only for an instant of time, 
there will be a blue or brown dot upon the paper ; but if it be allowed to 
continue during a long interval, there will be a line. 

Now, if the Intervals of the transmission and suspension of the current 
be regulated by any agency in operation at the station of departure, lines 
and dots corresponding precisely to these intervals, will be produced by the 
electro-chemical pen on the paper, and will be continued regularly along 
the spiral line already described. It will be evident, without further expla- 
nation, that characters may thus be produced on the prepared paj/er cor- 
responding to those of the telegraphic alphabet already described^ and 
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ChoB the language of the comxnunTcation will be written in these conventional 
eymbols. 

-' There is no other limit to the celerity with which a message may be thus 
written, save the sufficiency of the current to effect the decomposition while 
the pen passes over the paper, and the power of the agency used at the 
station of departure to produce, in rapid succession, the proper intervals in 
the transmission and suspension of the current 

But the prominent feature of this system is the extraordinary celerity 
of which it is susceptible. In an experiment performed by M. Le Yerrier 
and Dr. Lardner before Committees of the Institute and the Legislative 
Assembly at Paris, despatches were sent a thousand miles, at the rate of 
nearly 20,000 words an hour.* 



CHAP. XV. 

CALORIFIC^ LUMINOUS, AND PHYSIOLOGICAL EFFECTS OF THE 
VOLTAIC CURRENT. 

2184. Conditions on which cahrific power of current depends, — 
When a voltaic current passes over a conductor^ an elevation of tem- 
perature is produced, the amount of which will depend on the 
quantity and intensity of the electricity transmitted; upon the con- 
ductibility of the material composing the conductor, and upon the 
magnitude of the space which it offers for the passage of the electric 
fluid. Although the conditions which determine this development 
of heat are not ascertained with much certainty or precision, it may 
be stated generally that the quantity of heat produced is augmented 
with the quantity of the fluid transmitted, and the obstacles opposed 
to its passage. A given current, therefore, will develop less heat on 
good than on bad conductors, and on those having a large than on 
those having a small transverse section. 

The development of heat, so far as it depends on the current itself, 
appears to increase in a much larger ratio with the quantity, than 
with the intensity, of the electric fluid. Thus, while it is greatly 
augmented by increasing the extent of surface of the elements of the 
pile, it is very little affected by augmenting their number. For a 
like reason it is greatly augmented by selecting the elements from 
the extremes of the electromotive series (1847), since in that case 
the quantities of electricity developed are increased in proportion to 
the electromotive energy of the exciting surfaces. 

When a voltaic current of a certain intensity passes along a me- 
tallic wire, the wire becomes heated. If the intensity of the current 

* Lardner on the Great Exhibition, p. 89, et seq. 
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be increased, the wire will become incandescent, and wiU^ by a fortber 
increase of the force of the current, be fused, or burned. 

The same current which will produce only a slight elevation of 
temperature upon a wire of a certain diameter, will render a finer 
wire incandescent, and will fuse or burn one which is still finer. 

2135. Calorific effects: 'Hare's and ChildrerCs d^iflagrators. — 
The calorific power of a battery depending chiefly on the extent of 
the beating surface, and the electromotive energy of its elements, 
those forms which, within a given volume, present the most exten- 
sive surfaces, such as Hare's spiral arrangement (1861), and others, 
on a like principle, contrived by Children and Strating, and denomi- 
nated deflagratorsy and the systems of Grove (1865) and Bunsen 
(1866), in which platinum or carbon is combined with zinc, and 
excited by two fluids, are the most efficient. With piles of the latter 
kind, consisting of ten to twenty pairs, the development of heat is so 
considerable that substances which resist the most powerful blast 
furnaces are easily fused and burned. Extraordinary effects are pro- 
duced by this calorific agency. Metallic wire, submerged in water, 
is rendered incandescent, and may be fused either in vacuo or in an 
atmosphere of any gas, such as azote or carbonic acid, which is not a 
supporter of combustion. 

2136. WolUistoTCs thimble battery, — A combination thus desig- 
nated, which haet acquired a sort of historical 
scientific interest, is represented in its actual 
size in^^. 664. 

A strip of thin silver or platinum leaf p, is 
bent double, so as to include between its folds 
a plate z of amalgamated zinc, the distance 
between the surfaces being about the twentieth 
of an inch. The surfaces are kept separated 
by small bits of cork thrust between them. 
Two short copper wires, one z, attached to the 
zinc, and the other,^, to the platinum, form the 
poles of the combination, and when these are 
connected by a wire a voltaic current will pass 
from p to z. Each of these polar wires has a 
fine slit made in it, into which an extremely fine platinum wire is 
inserted, extending between z and p, the intervening length between 
these points being not more than the tenth of an inch. The wire 
handle h is provided, to enable the operator to immerse the apparatus 
in a wine-glass, containing a solution composed of three parts of 
water and one of sulphuric acid. The current which will then be 
established upon the wire between p and z will render it incandescent. 

2137. Experimental illustration of the conditions which effect 
calorific power of a current — If the poles of a powerful battery be 
connected by ii-on or platinum wire from two to three feet in length. 




Fig. 664. 
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^ meftal will become incandescent. If its length or thickness be 
diminished it will fuse or bnm. If its length or thickness be in- 
creased it will acquire first a darker degree of incandescence, and then 
will be otlj heated without being rendered luminous. The same 
current which will render iron or platinum wire incandescent or fuse 
it, win only raise the temperature of silver or copper wire of the 
same lengUi and thickness without rendering it incandescent. If, 
on the other hand, the iron or platinum be replaced by tin or lead of 
much greater length or thickness, these metals will be readily fused 
by the same current. 

These phenomena are explained by the different oonductibility 
of these (Afferent metals, silver and copper being among the best, 
and lead and tin being among the worst metulio conductors of 
electricity. 

If two pointed pencils of thick platinum wire, being connected 
with the poles of the battery, be presented point to point, so that the 
current may pass between them, they will be fused at the points and 
united^ as though they were soldered together. This effect will 
equally be produced under water. 

2138. Suhstances totted and exploded hy ike current, — Com- 
bustible or explosive substances, whether solid or liquid, may be 
ignited by the heat developed in transmitting a current through 
them. Ether, alcohol, phosphorus, and gunpowder present exam- 
ples of this. 

2189. Ajpplicatton of this in civil and military engineering, — 
This property has been applied with great advantage in engineering 
operations, for the purpose of springing mines, an operation which 
may thus be effected with equal fociBty under water. Experiments 
made by the Eussian military engineers at St. Petersburg, and by 
the English at Chatham, have demonstrated the advantage of this 
agency m military operations, more especially in the springing of 
subaqueous mines. 

In the course of the construction of the South-Eastem Eailway it 
was required to detach enormous masses of the cliff near Dover, 
which, by the direct application of human labour, could not have 
been accomplished, save at an impracticable cost. Nine tons of gun- 
powder, deposited in three charges, at from fifty to seventy feet from 
the &ce of the cliff, were fired bv a conducting wire, connected with 
a powerful battery, placed at 1000 feet from the mine. The explo- 
non detached 600,000 tons weight of chalk from the cliff. It was 
proved that this might have been equally effected at the distance 
of 3000 feet. 

2140. Jacobi^B experimenU on conduction hy water. — Jacobi 
instituted a series of experiments with a view to ascertain how far 
water might be substituted for a metallic conductor for telegraphic 
purposes. Ee first established (as Peschel states) a conduction of 

37* 
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ibis nature between Oranienbaam and an arm of the Gulph of Fin- 
land, a distance of 5600 feet, one half through water, and the other 
through an insulated copper wire, three-fourths of a line in diameter, 
which was carried over a dam, so that the entire length of the con- 
nexion was 11,200 feet. The electric current was excited by a 
Grove's battery of twenty-four pairs, and a common voltaic pile of 
160 six-inch plates. A zinc plate of five 'square feet was sunk in 
the sea from one pole of the battery, and at the opposite end of the 
connecting wire a similar plate was sunk in a canal joining the sea. 
Charcoal points were used for completing the circuit of the Grove's 
battery ; these, and also a fine platinum wire, were made red-hot, and 
these phenomena appeared to be more intense than when copper wires 
were used as conductors. In a later experiment he employed a 
similar conduction, the distance in this case being 9030 feet, namely, 
from the winter palace of the emperor to the Fontanka, near the 
Obuchowski bridge. One of the conductors was a copper wire car- 
ried under ground, the other was the Neva itself, in which a zinc 
plate five square feet was sunk beneath the surface of the river. At 
the other extremity a similar zinc plate was immersed in a small 
pond, whose level was five or six feet above the Fontanka, from 
which it was separated by a flood-gate. The battery consisted of 
twenty-five small Daniel's constant batteries, by means of which, 
notwithstanding the great extent of water, all the galvanic and 
magnetic phenomena were produced. At Lenz's suggestion, a 
different species of conduction was tried between the same stations. 
A connection was established with a point of the iron roof of the 
winter palace, which was connected with the ground by means of 
conducting rods, and the current was carried equally well along the 
moist earth. 

2141. Combitstion of the metals. — ^If thin strips of metal or com- 
mon metallic leaf be placed in connection with the poles of a battery, 
it will undergo combustion, the colour of the flame varying with the 
metal, and in all cases displaying very striking and brilliant effects. 
Gold thus burned gives a bluish-white light, and produces a dark 
brown oxide. Silver burns with a bright sea-green flame, and 
copper with a bluish-green flame, mingled with red sparks, and 
emits a green smoke. Zinc bums with a dazzling white light, tin 
with red sparks, and lead with a purple flame. These phenomena 

' are produced with increased splendour, if the metal to be burned 
attached to one pole be brought into contact with mercury connected 
with the other pole. 

2142. Spark prodttced hy the voltaic current, — Bring nearly to- 
gether the amalgamated ends of the polar wires, while the battery is 
in a state of activity ; a small, white, starlike spark will be seen ac- 
companied by a crackling noise like that which attends the emission 
of a feeble electrical spark. 
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Plunge the end of one of the wires into a small vessel of mercury, 
and bring the other near the surface of the metal. A similar spark 
is emitted just before the point touches the mercury, on which a 
small black speck may be seen where the spark struck it. 

The spark obtained from an amalgamated point is visible under 
water or in the flame of a candle, s 

Fasten a fin^ sewing needle to the end of one of the wires, and 
touch the other pole with the free end of the needle ; a starlike red 
spark will be emitted. A continued stream of these sparks may be 
obtained by connecting a small round or triangular file with one pole, 
and presenting to it and removing from it with great rapidity the 
point of a copper wire attached to the other pole. 

Coat the ends of the connecting wires with soot, by holding them 
in the flame of an oil lamp, and the sparks will be both larger and 
brighter ; they will be obtained of the greatest intensity by holding 
the points of the wires in the flame opposite to each other. 

Nobili says, that, in performing experiments of this kind he ob- 
tained the brightest sparks by connecting the two ends of the battery 
with a long spiral copper wire, or with a wire insulated by being 
wound round with silk. 

2143. The electric light — Of all the luminous effects produced 
by the agency of electricity, by far the most splendid is the light 
produced by the passage of the current pro- 
ceeding from a powerful battery between two 
pencils of hard charcoal presented point to 
point. The charcoal being an imperfect con- 
ductor is rendered incandescent by the cur« 
rent, and being infusible at any temperature 
hitherto attained, the degree of splendour of 
which its incandescence is susceptible has no 
other practical limit except the power of the 
battery. 

The charcoal best adapted for this experi- 
^ ment is that which is obtained from the re- 
% siduum of the coke in retorts of gas-works. 
This is hardened and formed into pencil- 
shaped pointed cylinders, from two to four 
inches in length, and mounted as represented 
' in Jig. 665., where p and r, the two metallic pencil-holders, are in 
metallic connection with the poles of the pile, and so mounted that 
the charcoal pencils fixed in them can at pleasure be made to ap- 
proach each other until their points come into contact, or to recede 
from each other to any necessary distance. When they are brought 
into contact, the current will pass between them, and the charcoal 
will become intensely luminous. When separated to a short dis- 
tance, a splendid flame will pass between them of the form repre- 




Fig. 665. 
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seated in fig. 666. It will be observed ihat the form 
of the flame u not symmetrical with relation to the 
two poles, the part next the positiye point haying the 
greatest diameter, and the diameter becoming ^ada- 
ally less in approaching the negatiye point. 

2144. Actum of a magnet on the dectHc fiame, — 
If the pole of a bar magnet be present^ to this flame 
Fig. tM, it will immediately afieot it as it wonld affect a move- 
able eorr^ity and will, even at a considerable distance, 

throw it into the cnrvedform represented in/^. 667., the cnrvatore 
being tamed to the one side or the other according as 
the austral or boreal pole is presented to the flame. 
The action of the magnet may, in snch eases, be so 
intense as to extmgoish the flame altogether, just 
as a blast of air would extingd^ the flame <^ a 
ondle. 

This &ct renders it probable, if not certain, th^t the 
earth's magnetism exerts a similar influence en a 
Fig. M7. larger scale upon the electrical phenomena of the 
atmosphere, especially on those which are manifested 

in its more elevated regions, and which, because of the moito rarefied 

state of the air, have more diflusion. 

2145. In/oojndeKeMe of charcoal hy the current not combtigtum, — 
It would be a great error to ascribe the light produced in charcoal 
pencils to the combustion of that substance. None of the conse- 
qnenoes or effects of combustion attend the phenomena, no carbonic 
acid is produced, nor does the charcoal undergo any dimimttion of 
weight save a small amount due to mere mechanical causes. On 
the contrary, at the points where the calorific action is most intense, 
it becomes more hard and dense. But what negatives still more 
oleorly the supposition of combustion is, that the incandescence is 
still more intense in a vacuum, or in any of the gases that do not 
support combustion, than in the ordinary atmosphere. 

Peschel states that, instead of two charcoal pencils, he has laid a 
piece of charcoal, or well-burnt coke, upon the surface of mercury, 
connected with one pole of the battery, while he has touched it with 
a piece of platinum connected with the other pole. In this manner 
he obtained a light whose splendour was intolerable to the eye. 

2146. Electric lamps of Messrs, Foucavlt, Dekuil, and Dvhoso- 
SoleiL — M. Foucault first applied the electric light produced by 
charcoal pencils as a substitute for the lime light in the gas micro- 
scope. Further improvements in these arrangements have been 
made more recently by M. Beleuil and M. Dubosc^Soleil, the emi- 
nent philosophical instrument makers of Paris. T^e effect of these 
improvements Is to supply a self-acting adjustment by whi^ the 
current passing between the charcoal pencils, and consequentiy the 
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Splendour of the light, is rendered nniform, or nearly so. This is 
accomplished by the agency of electro-magnets, which are so afiPected 
by the current, that they act upon a mechanism which regulates the 
distance of the charcoal points so as to maintain the uniformity of 
current. 

2147. Method of applying the heat of charcoal to the fusion of re- 
fractory bodies and the decomposition of the alkalies, — This is 
accomplished by substituting for the charcoal pencil, p, fig, 665., a 
piece of charcoal in the form of a small cup, as represented in 

• fig, 668. 

A small piece of the substance to be acted on is 
placed in the charcoal cup s, and the electric flame is 
made to play upon it by bringing it into proximity 
a with the pencil above it. In this way gold or platinum 
*■ may be fused, or even burned. If a small piece of 
soda or potash be placed in the cup s, its decomposition 
will be effected by the flame, and small globules of 
Fig. 668. sodium or potassium will be produced in the cup, 
which will launch themselves towards the point of the 
pencil, undergoing at the same time combustion, and thus reproduc- 
ing the alkali. 

2148. Physiological effects of the current, — This class of effects 
is found to consist of three successive phases : firstj when the current 
first commences to pass through the members affected by it; sectmdly^ 
during its continuance ; and, thirdly, at the moment of its cessation. 
A sharp convulsive shock attends the first and last ; and the inter- 
mediate period is marked by a continued series of lesser shocks 
rapidly succeeding each other.. The shock of a voltaic battery has 
been said to be distinguished from that produced by a Leyden jar, 
inasmuch afi the latter is felt less deeply, affecting only our external 
organs, and being only instantaneous in its duration ; while the latter 
pervades the system, propagating itself through the whole course of 
the nerves which extend between its points of admission and de- 
parture. 

It appears that the physiological efl^ect of the current depends 
altogether on its intensity, and little or not at all upon its quantity. 
This is proved by the fact^ that the effect of a battery of small plates 
is as great as one consisting of the same number of large plates. A 
single pair, however extensive be its surface, produces no sensible 
shock. To produce any sensible effect, from ten to fifteen pairs are 
necessary. A battery of 50 to 100 pairs gives a pretty strong con- 
vulsive shock. If the hands, previously wetted with salted water, 
grasp two handles, like those represented at p aiid N, fi^, 624., con- 
nected with such a battery, violent shuddering of the fingers, arms, 
and chest will be produced ; and if there be any sore or tender parts 
of the skin, a pricking or burning sensation will be produced there. 
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The Yolteio shock may he transmiUed through a chain of persons 
in the same manner as the electric shock^ if their hands which am 
joined he well moistened with salted or acidnlated water, to increase 
the conducting power of the skin. 

As the strongest phases of the shock are the moments of the com- 
mencement and cessation of the current, auy expedient which pro- 
duces a rapid intermission of the current will augment its phjsiolo- 
^cal effect. This may he accomplished by various simple mechanical 
expedients, hy which the contact of the conductors connecting the 
poles may be made and broken in rapid succession ; but no means 
are so simple and effectual for the attainment of this object, as the 
contrivances for the production of the magneto-electric current de- 
scribed in (1981), which, in &ct, is exactly the rapidly intermitting 
current here required. 

2149. Medical ajipliccUion of the voltaic shock, — The influence 
of the galvanic shock on the nervous system in certain classes of 
malady has been tried with more or less success, and apparatus have 
been contrived for its convenient application, both generally and 
locally, to the system. The most convenient form of apparatus for 
this purpose is die magneto^lectric machine, represented in^. 624. 
This has been recently improved by certain medical practitioners in 
Paris, where it is extensively used. Expedients are applied to it by 
which the operator can measure and regulate the force of the shock 
with the greatest certainty and precision. This is accomplished by 
surrounding the arms of the electro-magnet with loose cylinders or 
gloves of thin copper, which may be moved so as to. uncoil tke arms 
to a greater or less extent, and thus increase or diminish the force 
of the induced current. 

2150. Effect on bodies recently deprived of life, — This class of 
phenomena is well known, and, indeed, was the origin of the dis- 
covery of galvanism. CkJvani's original experiment on the limbs 
of a frog, already noticed rl842), has often been repeated. Bailey 
substituted for the legs or the frog those of the grasshopper, and. 
obtained the same residts. 

Experiments made on the bodies of men and inferior animals 
recendy deprived of life have afforded remarkable results. Aldini 
gave violent action in this way to the various members of a dead 
body. ILhe legs and feet w^re moved rapidly, the eyes opened and 
elosed, and the mouth, cheeks, and all the features of the face were 
agitated by distentions. Dr. Ure connected one of the poles of a 
Imttery with the supraorbital nerve of a man cut down after hanging 
for an hour, and connected the other pole with the nerves of the 
heel. On completing the circuit the muscles are described to have 
been moved with a fearful activity, so that rage^ anguish, and despair, 
with horrid smiles, were successively expressed by the countenance. 
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Thiisi agency has been used oeoasioDally with saeeess as an exp&- 
^ent for restoring suspended animation. 

The bodies and members of inferior animals recently killed are 
susceptible of the same influence, though in a less degree. The 
current sent through the claw of a lobster recently torn from the 
body, will cause its instant contraction. 

Effect of the shock wpon a leech. — If a half-crown piece be laid 
upon a sheet of amalgamated zinc, a leech placed upon the coin will 
betray no sense of a shock, until, by moving, some part of it comes 
into contact with the zinc. The connection being thus established, 
the leech will receive a shock, as will be rendered manifest by the 
sudden recoil of the part which first touches the zinc. 

2151. Excitation of the nerves of taste, — ^If a metallic plate, con- 
nected with one pole of the battery, be applied to the end of the 
tongue, and another wetted with i^ted water, and connected with 
the other pole, be applied to any part of the face, the metal on the 
tongue ¥nll excite a peculiar taste, acid or alkaline, according as it 
is connected with the positive or negative pole. This is explained 
by the decomposition of the saliva by the current. 

2152. Excitation of the n^erves of sight. — If a metallic plate, 
wetted with salted or acidulated water, be applied at or near the eye- 
lids, and another be applied at any other part of the person, a pecu- 
liar flash or luminous appearance will be perceived the moment the 
plates are put into connection with the poles of a battery. The sen- 
sation will be reproduced, but with less intensity, the moment the 
connexion is broken. A like efiect, but less intense, is produced, 
when the current is transmitted through the cheek and gums. 

2153. Eocdtation of the nerves of hearing. — J£ the wires con- 
nected with the poles of a battery be placed in contact with the inte- 
rior of the two ears, a slight shook will be felt in the head at the 
moment when the connection is made or broken, and a roaring sound 
will be heard so long as the connection is maintained. 

2154. Swpposed sources of electricity in the animal organizor 
tion. — ^Although Galvani's theory of animal electricity did not survive 
its author, the supposition that there exists in the organization of 
animals a source of electrical action has never been abandoned. 
Humboldt and Pfiaff discovered traces of electrical development in 
connecting the nerve and muscle of a frog. Bheoscc^io tests have 
indicated the presence of a current, when two remote portions of a 
nerve, or of the muscle belonging to it, are brought into connection. 
Pr. Donne of Paris thinks that there is a source of electrical excite- 
ment between the inner and outer skins. He placed the inner and 
outer skins of the mouth in connection by a platinum wire, upon 
which the presence of a feeble current was detected by a riteoscope^ 
Dr. Wilson Philip showed that in certain cases a voltaic eurr^l 
might perform the functions of the nerves. Having destroyed the 
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action of some of the nerves leading to the stomach of a dog; he 
restored their suspended action by connecting the severed ends with 
a voltaic current. 

2155. Electrical fishes. — The most conspicuous example of the 
development of electricity in the animal organization is presented by 
certain species of fish. Of these electrical fishes there are seven 
genera : — 

1. Torpedo narke risso. 6. Silurus electricus. 

2. ** unimaculata. 6. Tetraodon electricus. 
8. " marmorata. 7. Gymnotus electricus. 
4. " galvanii. 

No observations sufficiently exact and extensive have yet supplied 
the data necessary to determine the source of the vast quantities of 
electricity which these creatures are capable of developing at will. 
There is nothing in the phenomena observed which countenances the 
supposition that the electricity is the result either of mechanical, 
thermal, or chemical causes analogous to those which have been 
already explained. When it is therefore stated to arise from a phy- 
siological action peculiar to the organization of the animal, a name is 
merely given to an unknown agency. In the absence, therefore, of 
any reasonable theory, we are compelled to limit ourselves to a mere 
statement of the phenomena. 

2156. Properties of the torpedo : Observations of Walsh, — 
According to the observations of Walsh, who first submitted this 
animal to exact inquiry, the following are its effects : — 

If the finger or the palm of the hand be applied to any part of the 
body of the animal out of the water, a shock will be felt similar to 
that produced by a voltaic pile. 

If, instead of applying the hand directly, a good conductor, such 
as a rod of metal several feet in length, be interposed, the shock will 
still be felt. 

If non-conductors be interposed, the shock is not felt. 

If the continuity of the interposed conductor be anywhere broken, 
the shock is not felt. 

The shock may be transmitted along a chain of several persons 
with joined hands, but in this case the force of the shock is rapidly 
diminished as the number of persons is increased. In this case the 
first person of the chain should touch the torpedo on the belly, and 
the last on the back. 

When the animal is in the water, the shocks are less intense than 
in the air. 

It is evident that the development of electricity is produced by a 
voluntary action of the animal. It often happens that in touching it 
no shock is felt. But when the observer irritates the animal, shocks 
of increasing intensity are produced in very rapid succession. Walsh 
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oounted as many aa fifty electrical discharges produced in this way in 
a minute. 

2157. Observations of Becquerel and Breschet. — In a series of 
observations and experiments made on the torpedos of Chioggia near 
Venice by MM. Becquerel and Breschet, it was ascertained that 
when the back and belly were connected by the wires of a sensitive 
rheoscope, a current was indicated as passing from the back to the 
belly. They also found that the animal could at will transmit the 
current between any two points of its body. 

2158. Observations of Matteucci. — In a series of experiments 
made on the torpedos of the Adriatic, M. Matteucci confirmed the 
results obtained by MM. Becquerel and Breschet, and also succeeded 
in obtaining the spark from the current passing between the back 
and belly. 

2159. The electric organ, — ^In the several species of fish endowed 
with this quality, the structure of the organ in which the electric 
fluids are developed is alike, difiering only in its form, magnitude, 
and position. In the torpedo, which has been submitted to the most 
rigorous examination, it consists of two parts symmetrically arranged 
at each side of the head and resting against the gills. They fill all 
the thickness which separates th6 two coats of the skin. On dis- 
section it is proved to consist of an extremely open cellular tissue, 
having the form of a cylinder, or, more exactly, that of a five or six- 
sided prism. It has been compared to the cellular structure of the 
honeycomb, only that the partitions, instead of being thin membranes, 
are fibres separated and extended in different directions. 

Four or five hundred of these prisms are commonly counted in 
each organ. Hunter in one case found 1182. They are nearly at 
right angles to the surface of the skin, to which they are strongly 
attached at the ends. When the structure of each of these prisms 
is examined, they are found to consist of a multitude of thin plates 
whose planes are perpendicular to the axis of the prism, separated 
from each other by strata of mucous matter, and forming a combina- 
tion resembling the original galvanic pile. 

Four bundles of nerves of considerable volume are distributed in 
the organ, and, according to Matteucci, the seat of the electrical 
power is at their origin. 
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Absorption of heat, 139. 

A^ronie lines, 207; American, 307; Asiatic, 

Air, rarefied, a conductor of electricity, 330. 

Alcohol, congelation of, 94. 

Alloys, liquefaction of, 88. 

Ampere, method to reverse galvanic current, 
317; apparatus for supporting movable 
currents, 317; method of exhibiting revo- 
lution of galvanic current round a magnet, 
331 ; electro-magnetic rectangle, 369. 

Animal beat, 143. 

Animals, wool and fur of, their uses, 120. 

Anion. 398. 

Annealing, use of, 98. 

Anode, 397. 

Appendix on Heat, 193. 

Arago*s electro-magnetic researches, 360. 

Armatures, 218. 

Armstrong's hydro^lectrical machine, S40. 

Astatic needle, 220. 

Athermanous media, 131. 

Atmosphere, low temperature of, superior 
strata of, 71; non-conductor of electricity, 
230. 

Attraction, magnetic, 190 ; electric, 2%, 266. 

Aurora borealis, influence of on magnetic 
needle, 213. 

Austral fluid, 192. 

Axis, magnetic, 191; of circulating galvanic 
current, 334. 

Azimuth compass, 202. 

Babbage*s electro-magnetic researches, 360. 

Ba^ration's galvanic system, 302. 

Bain's electro-chemical telegraph. 433. 

Balance-wheels, compensation of, 51. 

Bar, magnetic, 198. 

Battery, electric, 258 ; voltaic, 299, 440. 

Becquerel's galvanic system, 302; electro- 
chemical researches, 407. 

Bells, electric, 271. 

Birds, plumage of, its uses, 120. 

Blood, temperature of in human species, 143. 

Boiling-point, 33, 110. 

Boreal fluid, 192. 

Buildings, metallic, 48; warming, 57, 64, 
116; ventilation of, 57. 

Bulb, tbermometric, 30; liable to permanent 
change of capacity, 37. 

Bunsen's galvanic battery, 299. 

Calcium, 418. 
Caloric, 28. 



Calorimeter, 66. 

Calorimetry, 64 ; method of solving calori. 

metric problems, 66. 
Cavendish's electric barometer, 281. 
Centigrade scale, 34. 
Chemical efiects of electricity, 286. 
Chemistry, electro-, 397. 
Children's great galvanic plate pile, 310. 
Circuit, voltaic, 315. See Eleetrieity. 
Clothing, its properties, 121. 
Cold, greatest natural, 94. 
Combustibles, 26, 139; illuminating power 

of, 140; constituents of, 140; quantity of 

heat developed by, 141. 
Combustion, 26, 138; agency of oxygen in, 

26; combustibles, 139 j explained, 139; 

temperature necessary to produce, 140; 

illuminating power of combustibles, 140; 

constituents of combustibles, 140. 
Compass, azimuth, 202 ; mariner's, 21)2. 
Compensators, 48. 
Compression of vapour, 107. 
Coercive force, 193. 
Coin, why stamped, not cast, 90. 
Condensation, 26, 99; of vapour, 115. 
Condenser, electric, 244; principle of, 345; 

form of Cuthbertson's, 247. 
Conduction, heat, 27, 117; electricity, 228; 

magnetic, 117 ; electric, 228. 
Conductibility, 27. 
Conductors, heat, 27; good and bad, 117; 

electric 228, 262 ; connecting galvanic ele- 

ments, 309. 
Congelation, 26, 83; latent heat rendered 

sensible by, 81, points of, 88; of alcohol, 

94. 
Contraction. 25, 50; of solids, 47; of mercury 

in cooling, 90. 
Coulomb's electroscope, 250. 
Couronne des tasses, 307. 
Crosse's electro-chemical researches, 407. 
Cruikshank's galvanic arrangement, 307. 
Currents, atmospheric, cause of, 60 ; voltaic, 

313. See £/0ctricily ; — rectilinear, 316; 

indefinite. 316; closed, 316; circular or 

spiral, 316; circulating, 333; spiral and 

heliacal, 335; thermo-electric, 389. 
Cuthbertson's electric condenser, 247. 

Dance, electric, 273. 

Daniel's constant galvanic battery, 300, 311. 

Davy, galvanic pile, 310 ; experimenu in 
electro-chemistry, 410; method of preserv- 
ing copper sheathing, 430. See EltUrieitg* 
^"^ (447) 
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Deellnation, 904; in diflbrent longitadei, 
907; obMnred at Parii, 910. 

Deflacrator. galvanic. 310, 436. 

Delarive's floatinf elactro-magnetie appara- 
tus, 336. 

Deluc'8 galvanic pile, 311. 

D«nfity, effect or relation of different strata 
of same liquid, 09; relation of speciflclieat 
to. 70. 

Dew. principles of, 137. 

Diatbermanotts media, 87. 131. * 

Dilatation, 95, 50; of mercury, rate of» 36, 
of solids, 43; of gases. 51; of gases differs 
with change of pressure and temperature, 
54; of liquids, 61 ; rates of, of liquids, 61. 

Dip, lines of equal, 806 ; local. 908 ; otMerved 
at Paris, 910. 

Dipping-needle, 903. 

Discbarging-rod, 949. 

Distributor, electro-magnetic, 351. 

Dutch tears, 96. 

Earth, temperature of globe of, 193 ; analogy 
of, to magnet, 900.905; direction of mag- 
netic attraction of, 369; magnetism, 384. 

Ebullition, 110. 

Electrical attractions and repulsions. 989. 

Electrical machines, 937. Bee JlfeciU«et. 

Electric lamps, 440. 

Electric light, 439. 

Electricitv. 999; attraction and repulsion, 
999; origin of name, 999; fluid, 993; oosi- 
tive and negative, 993 ; single electric nuid, 
294; two fluids, 994; vitreous and resinous 
and positive and negative fluids, 994; de- 
veloped by variona bodiea, 995; positive 
and negative substances, 997; method of 
producing by glass and silk, 997; conduc- 
tion^ 99S; conductors and non-conductors, 
228; insulators, 989/ insulating stools, 
SS29; induction, 933; electrical machines, 
937; condenser and electrophoroos, 944; 
dissimulated or latent, 946 ; free, 946; elec- 
troscopes, 949; Leyden Jar, 959 ; charging 
a series of jars by cascade, 958; electric 
battery, 958 ; laws of electrical forces, 961 ; 
proof plane. 961; electrical orrery, 966; 
mechanical effects of, 966; attractions and 
repulsions of electrified bodies, 966; elec- 
trical bells, 971; electric dance, 979; elec- 
trical seesaw, 973; thermal effecto of, 973; 
ignition of metals, 974 ; electric pistol, 975 ; 
gunpowder exploded, 976; Kinnersley's 
electrometer, 976; luminous effects of, 
876; electric spark, 978; imitation of au- 
roral light, 980; Leichtenberg's figures, 
980; experiments, indicating difl^ence be- 
tween the two fluids, 981; Cavendish's 
electric barometer, 981 ; thermal hypothe- 
sis, 289; physiological effects of, 986; che- 
mical and magnetic effects of, 986 ; Vol- 
taic, 288; discovery of galvanism, 988; 
contact hypothesis of Volta, 390 ; electro- 
motive force, 290; classification of bodies 
as to electro-motive property, 290 : electro- 
motive action of gases and liquids, 992; 
polar arrangement of fluids in electro- mo- 
tive combinations, Si94 ; positive and nega- 
tive poles, 294; Volta*8 first combination, 
297; Wollaston's oombination,297; Hare's 
spiral arrangement, 207; cylindrical com- 
bination with one fluid, 298; with two 
fluids, 999; Grove's battery, 999; Bunsen's 



battery, 299; Daniers constant hutteirj, 
300; Pouillet's modification, 300; Bmee*s 
battery, 301; Wheatstone's system, 301; 
Bagration*s system, 302; BecquerePs sys- 
tem, 802; Schttnbein's modification of Bun- 
sen's battery, 309; Grove's gas electro- 
motive apparatus, 303; Volta's invention 
of the pile, 303; Couronne des tasses, 307*; 
Cruiksbank's arrangement, 307; Wollas- 
ton's arrangement, 307; lieliacal pile of 
Faculty of Sciences at Paris, 306 ; conduct- 
ors connecting the elements, 309 ; memo- 
rable piles, 310; Davy's pile, 310; Napo- 
leon's pile, 310 ; Children's great plate bat- 
tery. 310; Hare's deflagrator, 310; Stra- 
tingh's deflagrator, 311; Pepys*s pile, 311; 
batteries on Daniel and Grove's principles, 
311 ; dry piles, 311 ; Deluc's pile, 311 ; Zam- 
boni's pile, 319; piles of a single metal, 
319 ; Ritter's secondary piles, 319; VolUie 
currents. 313; direction of current, 314; 
poles of pile, 314; volUic cireait, 315; 
method of coating conducting wires, 317; 
supports of wires, 317—310; Ampere's 
method to reverse current,317; Pohi's rfaeo- 
trope, 318; electrodes, 319; Ampdre's ap- 

Saratus fbr supporting movable ca'rrenta, 
19; reciprocal influence of rectilinear 
currents and magnets, 390; electro-mag- 
netism, 391 ; efiect of shock on bodies re- 
cently deprived of life, 449 ; on a leech, 
443; excitation of nerves of taste, 443; 
of nerves of sight, 443 ; of nerves of hear- 
ing, 443; supposed sources of electricity in 
animal organization, 443; electrical fishes, 
444; properties of the torpedo, 444; the 
electric organ, 445. 

Elecuicity, thermo-, 389; thermo-electric 
current, 389 ; Pouillet's thermo-electric ap- 
paratus, 301 ; conducting powers of metals, 
303; thermo-electric piles, 305; electro- 
chemistry, 397 : electrolytes and electroly- 
sis, 397; Faraday's electrochemical no- 
menclature, 307; positive and negative 
element, 397; electrolysis of water, 398; 
Mitscheriich's apparatus, 400 ; oomponnds 
susceptible of electrolysis, 405; electro- 
negative bodies, 405 ; electro-positive bo- 
dies, 405; researches of Becquerel and 
Crosse, 407; Faraday's voltameter, 408; 
Faraday's law, 409; Sir H. Davy's experi- 
ments, 410; Faraday's doctrine, 419, 413; 
Pouillet's observations, 414 ; Davy's expe- 
riments confirmed by Becquerel, 415; li- 
quid electrodes, 416; electrolysis of the al- 
kalies and earths, 418 ; the series of new 
metals, 418; SchOnbein's experiments on 
the passivity of iron, 418; tree of Saturn, 
420; Davy's method of preserving copper 
sheathing;, 490; calorific, luminous, and 
physiological effects of voltaic current, 
435; Hare and Children's deflagrators, 436; 
Wollaston's thimble battery. 436; Jacobi's 
experimenu on conduction by water, 437; 
combustion of the metals, 438; electric 
light, 439; electric lamps, 440. 

Electrodes, 319, 397. 

Electro-chemistry, 397. 

Electrolysis, 397; compounds, susceptible of, 
405. 

.Electrolytic classification of the simple bo- 
dies, 405. - 

Electrolytes, 397. 
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SteetiOrBMifiiielfk 34S. 

Electro-magnetism: apparatus to exhibit 
direction of force impressed by a rectili- 
Bear current on a nai^netic pole, 3S4; 
apparatus to measure intensity of such 
force. 325 ; appararlus to illustrate electro* 
magnetic rotation, 38d; Ampere's method, 
331; reciprocal influence of circulating 
currenU and raaeneu, 333; ciiculating 
current, 333; axis of current, 334; spiral 
and heliacal currents, 335 ; Ampere's and 
Delarive's apparatus, 336; instable eqiii* 
librium of current, 338 r right-handed and 
left-handed helices. 339; electro-magnetie 
induction, 343; Savary's experiments, 
345; electro-magnets, 346; electro-mag- 
netic power employed as a mechanical 
agent, 347; electro-motive power applied 
by M. Froment, 348; electro-motive ma- 
chines constructed by him, 349; distribu- 
tor, 351 ; regulator, 353; use of a contact 
breaker, 357 ; magneto-electric machines, 
357; effects of momentary inductive cur 
rents produced upon revolving metallic 
disks, 360; researches of Arago, Herschel, 
Babbage, and Faraday, 360; influence of 
terrestrial magnetism on voltaic currents, 
362 ; direction of earth's magnetic attrac- 
tion, 362 ; Pouillet's apparatus to exhibit 
effects of earth's magnetism, 364; Am- 
pdre's rectangle, 369 ; reciprocal influence 
of voltaic currents, 370, voltaic theory of 
magnetism, 384 ; rbeoscopes and rbeome- 
ters, 386 ; differential rheometer, 388. 

Electro-magnetic induction, 343. 

Electro-metallurgy, 424 ; production of me- 
tallic moulds, 426; production of objects 
in solid metal, 436; reproduction of stere* 
otypes and engraved plates, 4S7; metal- 
lizing textile nibrics, 427; glyphography, 
428; reproduction of Daguerreotype, ^28. 

Electro-motive force, 290. 

Electro-negative bodies, 405. 

Electro-positive bodies, 405. 

Electrophorus, 244 —248. 

Electroscopes, 249; pith-ball, 240; needle^ 
350; Coulomb's, 250; quadrant, 250; gold 
leaf, 351; condensing, 251. 

Electro-telegraphy, 428; conducting wires, 
429; earth best conductor, 489; telegra- 
phic signs, 430; Morse's system, 432; 
electro-chemical telegraphs, 433; Bain's 
telegraph, 433. 

Element, positive, 397; negative, 397. 

Equator, magnetic, 187, 206. 

Evaporation, 99; mechanical force deve- 
loped in, 104 ; heat absorbed in, 114. 

Faraday's electro-magnetic researches, 360 ; 
electro-chemical nomenclature, 397; vol- 
tameter, 408; electro-chemical law, 409. 
See BUetrieity, 

Fire-eaters, feats of, explained, 151. 

Fire-places, 58. 

Fire-syringe, 70. 

Fishes, electric, 444. 

Flame, 139. 

Fluid, magnetic, 192; electric, 323 ; positive, 
225; negative, 225; vitreous, 325; re- 
sinous, 225; experiments indicating spe- 
cific difference between two electric, 281. 

Fluxes, 95 ; principle of, 95 ; application, 95. 

Forces (electrical), laws of, 261. 



Freezing mixtures, 91, 93 ; apparatus^ 9S. 

French metrical system, 63. 

Froment's electro-magnetic machines, 348. 

Frost (hoar), principles of, 137. 

Fusion, 26 ; latent heat of. 85 ; points of, 85; 
substances which soften before, 91; in- 
fusible bodies, 95. 

Galvanism, 390. 

Galvanometer, 387. 

Gases, dilatation of, 51 ; liquefaction of, 71. 
108; permanent, 108; solidification of; 
108; under extreme pressures, llO; non- 
conductors of heat, 119. 

Graduation of thermometer^, 32; of pyro- 
meters, 40. 

Gravity, specific, of liquid, 61. 

Grove's galvanic battery, 299,, 311; gas 
electro-motive apparatus, 303; 

Hare's deflagrator, 310. 

Hare's spiral galvanic arrrangement, 897. 

Harrison's pendulum, 49. 

Heat, 35, 38; sensible., 35; iosensiJUe, 391 
latent, 25, 80, 112; beating liquid, 63; 
does not descend in liquid, 63 ; propagation 
of, through liquid by currents, 63 ; quan- 
titative analysis of, 64; specific, 65, 74; 
uniform and variable, 65; development 
and absorption of by chemical combina- 
tion, 72, 138; specific of simple gases equal 
under same pressure, 73 ; relation between 
specific and atomic weight, 73; rendered 
latent in liquefaction, 80 ; latent rendered 
sensible by congelation, 81; latent, of 
fusion, 85; absorbed ia evaporation at 
different temperatures, 114; radiation o^ 
124; reflection of, 127, 134; absorption of, 
129; transmission of, 131; decomposition 
of by absorption, 132 ; refraction of, 134 ; 
polarization of, 134; quantity of deve- 
loped by combustibles, 141; animal, 143; 
experiments to ascertain rate of develop- 
ment of animal, 147; total quantity of 
animal explained by chemical«J.aws, 148 ; 
sensation of, 149; touch, fifLllaciouB m«a- 
sure of, 149. 

Heliacal galvanic pile of Paris, 308. 

Helices. See EltctricUy, 

Herschel's electro-magnetic researches, 360. 

Hydraulic press, Britannia bridge, casting 

oi^iaa. 

Ice, method of preserviDg, 131; production 
of artificial, 92, 138. 

Incandescence, 26. 

Induction, magnetic, 194; electric, Si33; 
effects of; 214 ; electro-magnetic, 343. 

Influence of voltaic currents and magnets, 
321. 370. 

Influence of terrestrial magnelism on vol- 
taic currents, 362. 

InfuBible bodies, 95. 

Inlaying, metallic, 48. 

Insulating stools, 239, 343. 

Insulators, 229. 

Isogonic lines, 308. 

Jacobi's experiments on electric conduction 
by water, 437. 

Kathion, 39& 
Kathode, 398. 
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Keepera, 918. 

Kinner8ley*8 electrometar, 276. 

Lamp, Argand, 59; electric, 440. 

Laplace's calorimeter, 66. 

Lavoiaier'8 calorimeter, 66. 

Leyden jar, 253 ; improved form of, 257. 

Light, solar, thermal analysis of, 124 ; pby* 
sical analysis of, 125 ; eiectricj 439. 

Lines of eqaal dip, 206; agonic, 807; iso- 
gonic, 208; isodynamic, 211. 

Liquefaction, 26, 83; of rases, 71, 109; ther- 
mal phenomena attending, 79; facility of 
proportional to latent beat, 87 ; of alloys. 

Liquids, dilatation of, 61; effects of temper- 
atures of different climates on, 116; non- 
conductors of heat, 119; materials fitted 
for vessels to keep warm, 135. 

Loadstone, 187. 

Luminous effects of electricity, 876. 

Machines, electrical, 237; parts of, 237; 
common cylindrical, 237 ; Nairne's cylin- 
der, 239; common plate, 239; Armstrong's 
hydro-electrical, 240; appendages to, 242. 

Magnetic effects of electricity, 286. 

Magnetism, 187; equator, 187, 206; poles, 
187; pendulum, 188; attraction and re- 
pulsion, 190; axis, 191; boreal and aus- 
tral fluids, 192; coercive force, 193; sub- 
stances, 193; induction, 194; decomposi- 
tion of fluid, 196; effects of heat on, 198; 
terrestrial, 200; meridian, 204, 306 ; decli- 
nation or variation, 204; variation of 
dip, 206; lines of equal dip, 206; agonic 
lines, 207; isogonic lines, 208; local dip, 
206; position of magnetic poles, 209; in- 
tensity of temestrial, 210; isodynamic 
lines, 211; diurnal variation of needle, 
212; influence of aurora borealis, 213; 
voltaic theory of, 384. See £/eetrjciCy. 

Magnetization, 214; effects of induction, 
214 ; method of single touch, 215; of double 
touch, 216; magneticsaturation, 217; limit 
of magnetic force. 217 ; effects of terres- 
trial magnetism on bars, 218 ; armatures 
or keepers, 218; compound magnets, 219; 
influence of heat on magnetic bars, 220; 
astatic needle, 230. 

Magnets, electric machines, 357. Bee Elec- 
trieity. 

Magnets, natural, 187; artificial, 187, 214; 
compound. 198, 219; with consequent 
points, 300; best material, form, and me- 
thod of producing artificial, 314; electro- 
magnet, 346. See EUetrieitg. 

Marble, fusible, 96. 

Mariner's compass, 302. 

Matting on exotics, its use, 131. 

Mechsnical effects of electricity, 366. 

Melloni's thermoscopic apparatus, 131 ; ther- 
mo-electric pile, 396. 

Mercury, preparation of, for thermometer, 
30; introduction in tube, 31; rate of dila- 
tation of, 36 ; qualities which render it a 
convenient thermoscopic fluid, 37. 

Meridian, magnetic, 204, 206; true, 304; ter- 
restrial. 304. 

Metals, weldable, 91 ; ignition of, by electri- 
city, 274; electric conducting power of, 
393; new, 418. "^ ' 



Mitscherlich'fl eleetro-ehemieal apporatoa, 

400. 
Moisture, deposit of on windows, 136. 
Moulds for casting metal, 47 ; electro-metal- 

lurgic, 426. 
Morse's electric telegraph, 432. 
Multiplier, electromagnetic, 387. 

Nairne's cylinder electrical machine, 839.1 

Napoleon, galvanic pile, 310. 

Needle, magnetic, 198 ; dipping, 203 ; diurnal 
variation of, 213; influence of aurora bo- 
realis on, 313 ; astatic, 330. 

Nobili's rheometer, 388; thermo-electric pile, 
396. 

Non-conductors, electric, 238. 
t 

Oils, congelation of, 90. 

Orrery, electric, 866. 

Oxygen, its agency in combustion, 139. 

Pendulum, compensating, 48; Harriaon*a 
gridiron, 49 ; magnetic, 188. 

Pepys' galvanic pile, 311. 

Physiological eflects of electricity, 284. 

Phosptiorus, congelation of, 90. 

Piles, galvanic. Bee Eltctrieily. —TtkutaO' 
electric, 395. 

Pistol, electric, 275. 

Platinum rendered incandescent, 141. 

Pohl's rheotrode, 318. 

Point, standard, in thermometer. 32; fteez- 
ing, 33; boiling, 33, 110; of fiision, 85; of 
congelation, 88; consequent, 200; -electric 
conductors with, 263; consequent, electro- 
magnetic, 344. 

Polarization, heat, 134. 

Poles, magnetic, 187, 204 ; position of mag- 
netic, 309; electric, positive and negative, 
294; of galvanic pile, 314. 

Potassium, 418. 

Pouillet's modification of Daniel's battery, 
300 ; apparatus to exhibit effects of earth's 
magnetism, 364; thermo-electric appara- 
tus. 301. 

Pressure, 51. 

Proof-plane, 361. 

Pyrometer, 37, 39; graduation of, 40. 

Radiation, 87, 134; rate of, 138; intensity 
of. 128; influence of surfkce on, 138; ra- 
diating powers. 129. 

Reaumur's scale, 34. 

Red-hot, 26. 

Reflection, heat, 28, 127, 134; reflecting 
powers, 129. 

Refraction, heat, 28, 134; light, 137. 

Refractory bodies, 88. 

Regnault's tables of specific beat, 74. 

Regulator, electro-magnetic, 353. 

Repulsion, magnetic, 190 ; electric, 322, 806. 

Rheometer, 386; differential, 388. 

Rheoscope, 386. 

Rbeoscope, Pobl's, 318. 

Ritter, secondary galvanic piles, 313. 

Rod (dischareing), 242. 

Roofs, metallic, 48. 

Scale: tbermometric, 33; centigrade, 34; 
Reaumur. 34. 

SchSnbein's modification of Bunsen's bat- 
tery, 308 ; experiments on the passivity of 
iron, 418. 
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Benaation of beat, 149. 

Bee-saw (electriOj 373. 

Biliciam, 418. 

Simple voltaic combination, 388. 

Bmee'B galvanic battery, 301. 

Bnow. perpetual, line of, 71; effect of on 

■oil. 131. 
Sodium, 418. 
Solar tiffht. 134. 

Solids, dilatation of, 43; contraction of, 47. 
Solidification, 36, 79 ; of eases, 108. 
Sonometer, application of electro-magnetic 

machine as, 353. 
Specific heat, 65 ; relation of to density, 70. 
Standard points (thermometer), 33. 
Steam, high pressure, expansion of, 71. 
Steel, tempering, 98. 
Stools, insulating, 839, 342. 
Stoves, 58 ; unpolished, advantage of, 136. 
Stratingh's galvanic deflagrator, 311. 
Structures, metallic, 48. 
Substances, magnetic, 193. 
Sulphur, fusion of, 88. 
Syringe, fire, 70. 

Temperature, 39, 51 ; methods of computing 
according to different scales, 34 ; of great- 
est density, 63 ; method of equalization of, 
68; in liquids and gases, 119; of globe of 
earth, 133; necessary to produce combus- 
tion, 139 : of blood in human species, 143 ; 
of blood in animals, 145. See Heat. 

Terrestrial magnetism, 300; influence of on 
voltaic currents, 363. 

Thermal unit, 65. 

Thermo-electricity, 304. See EleetrieitV"" 

Thermometer, 27; mercurial, 39; tube, 30; 
bulb, 30; self-registering, 38; spirit of 
wine, 38; air, 38; differential, 39. 

Thermometry, 29, 65. 

Thermoscopic bodies, 27, S9; apparatus, 
131. 

Torpedo, electricalproperties of, 444. 

Tree of Saturn, 420. 

Tube (tbermometric), 30. 



Unit (tbermometric), 33; thermal, 65. 

Vaporization, 36, 99. 

Vapour, 99 ; apparatus for observing proper- 
ties of, 99; elastic, transparent, and invi- 
sible, 100; bow pressure of indicated and 
measured, 101 ; relation between its pres- 
sure, temperature, and density, 102 ; me- 
chanical force of, 104; dilatable by heat, 
107; properties of super-heated, 107; can- 
not be reduced to liquid by mere compres- 
sion, 107 ; compression of, 107; latent heat 
of. 112. 

Variation. 804; diurnal, of needle, 312. 

Ventilation of buildings, 57. 

Vernier, 43. 

Voltaic battery, 303. See EUctricitjf. 

Voltaic currents, 313, 370. 

Voltaic electricity, 388. See Electricity. 

Volta*s first galvanic combination, 397; in- 
vention of the pile, 303. 

Voltaic piles, 303. 

Voltaic theory of magnetism, 384. 

Voltameter (Faraday's), 406. 

Warming buildings, 57, 64, 116. 

Water, solidification of, 79; liquid below 
33^, 83; pressure, temperature, and den- 
sity of the vapour of water. 103; vapour 
produced fl-om at all temperatures^ 103; 
mechanical force of vapour of, 104 ; tem- 
perature, volume, and density of vapour 
of, corresponding to atmospheric pres- 
sures, 106; latent heat of vapour of, 114, 
115 ; a conductor of electricity, 330 ; com- 
position of, 398 ; electrolysis of, 398. 

Weight, atomic, 73L 

Wheatstone's galvanic system, 301. 

Wine-coolers, 123. 

Wires (electric), 317, 319. 

Wollaston's galvanic combination, 297, 307; 
thimble battery, 436. 

Zamboni*s galvanic pile, 313. 
1 Zero of tbermometric scale, 33, 33. 
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CATALOGUE 

OP 

BLANCHARD & LEA^S PUBLICATIONS. 



CAMPBELL'S LORD CHANOELLORS. Now Edition- (Now Ready.) 

LIVES OF THE LORD CHANCELLOES 

AND 

EEI7ERS OF THE GREAT SEAL OF ENGLAND. 

FROM THE EARLIEST TIMES TO THE REIGN OF KING GEORGE IV. 
BT lOSD CHIEF JUSTICE CiMPBELL, A. H., F. B. B. E. 

Second American, from the Third London Edition. 
Complete in seven handsome crown 8vo. volumes, extra cloth, or half morocco. 

This has been reprinted from the author's most recent edition, and embraces 
bis extensive modifications and additions. It will therefore be found eminently 
worthy a continuance of the great &vor with which it has hitherto been received. 

Of the solid merit of the work oar judgment may be gathered fK>m what has already 
been said. We will add, that from its infinite fund of anecdote, and happy variety of 
style, the book addresses itself with equal claims to the mere general reader, as to the 
legal or historical inquirer; and while we avoid the stereotyped commonplace of affirm- 
inR that no library can be complete without it, we feel constrained to afford it a higher 
tribute by pronouncing it entitled to a distinfniished place on the shelves of every scholar 
who is fortunate enough to possess it — Frozer^s Magazine. 

A work wnich will take its place in our libraries as one of the most brilliant and 
valuable contributions to the literature of the present day. — Athen<Bum. 

The brilliant success of this work in England is by no means greater than its merits. 
Tt is certainly the most brilliant contribution to English history made within our recollec- 
tion ; it has the charm and freedom of Bi<^raphy combined with the elaborate and cafe- 
ful comprehensiveness of History .-^JNT. Y. Tribune. 

B7 THE SAME AUTHOR— TO MATCH. 

LIVES^F THE 

CHIEF JUSTICES OF ENGLAND, 

From the Nonnaji Conquest to the Death of Lord Ueuisfield. 

In two very neat vols., crown 8vo., extra cloth, or half morocco. 
To match the "Lives of the Ohancellors" of the same author. 
In this work the author has displayed the same patient investigation of histo- 
rical facts, depth of research, and quick appreciation of character which have 
rendered his previous volumes so deservedly popular. Thongh the « Lives of 
the Chancellors" embrace a long line of illustrious personages intimately con- 
nected with the history of England, they leave something still to be filled up to 
complete the picture, and it is this that the author has attempted in the present 
work. The vast amount of curious personal details concerning the eminent 
men whose biographies it contains, the lively sketches of interesting periods 
of history, and the graphic and vivid style of the author, render it a work of 
great attraction for the student of history and the general reader. 

Although the period of history embraced by these volumes had been previously tra- 
versed by the recent work of the noble and learned author, and a great portion of its 
most exciting incidents, especially those of a constitutional nature, there narrated, yet 
in "The Lives of the Chief Justices" there is a fund both of interesting information and 
valuable matter, which renders the book well worthy of perusal by every one who 
desires to obtain an acquaintance with the constitutional history of his conutry, or as- 
pires to the rank of either a statesman or a lawyer. Few lawyers of Lord CampbelPs 
eminence could have produced such a work as he has put forth. None but lawyers of 
his experience and acquirements could have compiled a work combining the same in- 
terest as a narration, to the public generally, with the same amount of practical infor- 
mation for professional aspirants more particularly.— frimnnia. 
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2 BLANCHARD & LEA'S PUBLICATIONS.— (JiM<wy 4- Biography.) 
fllKBUUR'8 ANCIENT HXSTORT— (A new work, now ready.) 

LECTURES ON ANCIENT H1ST0R7, 

rROM THE SARLIS8T TIMIS TO THE TAKIVG Or ALEXANDRIA BT OCTATIANUB, 

CORTAlmNO 

The HkUfff of tk AsUiUe NaUoni, the Egypttus, Gmks^ laceAniuii, 
uid Carthfiginiiii. 

BT B. G. NIEBUHR. 

Txahslateo fbok the German Editiqit or DR. MARCUS JNIEBUHB, 

BT DR. LEONHARD SCHMITZ, F.RS.E., 

Ifrit^ AddUloiki MJBkA Corr«etl«iis fir«Bi IkU •wm MSS* notes. 

In three very handsome Tolames, crown octavo, extra cloth, conuining about 

fifleen hundred pages. 

From the Trantlator't Pr^ace. 

** The Lectnret on Ancient History h^re presented to the Eflglish pnblic, em- 
hreee the history of the ancient world, with the eiception of that of Rome, 
down to the time when all the other nations and states of classical antiquity were 
absorbed by the empire of Rome, and when its history became, in point of fact, 
the history of the world. Hence the present course of Lectares, together with 
that on the History of Rome, form a complete course, embracing the whole of 
ancient history. * * * * yj^ here catch a glimpse, as it were, of the working 
of the great mind of the Historian, which iraparta to his narrative a degree of 
freshness and suggestiveness that richly compensate for a more calm and sober 
ezporition. The extraordinanr familiarity of Niebohr with the literatures of all 
nations, his profound knowledge of all political and human affairs, derived not 
only from books, but from practical life, and his brilliant powers of combina- 
tion, present to us in these Lectures, as in those on Roman history, such an 
abundance of new ideas, startling conceptions and opinions, as are rardy to be 
met with in any other work. They are of the hij;hest importance and interest 
to all who are eagiiged in the study, not only of antiquity, but of any period in 
the history of man.'' 

The value of this work as a book of reference is greatly increased by a very 
eztenaive Index of about fifly closely printed pages, prepared -by John Robaon, 
B. A., and containing nearly ten thousand remrenees % in addition to which 
each volume has a very complete Table of Contents. 



MEMOXftS Of^ ^TBfi LIFE KSF WILI^IAM WIRT. 

BY JOHN P. KENNEDY.. 

SECOND EDITION, REVISED. 

In two handsome 12mo. volumes, with a Portrait and faoHiimile of a letter from 

John Adams. . Also, 

A KAtmsowx LTBHAmT iw r now, nr two vmkxmrvu,^ Hiir r rnu ooravo tolvmis. 



In lis present neat and convenient form, the work is eminently fitted to asBswe the 
positiDn which it merits* as a book for every parior- table and fat every fireside where 
there is an appreciation of the kindiiaess and manliness, the intellect and the affec- 
tion) the wit and liveliness whicli rendered WLIliam Wirt at once so eminent in the 
world, so brilliant in society, and so Joving and loved in the retirement of his domestic 
circle. Uniting all these attractions, it cannot fail to find a place in every private and 
public library^ and in aU collections of books for the nseot schools and colleges; for 
the young can have before them no brighter example of what can be aooompUshed by 
industry and resolution, than the life of W^iUiam Wirt, as unconscioasiy related by 
himself in these volumes. 

BISTORT OF THE FBOTESTANT REFORMATION IN FRANCE. 

BY MRS. MARSH, 

Author of "Two Old Men's Tales," "Emilia Wyndham," Ac. 
In two handsome volumes, royal 12mo., extra cloth. 



Digitized by LjOOQIC 



BLANOHARD & LEA'S PUBLICATIONS.— (ffwlary 4- Biography.) 3 
NEW AND IMPROVED EDITION. 

LIVES OF THE QUEENS OF EKOLAND, 

FROM THES NORMAN COKCtUBST. 

WITH ANECDOTES OF THEIR COURTS. 

ITow first published from Official Becorda, and other Authentic Docnments, Private 
as well as Public. 

NEW EDiriOHT, WITH ADDITIONS AND COKRECTION8. 

BY AGNES STRICBaiAND. 

Insii volumes, crown octavo, extra crimson cloth, or half morocco, printed on 

fine paper and large type. 
Copie» of the IMuodeeimo Edition^ in twelve volumes, map still be had* 

A valuable contribution to historical knowledge, to young persons especially. It con- 
tains a mass ofe very kind of historical ntatter of interest^ which industry and resoarc4» 
could coHeet. We have derived much entertainment and instruction from the work.~> 
MhentBwn. 

The execution of this work is equal to the conception. Great pains have been taken 
to make it both interesting and valuable. — Literary Gazette. 

A charming work— full of interest, at once serious and pleasing.— JMbn^Mur Guizot. 



THE COURT AND REIGN OF FRANCIS THE FIRST, KING OF FRANCE. By 
Itfiss Pardoe, author of ^' Louis XIV." &c. In two very neat volumes, royal ISmo., 
extra cloth. 

WOMAN IN PRANCE IN THE EIGHTEENTH CENTURY. By Jaiia Kavaoagh, 
author of " Nathalie," " Madellue," duo. In one very neat volume, royal 12mo. 



MEMOIRS OF AN HUNGARIAN LADY. By Theresa Pulsaky. With an Histo- 
rical Introduction, by Count Frauds Pulszky. In one vol., royal i2mo.} extra cloth. 



MIRABE AU ; a Life History. In Four Books. In one neat vol., royal 12mo., extr i cloth 

HISTORY OF TEN YEARS, 1830-1840, OR FRANCE UNDER LOUIS PHILIPPE. 

By Louis Blanc. In two handsome volumes, crown 8vo., extra cloth. 

Perhaps no work ever produced a greater or more permanent effect than this. To its 
in&uenee, direct and indirect, may in agreat measure be attributed the movements which 
terminated in the Revolution of February, 1848. 

HISTORY OF THE FRENCH RE VOLUTION OF 1760. By Louis Blame. Inon^ 
volume, crown Svo., extra cloih 



PROFESSOR RANKE'S HISTORICAL WORKS. 

HISTORY OP THE POPES. THEIR CHURCH AND STATE, IN THE lOTH AND 
17TH CENTURIES. Complete' in one large Pvo volume. 

HISTORY OF THE TURKISH AND SPANISH EMPIRES, IN THE 16TH CEN- 
TURY, AND BEGINNING OF THE 17TH. Complete iji one Svo. volume, p*p«?r, 
Price 75 cenis. 

HISTORY OF THE REFORMATION IN GERMANY. Parts I. II. and IIL Price Si. 



HISTORY OF THE HUGUENOTS. A new Edition, continued to the Present TisAe. 
By W. S. Browning. In one octavo volume, extra cloth. 



HISTORY OF THE JESUITS, from the Foundation of their Society to its Sappres- 
nion by Pope Clement XIV. Their Missinnp throughout the World ; their Educational , 
System and Literature ; with their Revival and Present State. By Andrew Steinmetz, 
author of " The Novitiate," " Jesuit iu the Family," &c. In two handsome volumes, 
ciown 8vo., extra cloth. 

WR AX ALL'S HISTORICAL MEMOIRS OP HIS OWN TIMES. In one o<itavo 

volume, extra cloth. 
WRAXALL'S POSTHUMOUS MEMOIRS OF HIS OWN TIMES. In one octa- 

vo volume, extra cloth. 



Digitized by LjOOQ IC 



4 BLANCHARD & LEA'S PUBLICATIOIIS.— (fluMy 4- Bioerofky.) 

WILLIAM PENN: 

AN HISTORICAL BIOGRAPHY, from new aoorces; with an eitra chapter oo 
ihe " MacanJay Charges." By W. HEP WORTH DIXON, author of** John 
Howard, and the Prison World of £urope," &c. In One Tery neat volume, 
royal 12mo., extra cloth. 

A^ a biography the work has claims of no common order. Within the compass of a 
single volnme Inr. IMxon has compre»»ed a RTCnt variety of facts, many original, and 
all skilfully arranged so as to produce an aaihentie moral portrait of his hero. The lite- 
rary meriu of the volome inchide great research, and a iiarrailTe at once consecutive 
and vivid. The author has bad acce«s to a variety of anpublished material- to the let- 
ters of Penn and his immediate family, and to MS8. of m«'moirs of several persons, 
yielding lights which he wanted. In a word, we can praise the work at once for its 
earnest spirit, its wealth of recovered material, and ihe art with which the latter has 
been disposed. — The Atkenautn. 



NS1¥ ^VirORK BT I.AMAJaTIHB— (Nearly Ready.) 

masoiRS OF iiLnsTBions euboeean characters. 

BY ALPHONSE DE LAMARTINE. 

In one handsome Tolume, royal r2mo. 



IMPORTANT NEW WORK— (Nearly Ready.) 

BISTORT OF NORmANDT AND OF ENGLAND. 

BY SIR FRANCIS PALGRAVE, 
Author of "Rise and Progress of ihe English Commonwealth,*' dtc. 
In handsome crown octavo. 
Nearly Beady, Vol.1. The General Relations of Medisval Earope; the 
Cartovingian Empire, and the Danish Expeditions in the Gauls, until the esta- 
blishment of Rollo. 

Vols. II. and III. are in a state of forward preparation, and will shortly follow. 

SIBORNE'S WATERLOO. History of the War in France and Belgium in 1815, con- 
taining Minnie Details, with Maps and Plans, of ihe Battles of Quaire-Brai», liigiiy, 
Wavre, and Waterloo. In one large octavo volume, eitra cloth, with 11 Maps. 

WHITE'S ELEMENTS OP UNI VERSA L HISTORY. Edited by J. S. Hart. In one 
very large volume, royal 12mo., extra cloth. 



MEMORANDA OF A RESIDENCE AT THE COURT OF LONDON. By the Hon. 

Richard Rush. 1ji one large 8vo. volume. 



QRAHAME'S UNITED STATES. 

HlSfPORY OF THE UNITED STATES FROM THE Pl^ANTATION OF'THE BRT- 
TI8H COLONIKS TILL THKIR ASSUMPnON OP INDEPbNDRNCE Second 
American edition, enlarged and amended, wiih a Memoir by President Qoincy, and 
a Portrait of the Author. In two large octavo volumes, extra cloth. 



HISTORICAL SKETCH OF THE SECOND WAR BETWEEN THE UNITED 
STATES OP AMERICA AND GREAT BRITAIN. By Charl«-R J. IngersoU. Vol. 
I., embracing the events of 1812-13 ; Vol. II., the evenis of 1814. Octavo. 

HISTORY OP CONGRESS UNDER THE ADMINISTRATION OF GENERAL 
WASHINGTON. One very large octavo volume. 

SMALL BOOKS ON GREAT SUBJECTS. By a few well wishers to knowledge. 
Comprising a Series of Short Treatises on Subjects of Universal Interest In twelve 
parts, paper, price 15 cents each; or in three neat royal 18mo. volumes extra cloth. 

MEMOIRS OF THE REIG'N OF GEORGE II., from his Accession to the death of 
Queen Caroline. By John Lord Hervey. Edut:d, from the original MSS , by the Rght 
Hon. John Wilson Croker. In two handsome royal l'2mo. volumes, extra cloih. 

WALPOLE'S MEMOIRS OP THE RSIGN OF GEORGE HI., now firit pablisbed 
from the original MS. In two handsome octavo volumes, extra cloth. 
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BLaNCHABD & LEA'S PUBLICATIONS.— (KciAw.) 5 

DICKENS'S WORKS, various Styles and Prices. 

THE ONLY COMPLETE_AMERICAN EDITIONS. 
CHEAP £DITION. 

In ten volumes, paper, any volame sold separate, as fallows :— 



Old Curiosity Shop, illustrMed, W cents. 
Sketches of Everyday Life and Everyday 

People, 37^ eents. 
Pickwick PaperS) 50 cents. 
Oliver Twist, 25 cents. 
Nicholas Nickleby, 50 cents. 



David G0|iperfl«ld, with plates, complete, 

price 371 cents. 
Dombey & Son, with plates, 50 eents. 
Chriauas Stories and Pictures from Italy, 

37i cents. 
MftTtiii Chuzslewit, with plates, 50 cents. 
Barnaby Rudge^ illustrated^ 50 ceuu. 

Any of these works can be sent by mail, on remittance of their respective prices. 

COLLECTIVE LIBRAR7 EDITION. 

la A>ur v«ry large octavo volumes, extra cloth, containing o?er three thousand 

very large double colomned pages, handsomeiy printed. 

Price only Five Dollars. 

Volume r. contains Pickwick and Old Curiosity Shop. 

" If. " Oliver Twist, Sketches, and Barnaby Rudge. 

" HI. " Nickleby, and Mania Cbuzzlewit. 

" IV. " Copperfield, Dombey & Son, and Christmas Stories. 

Copies of Volume Four may still be had separate by those who possess the first 
three volumes of this edition. 



FINE EDITION. 

In tea handsome volumes, 8vo., black cloth extra, printed on fine paper, uid 

profusely illustrated on copper and wood. Kach volume contains 

a novel complete, and may be had separate. 



COOPER'S SEA TALES, 6 vols., 12mo., extra cloth, and COOPER'S LEATHER- 
STOCKING TALES. 5 vols. ISmo., extra cioth. 



DON QUIXOTE DE LA MANCITA. Translated from the Spanish 
of Miguel de Cervantes Saavedra, by Charles Jarvis, Esq. Careful- 
ly revised and corrected, with a Memoir of the Author and a notice 
of his works. With numerous illustrations, by Tony Johannot. In 
[ twQ beautifully printed volumes, crown octavo, various bindings. 



FIELDING'S SELECT WORKS. In one large octavo volome, extra cloth, or in fonv 

jNirtf, paper covers, viz., Tern Jones, 50 eeau ; Joseph Andrews, 85 cents; Amelia, 25 

cents, and Jonathan Wiid, ^ dents. 
SMOLLETT'S SELECT WORKa In one larnre octavo volume, extra cloth, or in five 

'parts, paper «overs, vis.: Peregrine Pickle. 50 eents; Roderick Random, 85 cents; 

Hannphrey Cliaker, 85 eeau ; Laaneelot Greaves, 85 eeuts, and Ferdinand Coam Fa- 

.thoa, fH eems. 

PICCIQLA. ttoe Prisoner of Fenestrella, or Captivity Captive. By X. B. Saintine. 
New «ditKm, with llluMrations. In one very neat volume, royal 18mo., paper corvers, • 
■fwriiee 50 ««iiu, «r in extra cloib. 



MRS. HOWtTPS OHII^DREN'S YEA R. A Popular Juvenile. In square ISmo., with, 
iour ptttleS} extra oloth. 

WILLIAM HOWirPS HALIi AND HAMLET. Sketches of Rural Lilb in Englaad. 
) n one volame, 12mo., price 50 cents. 

READINGS FOR THE YOUNG, from the works of Sir Walter Scott. Beautifully 
primed in two large 18mo. voiutues, extra crimson cloth, with handsome plates. 

TAt.E8 FROM HISTORY. By Agnea Suiokland. In one neat volnme, royal l^mo^ 
crim»on cloth, wiih.illusw-aiioiis. 

1* 
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6 BLANCHARD & LEA'S PUBhlCATlOS^.^Voy^gts and Travels,) 

NJLRHATIVE OF THE UNITED STATES EXPEDITION 

TO THE 

DSAD 8BA AND RIVER JORDAJBT. 
BY W. P. LYNCH, U. S. N., 

Commander of the Expedition. 

Hew and eondeised fdition, with a Hap, (ram aetnal Sanreys. 

In one neat royal l3aio. Tolum«y extra cloth. 

This ii a condensed and cheap, yet very handaooie edition of Lieat Lynch'a adnii- 
rable Narrative of the Expedition to the I)ead Sea. The interest which was excited and 

? [ratified by the first publication of this work, demanded that it should l>e placed in a 
brm for more general circulation, and this demand is met in the edition we have before • 
Qs. Of the work itself nothinj^ need be said in its praise, the judgment of the pubiie 
having confirmed its excellence. It is a narrative that must have an abiding interest 
for all lime, and that library that Is without it is imperfect; as in the knowledge im- 
perfect of the roan who, however otherwise versed in the subject it treats of, should 
be ignorant of the facts it details. We cannot dismiss the work without saying that, 
apart from the absorbing interest which belongs to the subject, the author has given it a 
charm in the easy, flowing, and eorrect style in which the narrative is written, that 
makes the reader reluctant, when he has taken up the volume, to lajr it down before it 
is finished, and which will cause him to return to it again and again, with renewed 
interest and pleasure.— Ba/ttmore Patriot. 

Copies majr still be bad oftlie Fine editloiiy In one -vry larfi^e and 
liandsomie octavo volume, -virltb ti^renty-elflpbt beantlfol 
Platetf and ivro Maps. 
This book, so long and anxiously expected, fully sustains the hopes of the most san- 
guine and fastidious. It is truly a mognificent work. The type, paper, binding, style, 
and execution are all of the best and highest character, as are also the maps and en- 
gravings. It will do more to elevate the character of our national liieraUire than any 
work that has appeared for years.— I.ad/s Book, 



NOTES FROM NINEVEH, and Travela io Mesopotamia, Assyria, and Syria. 

By the Rev. J. P. Fletchex. In one neat royal 12mo. volume, extra cloth. 
TRAVELS IN SIBERIA, including Excursions Northward, down the Obi to the 

Polar Circle, and Southward to the Chinese Frontier. By Aoolvh Exman. 

Translated by William D. Coolet. In two handsome.vols., royal ISmo., ex. cl. 
HUNGARY AND TRANSYLVANIA, with Remarks on their Condition, Social, 

Moral, and Political, By John Paget, Esq. In two neat volumes, royal 

12mo., extra cloth. 
TtmKEY AND ITS DESTINY ; The result of Journeys made in 1847 and 1848, 

to examine into the State of that Country. By Charles Macfarlane, Esq., 

Author or« Constantinople in 1828." In two neat vols., royal 12mo., ex. cloth. 
IMPRESSIONS AND EXPERIENCES OP THE WEST INDIES AND NORTH 

AMERICA IN 1849. By Robert Baird, A.M. In one neat volume, royal 

12mo., extra cloth. 

THE WESTERN WORLD; or. Travels in the United States. Exhibiting them 

in their latest Development — Social, Political, and Industrial. Including a 

Chapter on California. By Alexander Mackat, Esq. In two neat volunee, 

royal 12mo^ extra cloth. 
SIX MONTHS IN THE GOLD MINES. From a Journal of a Three Years' 

Residence in Upper and Lower California, during 1847, 1848, and 1849. By £. 

GovLD BuFFUM, Esq. In one neat vol., royal 12mo., paper, 60 cents, or ex. cl. 
NARRATIVE OF THE UNITED STATES EXPLORING EXPEDITION. By 

Charles Wilkes, U. S. N., Commander of the Expedition. In etx large 

volumes, imperial quarto. With several hundred illustrations on steel and 

wood, and numerous large maps. Price $60. 
This the same as the ediiiou printed for CongrefS. As but few have been exposed 

for ^ale. those who desire lo possess this magnificent monument of ihe arts of the 

United Sistes, would do well to secure copies without delay. 
EASTERN LIFE, PRESENT AND PAST. By Harriet Marmkeau. In 

one large and handsome volume, crown octavo, extra cloth. 
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BLAJNCHARD & LEA'S PUBLICATIONS.— (itfM«//«wo«M.) 7 

THE ENCYCLOPIEDIA AMERICANA; 

A POPULAR DICTIONARY OF ARTS, SCIENCES, LITERATURE, HIS- 
TORY, POLITICS, AND BIOGRAPHY. 
la fourteea large octavo volumes of over 600 double-columned pages each. 

For sale verj low, in various styles of binding. 
Some years having elapsed since the original thirteen volumes of the ENCY- 
CLOPAEDIA AMERICANA were published, to bring it up to the present day, 
with the history of that period, at the request of numerous subscribers, the pub- 
lishers have issued a 

SUPPLEMENTARY VOLUME (THE FOURTEENTH), 

BRINGINO THE WOBK THOROUGHLY I7P. 

Edited by HENRY VETHAKE,' LL. D. 

In one large octavo volume, of over 650 double-columned pages, which may be 

had separately, to complete seu. 



MURRAY'S ENCYCLOP>EDlA OF GEOGRAPHY. 
THE ENCYCLOPiEDIA OF GEOGRAPHY, comprising a Complete Description 
of the Earth, Physical, Statistical, Civil, and Political; exhibiting its Rela- 
tion to the Heavenly Bodies, its Physical Structure, The Natural History of 
each Country, and the Industry, Commerce, Political Institutions, and Civil 
and Social State of all Nations. By Hugh Murray, F. R. 9. E., &c. Assisted 
in Botany, by Professor Hooker — Zoology, &c., by W. W. Swainson — Astrono- 
my, &c., by Professor Wallace — Geology, &c., by Professor Jameson. Re- 
vised, with Additions, by Thomas G. Bradford. The whole brought up, by 
a Supplement, to 1843. In three large octavo volumes various styles of 
binding. 

This great work, furnished at a remarkably cheap rate, contains about Ninstbkn 
HuNDBED LARGB IMPERIAL Paobs, and 18 Illustrated by Eighty-two small Maps, and a 
colored Map or the Unitbd States, after Tanner^s, together with about Elbvem IIun- 
DRBD Wood-cuts executed in the best st> le. 



PHILOSOPHY IN SPORT MADE SCIENCE IN EARNEST. In one hand- 
some volume, royal 18mo , crimson cloth, with numerroos illustrations. 

ENDLESS AMUSEMENT, A Collection of Four Hundred Entertaining Ex- 
periments, la one handsome volume, royal l8mo., with Illustrations, crimson cloih. 



MOORE'S MELODIES, SPLENDIDLY ILLUSTRATED. 
IRISH MELODIES. By Thomas Moore, Esq. In one magnificent volume, 

imperial quarto, with ten large steel plates, by Fiuden. Handsomely bound in extra 

cloth, gilt. 
LANGUAGE OF FLOWERS, with illustrative poetry. Eighth edition. In 

one beautiful volume, royal 18mo., crimson cloth, gilt, with colored plates. 
CAMPBELL'S COMPLETE POETICAL WORKS. Illustrated Edition. One 

volume crown 8vo., various bindings. 
ROGERS'S POEMS. Illustrated Edition. One volume, royal 8vo., calf gilt. 
KEBLE'S CHRISTIAN YEAR. One vol. ISmo., extra cloth. 
KEBLE'S CHILD'S CHRISTIAN YEAR. One vol. ISmo., cloth. 
POEMS, by Ellis, Currer, and Acton Bell, (Authors of Jane Eyre, &c.) In one 

18mo. volume, boards. 
POEMS, by Locretia Davidson. One vol. royal 12mo., paper or extra cloth. 
POEMS, by Margaret M. Davidson. One vol. royal 12mo., paper or extra cloth. 

SELECTIONS FROM THE WRITINGS OF MRS. DAVIDSON. One vol. 
rojal 12ino., paper or extra cloth. 



Digitized by LjOOQ IC 



8 BLANCHAUD & LEA'S PUBLICATIONS.— (Se»«««.) 

UBRART OF niiUSTRATEa) SUIEBITU'IO WORKS. 

A series of beaatifully printed volumes on varions branches of science, by the 
most eminent men in their respective departments. The whole printed in the 
handsomest style, and profusely embellished in the most efficient manner. 

0!7* No expense has been or will be spared to render this series worthy of the support 
of ike scientific pablic, while at the same lime it is^ae of the handsomest speeimena of 
typographical and artistic ezecation which have appeared io this eouatry. 

DB I^A BBCHB*S GBOI.OGT- (Jnat laav^d.) 

THE GEpLOaiCAL OBSERVER. 

BY Sm HENRY T. DE LA BBCHB, C.B.,F.R.S., 

Direotgr-General of the Ueologieal Sarvey of Gfeat Britaini te. 

In one very large and handsome octavo volume. 

WITH OVER THREE HUNDRED WOOD-OUTS, 

We have here presented to as, by one admirably qualified for the task, the most com- 
plete e<Hnpen4iam of the science of ideology ever produced, In which the different facts 
which fall under the cognizance of this branch of natural science are arranged under 
the different causes by which they are produced. From the style in which the subjeot 
is treated, the work is calculated not only for the use of the professional geologist- but 
for that of the nniiutiated reader, who will find in it much curious and interesting infor- 
mation on the changes which the surface of our globe has undergone, and the history of 
the various striking appearances which it presents Voluminous as the work is, it is 
not rendered unreadable from itobulk,owing to the judicuoa subdivision of its contents, 
and the copious index which is appended.-n/o^n Bull. 

Having had such abundant opportunities, no one could be found so capable of direct- 
ing the labors ofthe young geologist, or to aid by his own experience the sindi(>8 of those 
who may not have been able to range so extensively over the earth's surface. We 
strongly recommend Sir Henry De la Beche^s book to those who desire to know what 
has been done, and to learn something of the wide examination which yet lies waiting 
for the industrious observer.— TA* Alhen<Bum. 



KNAPP'S CHEMICAL TECHNOLOGY. 

TECHNOLOGY f or, Chkhistat Applied to thk A&ts and to Manufactures. 
By Dk. F. Knapp, Professor at the University of Giessen. Edited, with nu- 
merous Notes and Additions, by Dr. Edmund Ronalds, and Dr. Thomas 
Richardson. First American Edition, with Notes and Additions by ProK 
Walter R. Johnson. In two handsome octavo volumes, printed and illus- 
trated in the highest style of art, with about 500 wood engravings. 

The style of exeelienee in which the first volume was f99tup is fuUy preeerwd in this. 
The treatises themselves are admirable, and the editing, both by the English and Ameri- 
can editors, judicious ; so that the work maintains itself as the best of the series to which 
it belongs, and worthy the attention of all interested in the aiu of which it treau.— 
Ftdnkhn InstUuu Journal. 



WEISBACH'S MECHANICS. 

PRINCIPLES OF THE MFXHANTCS OP MACHINERY AND ENGINEER- 
ING. By Professor Julius Weisrach* Translated and Edited by Prof. 

f Gordon, of Glasgow. First American Edition, with Additions by Prof. Wal- 
ter R. Johnson. In two octavo volumes, beautifully printed, with 900 illus- 
trations on wood. 

The most valuable contribution to practical science that has yet appeared in this 
country. — Athenasum, 

ITneqaaited by anything of the kind yet produced in this eountry-*the most standard 
book on mechanics, raachiuery, and engineering now extant.^ iV. Y. Commercial. 

In every way worthy of being recommended to our readers— i'VanH^n Tntiitute 
Journal. 
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BLANCHARD & LEA'S PFBLICATIONS.— (flf^Vmc*.) 9 

OARFBITTEB'S OOMPARATX^ FHYSI0L0GY-(Jn8t Issnod.) 

PRINCIPLES OF GENERAL AND^COMPARATIVE PHYSIOLOGY ; in- 
tended as an Introduction to the Study of Human Physiology, and as a Guide 
to the Philosophical Pursuit of Natural History. By William B. Carpenter, 
M. D., F. R. S., author of " Human Physiology,'* « Vegetable Physiology," 
&c> &c. Third improved and enlarged edition. In one very large and hand- 
some octavo volume, with several hundred beautiful illustrations. 



MULLER'S^PHYSICS. 

PRINCIPLES OF PHYSICS AND METEOROLOGY. By Professor J. Mul- 
LER, M. D. Edited, with Additions, by R. Eglesfeld Griffith, M. D. In 
one large and handsome octavo volume, with 550 wood-cuts and two colored 
plates. 

The style in which the volume is published is in the highest degree creditable to the 
enterprise of the publishers. It contains nearly foar hundred engravings executed in 
a style of extraordinary elegance. We commend the iKX)k to general favor. It is the 
best of its kind we have ever seen. — N. Y. Courier and Enquirtr. 



MOEB, REDWOOD, AND FROOTER'S PHARMACY. 

PRACTICAL PHARMACY: Comprising the Arrangements, Apparatus, and 
Manipulations of the Pharmaceutical Shop and Laboratory. By Francis 
MoHR, Ph. D., Assessor Pharmaciae of the Royal Prussian College of Medicine, 
Coblentz ; and Theophilds Redwood, Professor of Pharmacy in the Pharma- 
ceutical Society of Great Britain. Edited, with extensive Additions, by Prof. 
William Procter, of the Philadelphia College of Pharmacy. In one hand- 
somely printed octavo volume, of 570 pages, with over 500 engravings on 
wood. 



THE MILLWRIGHT'S GtHDE. 
THE MILLWRIGHT'S AND MILLER'S GUIDE. By Oliver Evans. Eleventh Edi- 
tion. With Additions and Corrections by the Professor of Mechanics in the Franklin 
1 nstitute, and a description of an improved Merchant Flour Mill. By C. and O. Evans. 
In one octavo volume, with numerous engravings. 

HUMAN HEALTH; or, the Influence of Atmosphere and Locality, Change of Air and 
Climate, Seasons, F^ood, Clothing, Bathing, Mineral Springs, Exercise. Sleep, Corporeal 
and Mental Pursuits, &c. &c., on Healiny Man, cousutoling Elements of Hygiene. 
By Robley Dunglison, M 1). In one octavo volume. 

THE ANCIENT WORLD ; OR, PICTURESQUE SKETCHES OF CREATION. By 
D. T. Ansted, author of '' Elemenu of Geology," &c. in oae neat volume, royal 19mo , 
with numerous illustrations. 

A NEW THEORY OF LIFE. By S. T. Coleridge. Now first pabllshed from the 
original iiiA. in one small 12mo. volume, cloth. 

ZOOLOGICAL RECREATIONS. By W. T. Broderip, F. R. S. From the second 
London edition. One volume, royal 12mo., extra cloth. 

AN INTRODUCTION TO ENTOMOLOGY; or, Elements of the Natural History of 
insects. By the Rev. Wm. Kirl)y, and Wm. Spence, F. R. S. From the sixth London 
edition. In one large octavo volume, with plates, plain or colored. 

THE RACES OF MEN ; a Fragment. By John Knox. In one royal 12mo. volume, 
extra cloth. 

AMERICAN ORNITHOLOGY. By Charles Bonaparte, Prince of Canino. In four folio 
volumes, half bound, with numerous magnificent colored plates. 

LECTURES ON THE PHYSICAL PHENOMENA OF LIVING RHINOS. By 
Carlo Matteucci. Edited by Jonathan Peieira^M.D. In one royal 12mo. volume, 
extra cloth, with illustrations. 
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10 BLANCHARO & LEA'S PUBLICATIONS.— (Sfe*«w#.) 

QHAKAlft« aHElSZSTSr. VEW BDXnOH. F^.I.-(llo« BMdf.) 

ELEMENTS oF CHEMISTRY; 

INCLUDING THE APPLICATIONS OP THE SCIENCE IN THE ARTS. 

BY THOMAS GRAHAM, F. R. &., &c., 

Professor of Chemistry in University OoHege^ London, k,c 
S«eond Ammioaii, from an •ntlrely Herised and greatly Enlarged English Edition. 

WITH NUMEROUS WOOD ENGRAVINGS. 

BDiTitD, WITH NoTSB^ BT ROBEET BRIDGES, M. D., 

Professor of Chemistry in tlie PhiladelpJiia College of Pharmacy, &c. 

To be completed in Two Parts, forming one very large octavo volume. 
PART I» now ready, of 430 large pages, with 185 engravings. 
t^ART II, preparing for early publication. 

From the Editor^s Preface, 

The *' Elements of Chemistry," of which a second editioa is now presented, 
attained, on its first appearance, an immediate and deserved reputation. The 
copious selection of facts from all reliable sources, and their judicious arrange- 
ment, render it a safe guide for the beginner, while the clear exposition of the- 
oretical points, and frequent references to special treatises, make it a valuable 
assistant for the more advanced student. 

From this high character the present edition will in no way detract. The 

great changes which the science of Chemistry has undergone during the interval 
ave rendered necessary a complete revision of the work, and this has been 
most thoroughly accomplished by the author. Many portions will therefore be 
found essentially altered, thereby increasing greatly the size of the work, while 
the series of illustrations has been entirely chapged in style, and nearly doubled 
in number. 

Under these circomstances but little has been left for the editor. Owing, 
however, to the appearance of the London edition in parts, some years have 
elapsed since the first portions were publiahed, and he has therefore found oc 
casion to introduce the more recent investigations and discoveries in some sub- 
jects, as well as to correct such inaccuracies or misprints as had escaped the 
author's attention, and to make a few additional references. 



INTRODUCTION TO PRACTICAL CHEMISTRY, including Analysis. By 

John E. Bowman, M.D. In one neat royal 12mo. volome, extra cloth, with numer- 

ous illustrations. 

DANA ON CORALS. 
ZOOPHYTES AND CORALS. By James D. Dana. In one volume imperial 

quarto, extra cloth, with wood-cut8. 
Also, an Adas to the above, one volume imperial iblio^ with sixiy-one magnificent 

plaies, eotored after nature. Bound in half morocao. 

These splendid volumes form aportion of the publications of tha United States Explor- 
ing Expedition. As but very few copies have been prepared for sale, and as these 
are nearly exhausted, ait who are desirous of enrlchingtheir libraries with this, the most 
creditable specimen of American Art and Science as yet issued, will do well to procure- 
copies at once. 

THE ETHNOGRAPHY AND PHILOLOGY OP THE UNITED STATES EX- 
PLORING EXPEDITION. By Horatio Hale. In one large imperial quarto volume, 
beautifully printed, and strongly bound in extra cloth. 

BARON HUMBOLDT'S LAST WORK. 
ASPECTS OF NATURE IN DIFFERENT LANDS AND DIFFERENT 
CLIMATES. With Scientific Elucidations. By Alexander Von Humboldt. Trans- 
lated by MrSi Sabine. Second American edition. In one handsome volume, large 
royal 12mo., extra cloth. 

CHEMISTRY OP THE FOUR SEASONS, Spring, Summer, Autumw, and 
WiNTKR. By Thomas Griffith. In one handsome volume, royal 12mo, extra cloth, 
with numerous illustrations. 
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A HBW TEZT-3QDK ON NATOILaL ffilLOSOFHY. 

HANDBOOKS 

OF NATURAL PHILOSOPHY AND ASTRONOMY. 

BY DIONTSroS LARDNEK, LL. D., ETC. 

. ]PIRS*r COURSB, containing^ 

Heehanics, Hydrostaties, Hydrftnlicfi, Pneimaticfi, Soand, and Optics. 

In one large royal 12tno. volume of 750 pages, strongly bound in leather, with 
over 400 wood-cuts, (Just Issued.) 

THB SlSCONO COURSB, embracing^ 

HEAT, MAGNETM, ElECTMCITT, AND GAITANISM, 

or about 400 pages, and illastrated with 250 cuts, is just ready. 

THB THIB.D COURSXS» oonstltntlns^ 
A COMPLETE TREATISE ON ASTRONOMY 

THOROUOHLT ILLUSTRATED, IS IN PREPARATION FOR SPEEDY PUBLICATION. 

The intention of the author has been to prepare a work which should embrace the 
principles of Natural Philosophy, in their latest state of. scientific development, divested 
of the abstruseness which renders them unfitted for the younger student, and at the satne 
time illustrated by numerous practical applications in every branch of art and science. 
Dr. Lardner's extensive acquirements in all departments of human knowledge, and his 
well-known skill in popularizing his subject, have thus enabled him to present a text- 
book which, though strictly scientific in its groundwork, is yet easily mastered by the 
student, while calculated to interest the mind, and awaken the attention by showing the 
importance of the principles discussed, and the manner in which they may be made 
subservient to the practical purjMMcs of life. To accomplish this still farther, the editor 
has added to each section a series of examples, to be worked out by the learner, thus 
impressing upon him the practical importance and variety of the results to be obtained 
from the generallaws of nature. . The subject is still furthex simplified by the very large 
nuniber of illustrative wood-cuts which are scattered through the volume, making plain 
to the eye what might not readily be grasped by the unassisted mind ; and every care 
has been taken to render ;he typographical accuracy of the work what it should be. 

Although the first portion only has been issued, and that but for a few months, yet it 
has already been adopted by many academies and colleges of the highest standing and 
eharaeter. A few of the uttmerous recommendations with which the work has been 
favored are subjoined. 

From Prqf. MUlington, Univ. of MisMtssrppiy April 10, 1852. 
I am highly pleased with its contents and arrangement. It contains a greater number 
of every day useful practical facts and examples than I have ever seen noticed in a 
similar work, and I do not hesitate to say that as a book for teaching I prefer it to any 
other of the same size and extent that I am acquainted with. Duriug the thirteen years 
that I was at WHliara and Mary College I had to teach Natural Piiitosopfay, and I should 
have been very glad to have such a text-book. 

Fr0n Edmund Smithy SeUtimore, May 19, 1€62. 
I have a class using it, and think it the best book of the kind with which I am ac- 
quainted. 

From Prof. Cleveland, Philadelphia, October 17, 1851. 
I feel prepared to say that it is the fullest and most valuable manual upon the subject 
that has fallen under my notice, and I intend to make it the text- book for the first class 
in my school. 

From S. Schooler, Hanover Academy, Fa.. 
The " Handbooks^' seem to me the best popular treatises on their respective subjects 
with which I am acquainted. Dr. Lardner certainly popularizes science very well| and 
a godd text-book for schools and colleges was not before in existence. 

From Prqf* J. S. Henderwn, Farmer's College, O , Feb. 16, 1852. 
It is an admirable work, and well worthy of public patronage. For clearness and 
fttlness it it unequalled by any that I have seen. 
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NBW AND IMFROVBD BDmOV.-^Now Ready ) 

OUTLINES Op"aSTRONOMY. 

BY SIR JOHN F. W. HERSOHEL, F. R. S., &c. 

A HCW AHERICAlf FROM THE FOURTH LONDON EDITION. 

lo one Terj neat crown octavo volume, extra cloth, with six plates and nu- 
meroQB wood-cuts. 

This edition will be found thoroughly broogbt np to the present state of as- 
tronomical science, with the most recent investigations and discoveries fuUj 
discussed and explained. 

We now take leave of this remarkable work, which we hold to be, beyond a doubt, 
the greatest and most remarkable of the works in whieh the laws of astronomy and the 
appearance of the heavens are described to those who are not mathematicians nor ob- 
servers, and recalled to those who are. It is the reward of men who can descend from 
the advancement of knowledge to care for its diifusion, that their works are essential 
to all, that they become the manuals of the proficient as well as the text-books of the 
learner.— ^tA/ncBum. 

There is perhaps no book in the English language on the subject, which, whilst it con- 
tains so many of the facu of Astronomy (which it attempts to explain with as little tech- 
nical language as possible), is so aiiraciive in its style, and so clear and forcible in its 
illustrations.— ^vang-eitea/ Revieto. 

Probably no book ever written upon any science, embraces within so small a compass 
an entire epitome of everything known within all its various departments, practical, 
theoretical, and physical.— Jl^xamtner. 



A TREATISE ON ASTRONOM7. 

BY SIR JOHN F. W. HERSCHEL. Edited by S.C. Walker. In one 12mo. 
volume, half bound, with plates and wood-cuts. 



A TREATISE ON OPTICS. 

BY SIR DAVID BREWSTER, LL. D., F. R. S., &c. 
A NEW EDITION. 

WITH AV AFFERDIX, CONTAIITIVO AN ELBMENTABT VIEW OF THE AFFLICATION 
OF AITALTSIS TO REFLECTIOIT AND REFRACTION. 

BY A. D. BACHE, Superintendent U. S. Coast Survey, &c 
In one neat duodecimo volume, half bound, with about 200 illustrations. 



BOIiMAR'S FRESrCH SiHElIES. 

New editions of the following works, by A. Bolhar, forming, In connection 
with << Bol mar's Levizac," a complete series for the acquisition of the French 
language : — 

A SELECTION OF ONE HUNDRED PERRIN'S FABLES, accompanied by 
a Key, containing the text, a literal and free translaiiou, arranged in such a manner ss 
to point out the difference between the French and English idiom, &;c. In one vol. ISmo. 

A COLLECTION OF COLLOQUIAL PHRASES, on every topic necessary to 
maintain conversation. Arranged under different heads, with numerous remarks on 
the peculiar pronunciation and uses of various words; the whole so disposed as con* 
siderably to facilitate the acquisition of a correct pronunciation of the French. In 
one vol. 18mo. 

LES AVENTURES DE TELEMAQUE, PAR FENELON, in one vol. 12mo., 
accompanied by a Key to the first eight books. In one vol. 12mo., containing, like the 
Fables, the Text, a literal and free translation, intended as a sequel to the Fables. 
Either volume sold separately. 

ALL THE FRENCH VERBS, both regular and irregular, in a small volume. 
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ELEMENTS OF NATURAL PHILOSOPHY; 

BEING 

AN EXPERIMENTAL INTRODUCTION TO THE PHYSICAL SCIENCES. 

Illustrated ^vltb. over Tlnree Hundred IVood-eutfl* 

BY GOLDING BIRD, M.D., 

Assistant Physician to Gay^s Hospital. 

From tho Third London edition. In one neat volume, royal 12mo. 

We are astonished to find that there is room in so small a book for even the bare 
recital of so many subjects. Where everything is treated succinctly, grreat judgment 
and much time are needed in making a selection and winnowing the wheal from the 
chaff Dr. Bird has no need to plead the peculiarity of his position as a shield against 
criticism, so long as his book cominues to be the best epitome in the English taar 
guage of this wide range of physical subjects.^JVbrtA American Reoiew^ April 1, 1851. 

From Prof. John Johnston, Wesleyan Univ., Middletoum, Ct. 
For those desiring as extensive a work, I think it decidedly superior to anything of 
the kind with which I am acquainted. 

From Frqf. R. O. Currey, FcLst Tennessee University. 
I am much gratified in perusing a work which so well, so fully, and so clearly sets 
forth this branch of the Natural Sciences. For some time I have been desirous of ob- 
taining a substitute for the one now used- one which should embrace the recent dis- 
coveries in the sciences, and I can truly say that such a one is aflbrded in this work of 
Dr. Bird's. 

From Prqf. W. F. Hopkins, Masonic Univereity, Tenn. 
Tt is just Ihe sort of book I think needed in most colleges, being far above the rank of 
a mere popular work, and yel not beyond the comprehension of all but the most accom- 
plished maihemaiicians. 



ELEMENTARY CHEMISTRY; 

THEORETICAL AND PRACTICAL. 
BY GEORGE FOWNES, Ph.D., 

Chemical Lecturer in the Middlesex Hospital Medical School, &.c. &c. 

WITH NUMEKOUS ILLUSTRATIONS. 

Third American, from a late London edition. Edited, with Additions, 

BY ROBERT BRIDGES, M. B., 

Professor of General and Pharmaceutical Chemistry in the Philadelphia 
College of Pharmacy, &c^ &c. 

In one large royal 12mo. volume, of over five hundred pages, with about 180 
wood-cats, sheep or extra cloth. 

The work of Dr. Fownes has long been before the pablie, and its merits have been 
fblly appreciated as the best text-b<k>k on Chemistry now in existence. We do not, of 
course, place it in a rank superior to the works of Brande, Graham, Turner, Gregory, 
or Gmelm, but we say that, as a work for students, it is preferable to any of them. — Lon- 
don Journal qf Medicine. 

We know of no treatise so well calculated to aid the student in becoming familiar 
with the numerous facts in the science on wliich it treats, or one better calculated as 
a text- book for those attending Chemical Lectures. * * * * The best text-book on Che* 
ihisUy that has issued from our press. — American Med. Journal. 

We know of none within the same limits, which has higher claims to our confidence 
as a college class-book, both for accuracy of detail and scientific arrangement.— ^u- 
gusta Med. Journal. 



ELEMENTS OF PHYSICS. 

OR, Natural philosophy, general and medical. Written for uni- 
versal use, in plain, or non-technical language By NsoJ. Askott, M. D. In one 
oeuvo volume, with about two hundred illustrations. 
2 
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14 BLANCHAUD & LEA'S TVBIACATlONS.'-iEdneational WorJh.) 
SOMERVILLirS PHTSICAL OEOaRAPHT. 

PHYSICAL GEOGRAPHT. 

BY MARY SOMERVILLE. 

SECOND AMERICAN FROM THE SECOND AND REVISED LONDON EDITION. 

WITH AMERICAN NOTES, GLOSSARY, ETC. 

In one neat royal 12mo. volume, extra cloth, of over five hundred and fitly pages. 

The great success of this work, and its introduction into many of our higher schools 
and academies, have induced the publishers to prepare a new and much improved 
edition. In addition to the corrections and improvements of the author bestowed on 
the work in its passage through the press a second time in London, notes have been 
introdaeed to adapt it more fully to the physical geography of this country ; and a 
comprehensive glossary has been added, rendering the volume more panicalarly saited 
to educational purposes. The amount of these additions may be understood from the 
fact, that not only has the size of the pages been increased, but the volume itself en- 
larged by over one hundred and tLfiy pages. 

Our praise comes lagging in the rear, and is wellnigh superfluous. But we are 
anxious to recommend to our youth the enlai^ed method of studying geography which 
her present work demonstrates to be as captivating as it is instructive. Vve hold 
such presents as Mrs. Somerville has bestowed upon the public, to be of incalculable 
value, disseminating more sound information than all the literary and scientific insti- 
tutions will accomplish in a whole cycle of their existence. — BlaekwootPa Magazine. 

From Thomas Sherwin, High Sehoolf Boston. 
I hold it in the highest estimation, and am confident that it will prove a very efficient 
aid in the education of the young, and a source of much interest and iustiuctiou to the 
adult reader. 

From Erastus Everett^ High School^ Neto Orleans. 
I have examined it with a good deal of care, and am ftlad to fiod that it supplies an im- 
portant desideratum. The whole work is a masterpiece. Whether we examine the 
importance of the subjects treated, or the elegant and attractive style in which they are 
presented, this work leaves nothing to desire. I have introduced it into my school for 
the use of an advanced class in geography, and they are greatly interested in it. I have 
no doubt that it will be used in most of our higher seminaries. 

From W. Smyth, Oswego Aeademy. 
So much important, accurate, and general information I have never seen in a volume 
of its extent. In fine, 1 believe it lo be a work which will soon take a high place in the 
academies and colleges of America, as well as in the libraries of every individnat de- 
sirous of accurate informaiion respecting the planet on which we dwell. ] have recom* 
mended it to those connected with the District School Libraries, for which I consider it 
exceedingly well adapted. 



. JOHNSTOirS PHYSICAL ATLAS. 

THE PHYSICAL ATLAS 

OF NATURAL PHENOMENA. 

FOR THE USE OF COLLEGES, ACADEMIES, AND FAMILIES. 

BY ALEXANDER KEITH JOHNSTON, F. R. G. S., F. G. S. 

In one large Volume, imperial quarto, handsomely and strongly bound. With 

twenty-six plates, engraved and colored in the best style. Together 

with one hundred and twelve pages of Descriptive Letter-press, 

and a very copious Index. 

A work which should be in every family and every school-room, for consultation and 
reference. By the ingenious arrangement adopted by the author, it makes clear to the 
eye every fact and observation relative to the present conditioji of the earth, arranged 
under the departments of Geology, Hydrography, Meteorology, and Natural History. 
The letter-press illustrates this with a body of important information, nowhere else 10 
be found condensed into the same space, while a very full Index renders the whole 
easy of reference. 
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SCHMITZ AND ZUMPT'S CLASSICAL SERIES. 

Under this title Blanchard & Lisa are pablishing a series of Latin School- 
Books, edited by those distinguished scholars and critics, Leonhard Schmitz 
and C. G. Zumpt. The object of the series is to present a course of accurate 
texts, revised in accordance with the latest investigations and MSS., and the 
most approved principles of modern criticism, as well as the necessary element- 
ary book9> arranged on the best system of modern instrnction. The former are 
accompanied with notes and illustrations introduced sparingly, avoiding on the 
one hand the error of overburdening the work with commentary, and on the other 
that of leaving the student entirely to his own resources. The main object hns 
been to awaken the scholar's mind to a sense of the beauties and peculiarities 
of his author, to assist him where assistance is necessary, and to lead him to 
think and to investigate for himself. For this purpose maps and other en- 
gravings are given wherever useful, and each author is accompanied with a 
biographical and critical sketch. The form in Whiclv the volumes are printed 
is neat and convenient, while it admits of their being sold at prices unpre* 
cedentedly low, thus placing them within the reach of many to whom the cost 
of classical works has hitherto proved a bar to this department of education ; 
while the whole series being arranged on one definite and uniform plan, enables 
the teacher to carry forward his student from the rudiments of the language 
without the annoyance and interruption caused by the necessity of using text- 
books founded on varying and conflicting systems of study. 

CI^ASSICAI. TESXTS PUBI.ISHBD IN THIS SBRieS. 

I. CJESARIS D£ BELLO 6ALLIC0 LIBRI IV., 1 vol. royal 18mo., extra 
cloth, 232 pages, with a Map, price 50 cents. 

IL C. C. SALLUSTII CATILINA ET JUGURTHA, 1 vol. royal 18mo., extra 
cloth, 168 pages, with a Map, price 60 cents. 

III. P. OVIDII NASONIS CARMINA SELECTA, 1 vol. royal 18mo., extra 
cloth, 246 pages, price 60 cents. 

IV. P. VIRGILII MARONIS CARMINA, 1 vol. royal ISmo., extra cloth, 438 
pages, price 75 cents. 

V. Q. HORATII FLACCI CARMINA EXCERPTA, 1 vol. royal 18mo., extra 

cloth, 312 pages, price 60 cents. 

VL Q. CURTII RUFI DE ALEXANDRI MAGNI QU^ SUPERSUNT, 1 
vol. royal 18mo., extra cloth, 326 pages, with a Map, price 70 cents. 

VIL T. LIVII PATAVINI HISTORIARUM LIBRI I., II., XXI., XXII., 1 
vol. royal 18mo., ex. cloth, 350 pages, with two colored Maps, price 70 cents. 

VIII. M. T. CICERONIS ORATIONES SELECTS XII., 1 vol. royal ISmo., 
extra cloth, 300 pages, price 60 cents. 

BliEMBNTAKY WORKS PUBI^KSHfiD IN THIS SERIES. 

I. 

A SCHOOL DICTIONARY OF THE LATIN LANGUAGE. By Dr. J. H. 

Kaltschmidt. In two parts, Latin-English and English-Latin. 

Part I., Latin-English, of nearly 600 pages, strongly bound, price 90 cents. 

Part II., English-Latin, of about 400 pages, price 75 cents. 

Or the whole complete in one very thick royal 18mo. volume, of nearly 900 

closely printed double-columned pages, strongly bound in leather, 

price only $1 25. 

II. 
GRAMMAR OF THE LATIN LANGUAGE. By Leonhard Schmitz, Ph. 
D., F. R. S. £., Rector of the High School, Edinburgh, &c. In one hand- 
some volume, royal ISmo., of 318 pages^ neatly juRlf bound, price 60 cents. 
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SCRMITZ AND ZVMPT'S CLASSICAL SEMiES^CanHnued. 

III. 

ELEMENTARY GRAMMAR AND EXERCISES. BtDe. Leokhard Schkitz, 
F. R. S. E., Rector of the High School, Edinburgh, &c. In one handsome 
royal 18mo. Yolnme of 246 pages^ extra cloth, price 60 cents. (Just Issaed.) 

PREPARING FOR SPEEDY PUBLICATION. 

LATIN READING AND EXERCISE BOOK, 1 vol., royal l8mo. 
A SCHOOL CLA$SICAL DICTIONARY, 1 vol., royal ISmo. 
CORNELIUS NEPOS, with Introduction, Notes, fcc, 1 vol., royal 18mo. 

It will thtti be seen that this series Is now very nearly complete, embracinip 
eight prominent Latin authors, and requiring bat two more elementary works 
to render it sufficient in itself for a thorough course of study, and these latter 
are now preparing for early publication. During the successive appearance of 
the volumes, the plan and execution of the whole have been received with 
marked approbation, and the fact that it suf^lies a want not hitherto provided 
for, is evinced by the adoption of these works in a very large number of the 
best academies and seminaries throughout the country. From among several 
hundred testimonials with which they have been favored, and which they are 
every day receiving, the publishers subm^ a few of the more recent. 

Bat we cannot forbenr commending efpeciallr both to instmcfors and pupils the 
whole of the aeries, edited l)y those accomplished scbplars, Drs. Schmitz and Zampt. 
Here will be found a set of text-books that combine the excellences so long desired 
in this class of works, lliey will not cost the student, by one half at least, that which 
he must expend for some other editions. And who will not say that this is a cousider- 
ation worthy of atteniion ? For the cheaper our school-books can be made, the more 
widely will they be circulated and used. Here you will find, too, no useless display of 
notes and of learning, but in foot notes on each page you have everything necessary to 
the nnderstanding of the text.' The difficult poiais are sometimes elucidated, and ofieo 
is the student referred to the places where he can find light, but i)ot without some efiort 
of his own. We think that the punctuation in these books might be improved; but 
taken as a whole, they come nearer to the wants of the times than any within oar know* 
ledge. — Southern College Review. 

From W, J. Bo^e^ Wrenthamy Ma$s^ March 22, 18SB. 
They seem to me the best and the cheapest school editions of the classics that I have 
yet seen. The notes are all that a teacher could, and all that a student should desire. 
On classical history and antiquities I think them particularly rich, and the maps add 
very much to the merit of the books. Kaltschmidt's Dictionary I adopted as a matter 
of course. It is so much superior to all the other school dictionaries that no one who 
has examined it can hesitate to recommend it. 

From Prof. R. N. Newell, Masonic College, Tenn., Jane 2, 1852. 
I can ^ive you no better proof of die value which I set on them than by making nse 
of them in my own classes, and recommending their use in the pveparaAory department 
of our institution. I have read them through carefully that 1 might not speak of them 
without due examination, and I flatter myself that my opinion is mlly borne out by fact, 
when I pronounce them to be the most useful and the most correct, as well as the cheap- 
est editions of Latin Classics ever introduced in this country. The Latin and English 
Dictionary contains as much as the student can want in the earlier years of his course ; 
it contains more than I have ever seen compressed into a book of ihts kind. Lt ought io 
be the student*s constant companion in his recitations. It has the extraordinary recom- 
mendation of being at once portable and comprehensive. 

From Prof. D. Duncan, Randolph Maeon College, Ya., May 25, 1852. 
It w unnecessary for me to say anything respecting the text of Schmitz and Zumpt's 
series. The veiy names of the editors are a sufficient roarantee of their purity. The 
beauty of the typography, and the judicious selection of notes will insure their use by 
every experienced teacher, whilst their cheapness aitd convenient size will be a sure 
recommendation to every parent. I ihifTk, gentlemen that by the r^publicaiion of this 
excellent series you have laid the public under strong obligattons to you. We will use 
them as far as they come into our course, and I will recommend them lo our numf roua 
preparatory schools. From the merits above mentioned, they are destined, in my opinion , 
to supersede nsost of the editions now in use in our schools. 
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8CHMITZ AND ZUMPT'S CLASSICAL SERIES^Continued. 



From the Rev. L. Van BoJckderij Principal of St. JHmothy^s HaUy Md., Feb. 18, 1858. 
Since you commenced the series I have invariably adopted the different works in pre- 
ierence to all others, and I now use them all, with the exception of *^Q. CurtiuB." 

From W. F. Wy^rs^ fhw London Academy^ Feb. 14, 1859f. 
I have used bo other editions bat yours since they made their first appearance) «jid 
shall certainly continue to do so. 

Among the various editions of the Latin Classics, Schmitz and Znmpt's series, so far 
as yet published, are at all times preferred, and students are requested to procure no 
oibm.^ Annouf%ctmeni of Bethany ColUge, Va, 



Uniform with SCHMITZ AND ZUMPT^CLASSICAl SERIES.— (Now Ready.) 
THS CLASSICAL MANUAL; 

AN EPITOME OF ANCIENT GEOGRAPHY, GREEK AND ROMAN 

MYTHOLOGY, ANTIQUITIES, AND CHRONOLOGY. 

CHIEFLY INTENDED FOR THE USE OF SCHOOLS* 

BY JAMES S. S. BAIRD, T. C. D., 

Assistant Classical Master, King's School, Gloucester. 

In one neat Tolome, royal ISmo., extra cloth^ priee Fifty eente. 

This little volume has been prepared to meet the recognized want of an Epi- 
tome which, within the compass of a single small volume, should contain Uie 
information requisite to elucidate the Greek and Roman authors moat com- 
monly read in our schools. The aim of the author has been to embody in it 
such details as are important or necessary for the junior student, in a form and 
space capable of rendering them easily mastered and retained, and he has con- 
sequently not incumbered it with a mass of learning which, though highly 
valuable to the advanced student, is merely perplexing to the beginner. In the 
amount of information presented, and the manner in which it is conveyed, as 
well as its convenient size and exceedingly low price, it is therefore admirably 
adapted for the younger classes of our numerous classical schools. 

From Mr. B. F. Stem, Fredericksburg, Va., July 30, 1852. 
The Classical Manual I have perused with delight, and shall at once introduce in my 
school, it is a book that has long been needed, and I know of uoue where so much 
varied matter cau be found iu so small a space. 

\From Mr. C. Hammond, Monson, Masa., Aug. 0, 1852. 
I shall introduce it into my school at once. It is just what we have needed for a long, 
long time. 

From Prof. Trimble, Kenyan College, O., Aug. 30, 1852. 
It must recommend itself to the teachers in all the classical institutions within the 
Union, not only on account of its cheapness, but also for its excellent arrangement; and 
it wilt be a 5tne qua non compendious class-book for every studen i wishing to enter 
our colleges. ^ 

From Mr. J. H. Nourse, Washington, Aug. 17, 1852. 
I shall require every classical student to possess a copy of '' Beird^s Manual." 

From Mr. W. W. Clarke, Gouvemeur Wes. Sem , N. Y., Aug. 17, 1852. 
I admire it very much for the large amount of classical information so coiiciRely and 
clearly set forth. It is just the thing for students in their early studies, and has long been 
a desideratum. 

From Mr. W. S. Bogart, Tallahassee, FL, Aug. 7, 1852. 
It contains a vast amount of geographical and cla.«tsicai information in a most concise 
compass, which adapts it equally to the pupil and the advanced student who wishes to 
review his classical knowledge. 
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18 BbANCHAKD & LEA'S PUBLICATIONS.— (JB<laai*w»a/ Works.) 

A HISTORY OF SREEK GUSSICAL LITERATURE. 

BY THE REV. R. W. BROWNE, M. A., 

Professor of Classical Literatare in King's College, London. 

In one Terj neat Tolume, crown 8vo., extra cloth. 

To be shortly followed by a aixnilar volume on Roman Ziiteratnra 

From Prof. J. A. Spencer ^ New Yorky March 19, 1852. 
It is an admirable Tolume, sufficiently full and copious in detail, elear and precise in 
style, very scholar-like in its execution, genial in its criticism, and attofrother display- 
ing a mind well stored with the learning, genius, wisdom, and exquinite taste of ibe 
ancient Greeks. It is in advance of everything we have, and it may be considered 
indispensable to the classical scholar and student. 

From Prqf. N. H. GriffinjWUliams College, Mass., March 22, 18S2. 
A valuable compend, embracing in a small compass matter which the student would 
have to go over much ground to gather for himself. 

From Prqf. M. F. Hyde^ Burlington College^ N. X, Feb. 10, 1852. 
This book meets a want that has long been felt of some single work on the subject 
presenting to the student and general reader, in a popular form, information widely dis- 
bersed through a great variety of publications, and nowhere combined into one whole. 
Mr. Browne's selection of materials is jadicioasly made, and presented in a perspicu- 
ous, elegant, and agreeable manner. 

From Prof. Gessner HarrUon, University of Va.j Fteb. 2S, 1532. 

I am very favorably impressed with the work from what I have seen of it, and hope 

to find in it an important help for my class of history. Such a work is very niacin needed. 

In this field, following the successful assiduity of others, Mr. Browne enters with the 
relish of an amateur and the skill of a connoisseur, profiling by the labors of his prede- 
cessors, and bringing the tested results into the compass of a most valuable book ; one 
very much to our taste, giving a satisfactory account of the language, the authors, ibe 
works which, while Greece herself has passed away, render her name immortal. Th« 
history is divided into two periods ; the first extends from the infancy of its literature lo 
the time of the Pisistratidae ; the other commences with Simonides, and ends with Aris- 
totle. We commend our author to the favorable regard of professors and teachers. — 
Methodist Quarterly Review, SouOi. 

Mr. Browne's present publication has great merit. His selection of materials is judi- 
ciously adapted to the purpose of conveying within a moderate compass some definite 
idea of the leading characteristics of the great classical authors and their works. *•** 
Mr. Browne has the happy art of conveying infoimation in a most agreeable manner. 
It is impossible to miss his meaning, or be insensible to the charms of his polished style. 
Suffice it to say, that he has, in a very readable volume, presented much that is useful to 
the classical reader. Besides biographical information in reference to all the classical 
Greek authors, he has furnished critical remarks on their intellectual peculiarities, and 
an analysis of their works when they are of sufficient importance to deserve it. — London 
AthentButn. 

This book will be of great value to the student.— fzomtner. 



QEOGRAPHIA CLASSICA: 

OR, THE APPLICATlOiV OF ANCIENT GEOGRAPHY TO THE CLASSICS. 
By SAMtTEL BuTLSS, D. D., late Lord Bishop of Litchfield. Revised by his Son. Sixth 
American, from the last London Edition, with Questions on the Maps, by John Faosr, 
LL. D. In one neat volume, royal 12mo., half bound. 



AN ATLAS OF ANCIENT GEOGRAPHY. 

By Samuel Butlvr, D. D., late Lord Bishop of Litchfield. In one octavo volume, half 
bound, containing twenty-one quarto colored Maps, and an accentuated Index. 



ELEMENTS OF UNIVERSAL HISTORY. 

On anew plan; from the Creation of the World to the Congress of Vienna, with a 
Summary of the Leading Events since that time. By U VVuitb. Edited, with a 
Series of Questions, by John S. Haet, Principal of the Philadelphia High School. 
in one very large royall^mo. volume, half bound. 
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BLANCHARD & LEA'S PUBLICATIONS.— (.Erfjimdojw/ W<rris.) 19 
NBW AND IMPROVED XIDITIOK— (Now Ready.) 

OUTLINES OF ENGLISH LITERATURE. 

BY THOMAS B. SHAW. . 

Professor of English Literature in the Imperial Alexander Lyceam, St. Petersburg. 

SECOND AHERieAN EDITION. 

WITH A SKETCH OF AMERICAN LITERATURE. 

BY HENRY T. TUCKERMAN, 
Author of" Characteristics of Literature,*'* "The Optimist," Ac. 

In one large and handsome volume, royal 12mo., extra cloth, of about 500 pages. 

The object of this work is to present to the student a history of the progress 
of English Literature. To accomplish this, the author has followed its course 
from the earliest times to the present age, seizing upon the more prominent 
<< Schools of Writing," tracing their causes and effects, and selecting the more 
celebrated authors as subjects for brief biographical and critical sketches, ana- 
lyzing their best works, and thus presenting to the student a definite view of the 
development of the language and literature, with succinct descriptions of those 
books and men of which no educated person should be ignorant. He has thus 
not only supplied the acknowledged want of a manual on this subject, but by 
the liveliness and power of his style, the thorough knowledge he displays of his 
topic, and the variety of his subjects, he has succeeded in producing a most 
agreeable reading-book, which will captivate the mind of the scholar, and re- 
lieve the monotony of drier studies. 

This work having attracted much attention, and been introduced into a large 
number of our best academies and colleges, the publishers, in answering the call 
for a new edition, have endeavored to render it still more appropriate for the 
student of this country, by adding to it a sketch of American literature. This 
has been prepared by Mr. Tuckerman, on the plan adopted by Mr. Shaw, and 
the volume is again presented with full confidence that it will be found of great 
utility as a text-book, wherever this subject forms part of the educational course; 
or as an introduction to a systematic plan of reading. 

From Prof. JR. P. Dunn, Brown Unwersttyj April 22, IS52. 
I had already determined to adopt it as the principal book of reference in my depart- 
ment. This is the first term in which it has been used here ; but from the trial which I 
have now made of it, I have every reason to congratulate myself on my seleelion of it 
as a text-book. 

From the Rev. W. G. T. Shedd, Prqfessor of English Literature in the University qf Yu 
I take great pleasure in saying that it supplies a want that has long existed of a brief 
history of English literature, written in the right method and spirit, to serve as an intro- 
duction to the critical study of it. I shall recommend the book to my classes. 

From James Shannon, President of Bacon CoUege, Ky. 
I have read about one-half of " Shaw's Outlines," and so far I am more than pleased 
with the work. T concur with you fully in the opinion that it supplies a want long felt 
in our higher educational institutes of a critical history of English literature, occupying 
a reasonable space, and written in a manner to interest and attach the attention of the 
student. I sincerely desire that it may obtain, as it deserves, an extensive circulation. 



HANDBOOK OF HODERN EUROPEAN UTERATUBE. 

British, Danish, Dutch, French, German, Hungarian, Italian, Polish and Rus- 
sian, Portuguese, Spanish, and Swedish. With a full Biographical and 
Chronological Index. By Mrs. Foster. In one large royal 12mo. volume^ 
extra cloth. Uniform with << Sbaw'a Outlines of English Literature." 
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20 BLANCHARD & LEA'S PUBLICATIONS.— (Prflwrftiw/ Wor/ts.) 
YOUATT AND SKINNER ON THE HORdE. 

THE HORSE. 

BY WILLIAM YOUATT. 

tOOETHEB WTTR A GENEKAL HI8T0KT OF THE HOBSE ; A DISSEBTATIOir OK THE 

▲XEUCAH TKOTTINO HOME J HOW TBAIITEO AHD JOCKEYED ; AV ACCOUNT 

or BIS BEMABKABLE PEBFOBMANCES ; AND AN E88AT ON THE 

ASS AND THE MULE. 

BY J. S. SKINNER, 
Asristant Postmaster-General, and Editor of the Tarf Register. 

This edition of Youatt's well-known and standard work on the Management, Dis- 
eases, and Treatment of the Horse, embodying the valuable additions of Mr. Skinner, has 
baa already obtained such a wide circulation throughout the country, that the Publish' 
ers need say nothing to attract to it the attention and confidence of ail who keep Horses . 
or are interested in their improvement. 



NOTBS ON SHOOTING; OR, HINTS TO SPORTSMEN, 
comprising the Habits of the Game Birds and Wild Fowl of North America; the Dog, 
the Gun, the Field, and the Kitchen. By E. J. C^ewis, M. D., editor of" Vouatt on the 
Dog," &c. In one handsome volume, royal 12mo., extra cloth, with illustrations. 



YOUATT AND LEWIS ON THE DOG. 

THE DOG. By William Yonatt. Edited by E. J. Lewis, M. D. With nameroas and 
beaatiful illustrations. In one very handsome volume, cfown 8ve., erfmson cloth, gilt. 



TFIE PIG; a Treatise on the Breed, Management, Feeding, and Medical Treatment of 
Swine. By William Youatl, V. S. In one l!2mo. volume, extra cloth, or in neat paper 
covers, price 50 cents 

EVERY MAN HIS OWN CATTLE DOCTOR. By Prtocis Clatcr and William 
Yountt. Revised by J. S. Skinner. 1 vol. 12mo. 

EVERY MAN H(S OWN FARRIER. By Francis and John Clater. Revised by J. 
S. Skinner. In one vol. 12mo. 



THE GARDENER'S DICTIONARY. 

A DICTIONARY OP MODERN GARDENING. ByO. W.Johnson, Esq. With nu- 
merous additiomt, by David Latidreth. With one hundred and eighty wood-cals. 
In one Tory large royal ISmo. volmne, of about 660 doable-oolomned pages. 

This work is now offered at a very low price. 



ACTON'S COOKERY. 

MODERN COOKERY IN ALL ITS BRANCHES, reduced to a System of Easy Prac- 
tice, for the Use of Private Families ; in a Series of Practical Receipts, all of which 
are fiven with the most minute exactness. By Eliza Acton. With numerous wood- 
cut illustrations ; to which is added a Table of Weights and Measures. The whole 
revised, and prepared for American housekeepers, by Mrs. Sarah J. Hale. From the 
Second London Edition. In one lai^e ISmo. volume. 

MODERN FRENCH COOKERY. By Charles £. Franeatelli. In one large octavo 
ToiuBM, extra cloth, with numerous illustrations. 

THE SUGAR PLANTER'S MANUAL. By W. J. Evans. In one neat ocUvo vol- 
ume of 268 pages, with cuts and plates. 

THE| DOMESTIC MANAGEMENT OP THE SICK-ROOM, ntte«88aiy, In aid of 
medical treatment for the cure of diseases. By A. T. Thomson, M. D. Edited by R. E. 
Griffith, M. D. In one volume royal ISmo., extra cloth. 



BLANCHARD & LEA also publish numerous valuable Medi- 
ci workS; Catalogues of which may be had on application. 
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